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VARIAN — 








Long recognized as the standard for laboratory test applications at X-band, 
these reflex klystrons are designed especially for use as bench oscillators 
and laboratory signal generators. Tuned by micrometers, they cover the full 
X-band frequency range with power output of 250 mW. Small and light, the 
X-13 and X-13B feature new low-current filaments for longer tube life. 


Varian makes a wide variety of Klystrons and Wave Tubes for use in Radar, 
Communications, Test and Instrumentation, and for Severe Environmental 
Service Applications. Over 100 are described and pictured in our new catalog. 


Write for your copy. 


X-13 8.2t012.4kMc 250 mW 
7.510 11.0kMce 250 mW 


VA isa i A od - yet plat Ay ‘on 10.0 to 15.5 kMc 50 mW 
V-40B 15.0t021.0kMc SOmW 


OF CANADA, LTD. * GEORGETOWN, ONTARIO V-58 8.510 10.0kMc 600 mW 


KLYSTRONS, TRAVELING WAVE TUBES, BACKWARD WAVE OSCILLATORS, HIGH VACUUM PUMPS, LINEAR ACCELERATORS, MICROWAVE SYSTEM COMPONENTS, 
R. F. SPECTROMETERS, MAGNETS, MAGNETOMETERS, STALOS, POWER AMPLIFIERS, GRAPHIC RECORDERS, RESEARCH AND DEVELOPMENT SERVICES 
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E CIRCUIT RELIABILITY 
IS VITAL .>, 


. .. AMP's product is mofe,than fine 
circuit terminals . . . more than 
remarkably, precise cotmpression- 
crimp tooling . +» More than an error 
free, fasttnethod of attachment. 


AMP's product is finished crimp- 
type)términations on your circuitry 
wires . . . by the hundreds or mil- 
lions . . . of the highest reliability, 
. . + performing under, gruelling 
conditions . . . from basic terminals 
to complete patchcord systems. 








mproper coup 
s to assure pr 


COMPLETE"INFORMATION ON THESE FOUR PRODUCT LINES IS AVAILABLE ON REQUEST. 


Aircraft-Marine Products of Canada, Ltc 


194 Wilson Avenue, Toronto 12, Ontario 


A wholly owned subsidiary of AMP INCORPORATED, Harrisburg, Pa. Other wholly owned subsidiaries in: Australia e England « France » Holland + Japan 
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Unregulated 
AC Input 


High 
Capacitance 
Filter 


Regulated 
DC Output 


Semiconductor 
Rectifier 


Inherently simple design of the Sola Constant Voltage DC Power Supply is shown by this 
general schematic diagram. Its basic simplicity of design and its reliable components make 
this regulated power supply rugged and dependable, both electrically and mechanically. 


Just three reliable components 


make Sola’s regulated dc power supply 
simple and rugged 


Sola Electric Co. (an outfit where complexity-for-its- 
own sake wins no promotions) has combined three 
simple, reliable components a special type of Sola 
Constant Voltage Transformer, a semiconductor recti- 
fier, and a high-capacitance filter — to make a regulated 
dc power supply that is rugged and dependable. 


Electrical characteristics of the special CV trans- 
former maximize most of the advantages of the semi- 
conductor rectifier and the capacitive filter, while vir- 
tually eliminating their disadvantages. This particularly 
happy combination of components gives output in the 
ampere range, regulation within +1% even under +10% 
line voltage variation, and ripple less than 1% rms. It 
handles variable, pulse, or high-amperage loads without 
a second thought . . . it even puts up with dead shorts. 


Size? Maintenance? Cost? Sola’s simplicity drive 
permits the units to occupy minimum space, to do with- 
out movable or expendable parts, and to sell at a 
reasonable price. 


Simple construction, reliability and compactness are 
benefits common to the entire line of regulated dc power 
supplies. Sola designs and produces hundreds of ratings 
to meet widely varying electrical and mechanical re- 
quirements of equipment manufacturers; and also pro- 
duces complete power supply systems to specification. 
It is set up to handle specific needs in production quan- 
tities. Your nearby sales engineer can supply all the facts. 

In addition to custom service, Sola currently stocks 
six fixed-output models ranging from 24 volts at six amps 
to 250 volts at one amp. Six adjustable models are 
stocked, too. 


For complete data write for Bulletin 52 F-CV-235 


SOLA ELECTRIC (CANADA) LTD., 24 Canmotor Avenue 
In The United States, Sola Electric Co., Chicago 50, Illinois, A Division of Basic Products Corporation 


SOLA| 


CONSTANT VOLTAGE TRANSFORMERS 


REGULATED DY: ° GWER SUPPLIES 


¢ Toronto 18, Ontario -e« Phone: CLifford 1-1147 


4 


MERCURY LAMP TRANSFORMERS 


For further information mark No. 12 on our Readers’ Service Card 


CANADIAN ELECTRONICS ENGINEERING JUNE 1959 





June 1959 


CANADIAN 
ELECTRONICS 
win cl ENGINEERING 


departments Reports from the industry 
Nucleonic news 


Harold Price, BSC, SEN. MEM. L.R.E., P.ENG., editor 
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Arthur R. Joy, British Columbia editor 

Robert A. Metcalfe, Manitoba editor 

Frank Davies, editorial art director 

C. A. King, manager 

Robert E. Swan, advertising representative 

W. A. Weir, advertising art director 

Mary Ann Sapiano, advertising production 

John F. Foy, circulation manager 

R. G. Scott, research manager 

J. W. Sargent, sales promotion manager 

Kenneth E. Winchcombe, Eastern advertising representative 
Murray R. Mark, West Coast manager 

George W. Gilmour, manager, industrial publications 

J. L. Craig, director, business publications 


4 ° Authorized as second class mail, Post Office Department, Equipment and Methods, Painting and Decorating, Le 
a Maclean-Hunter publication Ottawa. Pharmacien, Photo Trade, Plant Administration, Pro- 
» ” , . : - gressive Plastics, Le Quincaillier, Style, Business news- 
‘ Printed and published by Maclean Hunter Publishing papers in U. 8. and U. K.: The Inland & American 
peewee md ne “y University Sree —— ~ Printer & Lithographer, Rock Products, Concrete 
Canada. Address all correspondence: P.O. Box 100, " eg y 
Toronto, Canada, EM. 3-5981. Products, British Printer, British Rate & Data 
Other services: The Financial Post Corporation Service 
Horace T. Hunter, Chairman of the Board; Floyd 8. Canadian Press Clipping Servies; Commercial Printing 
Chalmers, President; Donald F. Hunter, Vice-President pjvision 
M Director, 
a ees Sees Offices at 1242 Peel Street, Montreal, UN. 6-9841; 
Publishers of Business newspapers in Canada: Build- Room 1004, The Burrard Bidg., 1030 West Georgia 
ing Supply Dealer, Bus and Truck Transport, Canadian Street, Vancouver 5, B.C. MU. 38-8254; Bremen, 
Advertising. Canadian Automotive Trade, Canadian Germany, Auf den Haefen 12; Maclean-Hunter Limited 
Aviation, Canadian Baker, Canadian Electronics En- 125 Strand, London, England. 
gineering, Canadian Grocer, Canadian Hotel Review, « , 5.00 . . 
Canadian Industrial Photography, Canadian Jeweller, Ey — ne enn po te 9 
Canadian Machinery, Canadian Missiles and Rockets, Ty's’ 4 United Kingdom, $10.00 per year; all other 
Canadian Packaging, Canadian Paint and Varnish, countries, $20 00 per year a s ; 
Canadian Printer and Publisher, Canadian Shipping, nate. 
Canadian Stationer, Civic Administration, Design Indexed in Engineering Index 
Engineering, Drug Merchandising, Electrical Contractor, ape oe 
L’Epicier, The Financial Post, Food in Canada, Foun- Member 
tains in Canada, Hardware and Metal, Heating and Canadian Circulations Audit Board Ine. 
Plumbing Engineer, Home Goods Retailing, Marketing, 
Materials Handling in Canada, Men's Wear, Modern Member 
Power, Modern Purchasing, National Builder, Office Business Newspapers Association. 


CANADIAN ELECTRONICS ENGINEERING JUNE _ 1959 





By using the SHF Communications band 
and new, much smaller components, 
Westinghouse has developed a powerful 
yet compact MICROSCATTER system. Two 
MICROSCATTER components are shown 
above: The 2 K.W. Klystron Tube (right) 
and a model of the microwave block. 


“Here's how we put 
icroscatter on wheels!” 


Now, Westinghouse has successfully reduced For voice, teletype, television, facsimile 
the size of microwave scatter—by develop- and raw radar video . . . this advanced 
ing an SHF system ! And now, all radio MICROSCATTER gives you high quality 


equipment for a 5,000 mc. quadruple diver- eg < 
sity repeater can be mounted in a 40-foot SHF transmission to points 100 to 200 


truck trailer. miles away ! 


WESTINGHOUSE MICROSCATTER also gives you 


HIGH QUALITY TRANSMISSION with an LOW COST PER CHANNEL MILE... . due to 
extremely linear, wide band minimum operating and maintenance 
Modulator/Exciter. costs ... and low power consumption. 


HIGH RELIABILITY of up to 99.99%... SMALL, NARROW-BEAM ANTENNAS, from 
with quadruple diversity. 8 ft. to 28 ft. in diameter. 


For complete information, phone your nearest Westinghouse office. 
Or write to Canadian Westinghouse Company Limited, 
Electronics Division, Longwood Road, Hamilton, Canada. 


Here's MICROSCATTER on be you CAN BE SURE...iF ITS 


wheels ! All radio equipment 
for a 5,000 mc. quadruple 


P. (Emu ° i 
nt am Cm Westin ghouse we 
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Reports from the industry 





Canada may have a space 
research program after all 


The United States National Aero- 
nautics and Space Administration 
(NASA) has accepted proposals by the 
Defence Research Telecommunica- 
tions Establishment (DRTE) for joint 
rocket vehicle and satellite experi- 
ments. 

U.S. rockets and a satellite will be 
instrumented by scientists from the 
Ottawa establishment. To be launched 
sometime after 1960 at Vandenberg 
Air Force Base in California, the satel- 
lite experiment will permit probing by 
radio pulses of the ionosphere’s upper 
side. 

While the vehicle pursues a polar 
orbit it will direct radio pulses down- 
ward. These will be reflected back to 
the satellite from the upper layers of 
the ionosphere and the information 
will then be telemetered to ground 
stations. 

The Canadian scientists have start- 
ed work on the design of instruments 
for the satellite. They will also design 
equipment for existing Canadian iono- 
spheric stations at Fort Churchill, 
Man., and elsewhere in Canada to 
which the data will be telemetered. 

In charge of the team planning the 
Canadian phase of the satellite project 
is R. Keith Brown, ieader of the Space 
Instrumentation Section of DRTE’s 
Electronics Wing. Dr. Walter Heik- 
kila, head of the Rocket Research Sec- 
tion of DRTE’s Radio Physics Wing, 
is in charge of the rocket instrumen- 
tation program. 

In addition to the satellite project, 
the Ottawa establishment will develop 
instrumentation for two high-altitude 
research rockets to be launched by 
NASA this year. The experiments will 
be designed to study the electron 
density in the ionosphere. 

DRTE scientists have been chosen 
for these projects because of their ex- 
tensive experience in ionospheric, up- 
per atmospheric and auroral investi- 
gations. 


Canadian committee on 
space research 

The National Research Council of 
Canada at its meeting in Saskatoon, 
June 3 to June 5, has formed an Asso- 
ciate Committee on Space Research. 
This is being formed jointly with the 
Defence Research Board. The new 
committee will have co-ordination 
duties and will advise on international 
co-operation. Scientific subjects to be 
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studied will include geomagnetism, the 
aurora, meteorology, cosmic rays, 
radiation from the sun, and chemical 
composition of the upper atmosphere. 
This Canadian work, now in hand, 
can be enhanced by a series of high 
altitude rockets carrying measuring 
instruments. 

The new committee will be particu- 
larly useful to Canadian university 
groups interested in research in the 
upper atmosphere. They will have an 
opportunity to design their own ex- 
periments, and to build instruments 
for the nose cones of rockets. 

The rocket range at Churchill will 
probably be used. Canadian and U. S. 
groups have already been co-operating 
in maintaining this range. 

The new committee includes mem- 
bers from a number of Government 
departments and agencies, and from 
universities with research teams in 
related fields. 

Chairman is Dr. D. C. Rose, NRC; 
secretary is B. D. Leddy, NRC. 

Members are: Dr. G. M. Griffiths, 
U.B.C.; Dr. B. G. Wilson, U. of Allta.; 
Dr. P. A. Forsyth, U. of Sask.; Dr. A. 
D. Misener, U. of Western Ont.; Dr. 
J. Auer, U. of Ottawa; Dr. G. N. 
Patterson, U. of Toronto; Dr. C. 
Winkler, McGill; Dr. C. Fremont, 
Laval; Dr. A. D. MacDonald, Dal- 
housie; G. D. Watson, DRB; Dr. J. 
H. Chapman, DRB; Dr. R. F. Chin- 
nick, DRB; Dr. D. W. R. McKinley, 
NRC; F. R. Thurston, NRC; M. M. 
Thomson, Dom. Observatory; C.°M. 
Brant, Dept. of Transport; Dr. An- 
drew Thomson, Dept. of Transport; 
J. J. McCordick, Dept. of External 
Affairs. 


Canadian company expands 
into U.S.A. 

A significant reversal in trend in 
Canadian-U. S. business in the forma- 


tion of a U.S. subsidiary of a parent 
Canadian company has been announc- 
ed by Croven Limited, Whitby, On- 
tario. 

The U. S. subsidiary, Ovenaire Inc., 
to be located in Charlottesville, Vir- 
ginia, has been established as a manu- 
facturing and sales outlet for the par- 
ent company’s complete quartz crystal 
and crystal oven product lines. 

Financing of the new company will 
be through assets of the parent Cana- 
dian firm. Mr. G. A. Vogt, vice-presi- 
dent of Croven Limited, will direct 
operations at the Charlottesville plant. 
Mr. R. P. Green has been appointed 
sales manager for Ovenaire Inc. 


International Rectifier 
forms Canadian company 

International Rectifier Corp., El 
Segundo, Calif., announced the for- 
mation of International Rectifier of 
Canada Ltd., with headquarters at 
1581 Bank St., Ottawa. Earl F. John- 
son is secretary-manager. 

Mr. Johnson has been associated 
with the Canadian electronics indus- 
try in sales engineering and manage- 
ment capacities for several years. He 
is a graduate in electrical engineering 
from the University of Manitoba and 
McGill University. 


New company in 
Lindsay, Ontario . 

F. Brearton, an ex-Avro employee, 
and E. Emmerich from New. Jersey, 
have established a new manufacturing 
company at Lindsay, Ontario. Under 
the name of LCR Manufacturing 
Company, they will produce radio and 
TV components. 


Engineers form 
electronics firm 

A new instrumentation-electronics 
firm, Pedaco Ltd., has been establish- 
ed to supply engineering, development 
and manufacturing services in instru- 
mentation, data handling and indus- 
trial electronics. 

Located at Box 156, Station D, To- 
ronto 9, Ont., the firm claims exten- 
sive design and practical experience 
through its four-member engineering 
staff, and looks forward to a year of 
consolidation and expansion. 


Newly elected officers and directors of the Canadian Electronic Wholesalers’ 
Association. L. to R.: R. Bryanton (rear), Regina; J. T. Rochford, Toronto; 
N. J. Trehub, Montreal; A. M. Clark, Vancouver; O. J. Bell, Belleville; 
A. G. Johnson, North Bay; J. Dunn, Vancouver, and L. Rosenberg, Winnipeg. 
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MUIRHEAD 


TEDIREIAUE 


A Quarterly Journal of veraneaet Engineering. 

Will be mailed to you quarterly free: of charge. 

Write on company letterhead, giving name and 

position held to:— MUIRHEAD INSTRUMENTS LIMITED 
STRATFORD - ONTARIO (Piant Address) 


The Only Canadian 


Manufacturer of 


OYNGHROS 
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Instruments 


Oscillators, Attenuators, 
Frequency Analysers, 
Phasemeters, Standard Cells, 
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Telegraphic Facsimile 





Equipment. 


ACCURACY: QUALITY: RELIABILITY 


MADE TO MIL AND COMMERCIAL SPECIFICATIONS 


MUIRHEAD INSTRUMENTS LIMITED 


STRATFORD - ONTARIO - CANADA 
TEL : 3717, 3718 CABLES : MUIRINST, STRATFORD, ONT. 
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Large (600 h.p.) Banbury motor coil after 
rebuilding with epoxy encased coils. Heat 
and vibration opened crevices in original 
coils wrapped with conventional materials. 
Carbon black penetration caused failures. 
Epoxy case is extremely hard, and strong] 
bonded to the conductor. 





TO PROTECT AGAINST FAILURE OF COMPONENTS... 


embed them in BAKELITE 


Shock in jet aircraft finds the RAM 
accelerometer prepared. It’s a 
uniquely-designed, extremely low- 
friction type, hermetically sealed 
with compounds based on BAKELITE 
Brand Epoxy Resins, providing 

a constant self-damping factor over 
a wide altitude—temperature range. 
Vertical white lines in cross-section 
are fine wire windings embedded 

in the epoxy. 

A 50% increase in mechanical life 
resulted when starter motors 
were equipped with this coil 

encapsulated in BAKELITE Epoxy 

Resins. It cut moisture-caused 
burnout almost to zero. Motors run 
eight per cent cooler. The tough 
resin prevents damage by vibration 
or impact. It virtually eliminated 
coil changing, and reduced 

stocking of coils and starters. 

Cured resin withstands temperatures 
from —90 to 250 deg. F. 
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IVE your delicate electri- 
_fimsan! components and 
subunits the protection to 
meet the most gruelling per- 
formance demands... in- 
crease their reliability .. . 
avoid failures... cut down 
on costly maintenance .. . 
Embed, encapsulate, or 
pot them in BaKe.ire Brand 
Epoxy Resins—the “sturdy case” that hardens 
and keeps them safe. BAKELITE Epoxy Resins 
provide toughness, and mechanical strength 
... form a strong bond with metals, ceramics, 
and other surfaces... possess excellent cor- 
rosion resistance and dielectric properties. 
A wide variety of formulations provides: 
low viscosity—to permit penetration of fine 
crevices and the addition of fillers when 
economies demand it. Colors may be added 
for coding. 
dispensing ease—for automatic machines. 
sufficient pot life—long enough to permit 
proper handling. 
safe exotherm—so that heat of reaction will 
not harm delicate components. 
minimum shrinkage—to provide maximum 
dimensional stability. 
From the advantages shown here, you can 
project many of the benefits your own prod- 
ucts will enjoy. They are important to the 
engineer seeking miniaturization, handling 
safety, replacement speed, economy, and pro- 
tection against moisture and vibration for 
sensitive electrical parts. 


DOXY resins 


Bakelite Company will help you with 
laboratory and research facilities, years of 
experience in plastics, and a variety of epoxy 
resins unsurpassed in quality. 

For information, write Dept. CEE-59, 
Bakelite Company, Division of Union 


Carbide Canada Limited, 40 St. Clair Ave. 
E., Toronto 7, Canada. 


Simple steps in casting 
with BAKELITE Epoxy Resins 


Poured as a liquid— 
resin mixed with hard- 
ener will cure without 
harm to fragile ele- 
ments in the assembly 


Fills every crevice—low 
viscosity permits com- 
plete penetration, mini- 
mizes air entrapment. 


Hardens without heat— 
BAKELITE Epoxy Res- 
ins can be cured at 
room temperature or at 
elevated temperature. 





Keeps assembly safe— 
embedment resists 
shocks, chemicals, 
moisture, and holds 
components firmly. 


it pays to protect with BAKELITE UNION 


eo rey -\-1=118) 3 


EPOXY RESINS 


‘BAKELITE’ AND “UNION CARBIDE" ARE TRADE MARKS 
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TV Star Joan Fairfax gets acquainted 


Canada Wire television cables 


CANADA WIRE CW-TELCON cables are star 
performers throughout the complex systems that 
faithfully transmit audio and video impulses from 
studio to home receivers. One reason is that these 
Canada Wire products are “swept”? to ensure the 
absolutely uniform diameters necessary for perfect 
response to all frequencies. 

To Canada’s television and radio industries, Canada 
Wire supplies all types of conductors, including; 
coaxial cables, dual coaxial cables, triaxial cables, air 


f/ | 
QUALITY CABLE IS LOW COST CABLE! " (nna 
Wie = 


A Canadian Company Manufacturing and Selling Coast to Coast 


spaced coaxial cables, helical membrane cables and 
antenna lead-in wire. Where special cables are re- 
quired, Canada Wire—as one of Canada’s largest and 
most experienced manufacturers of electrical con- 
ductors—is uniquely well-equipped to provide the 
proper cable for the particular application. 





—— 
——S 


CW-Telcon RF Cables Catalogue 
No. CW T-57 will be forwarded to 
you on request. 


= 
— 
_—— 


TRADE MA 
REGISTERE 





with some other television stars 


with Polyethylene dielectrics 


“UNION CARBIDE” POLYETHYLENE is a star 
performer as the dielectric in Canada Wire CW- 
TELCON RF CABLES because of its extraordinary 
chemical, electrical and physical properties with such 
outstanding advantages as low power factor, high 
resistance to moisture, acids and alkalis, stability in 
the presence of ozone, excellent resistivity and 
dielectric strength. 

Pioneers in the extrusion of polyethylene for RF 


CARBIDE CHEMICALS COMPANY 
Division of Union Carbide Canada Limited 


TORONTO ¢ MONTREAL ¢ VANCOUVER 


cables in the Western Hemisphere, Canada Wire also 
uses ‘““UNION CARBIDE” polyethylene as a jacket- 
ing compound because of its good temperature 
properties ... —76°F to 176°F. 

To find out more about why “UNION CARBIDE” 
polyethylene is the preferred material for the dielectrics 
and the jackets of wires and cables for submarine, 
underground or above ground installation, contact 
our nearest sales office. 





“Union Carbide” and the Union Carbide symbol are trode morks 





| POLYETHYLENE 


SERIES 1005 SERIES 1210 f SERIES 2200 


an ‘ “toms ite 
wn pRELOID* | RATCHET and INTERLOCK —E a ey 


dustrial Magnetic Motor Starter —~ 


== SERIES $-120 SERIES 1200/1200 
APPROVED ; 
AIRCRAFT SOLENOID CONTACTORS 


For control of 230 V., A. C. loads up 
to 3 H. P. Motors and 8400 watt * 
Heater Loads. 

“ni tll 200 AMPERE 


¥ Plunger actuated to combine 
relay and solenoid functions. 


ROLLER FEATHER-RUB 


APPROVED 
AIRCRAFT RELAYS 


——— 


AN 3303 SERIES 2005 SERIES 3205 


GUARDIAN 1G] ELECTRIC 


MANUFACTURING COMPANY 
1626G W. WALNUT STREET, CHICAGO 12, ILLINOIS 
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Factory Burn-in. All high-reliability G-E 5-Star tubes form tube performance. Every G-E 5-Star Tube has 
receive a special burn-in at C.G.E. This method also passed rigid mechanical and electrical tests 
weeds out possible early failures and promotes uni- before shipment. 


GET EXTRA PROTECTION FOR CRITICAL TUBE APPLICATIONS 


WITH G-E o-STAR TUBES 


As a manufacturer of communication, radar, computer For further information on Canadian-made G-E 5-Star 
or other industrial and military electronic equipment, tubes contact: Electronic Tube Section, Canadian Gen- 
your products must continue to operate dependably eral Electric Co. Ltd., 189 Dufferin Street, Toronto, 
under abnormal and severe conditions. You can expect Ontario. 


this service when your designs specify G-E 5-Star Tubes. 
G-E 5-Star tubes are made in Canada. Their ultra- QUICK REFERENCE FIVE-STAR REPLACEMENT CHART 
reliability and longer life is a result of these special Reguter | Replace with @-Efive- | Regular | Replies wth O-8 


design features, controlled manufacturing processes, Receiving Star or other Receiving Five-Star or other 
Tube Type Specified Types Tube Type Specified Types 


and rigid tests: = 
2cs1 5670*, 5670A, 5670WA 6AC7 6134, 6AC7WA 


@ Welded heater bar and baseleads for structural 2021 5727, 2D21W 6SK7 6137, 6SK7WA 
rigidity SY3GT | 6087, SY3WGTB 
6AK5 5654, 5654/6AK5W, OBES 5750, 6BE6W 


@ Double mica spacers resist shock and vibration 5654/6AK5W/6096 6BH6 6265* 
6AL5 5726, 6ALSW, 6097 6c4 6100, 6C4WA 


@ Critical grids are gold or silver plated to minimize 6AQ5 6005, 6AQSW, 6095 6X4 6202, 6X4WA 
al secs 6AS6 5725, 6AS6W 12AT7 6201, 12AT7WA, 12AT7WB 
grid emission see Leneane 


@ Extra severe tests for shock, vibration, heater cyc- 6BA6 = =s—«5749, 6BAGW 12AX7—«-S751*, S7SIWA 
ling and long life 6AS7G = 6080 12AY7 —- 6072* 


@ Burn-in process stabilizes characteristics—weeds “Heater current approx. 17% higher. Check heater circuitry betore substituting. 
out possible early failures. 


The chart on the right shows you the prototypes which 
should be replaced by G-E 5-Star tubes in critical sock- GENERAL ELECTRIC 


ets. They help assure your radar, communication, com- IND USTR IAL AWN D 


puter, or other critical electronic equipment will 
continue to perform reliably—building a solid reputa- MILITARY TUBES 


tion that will lead to repeat orders for your equipment. 


ELECTRONIC TUBE SECTION 1643-159 


CANADIAN GENERAL ELECTRIC COMPANY LIMITED 





another shipment of 


QUALITY ELECTRONIC 
COMPONENTS from 
RAILWAY & POWER 


Nationwide sales and service 
fo, these leading principals 


ADEL PRECISION PRODUCTS—Cushioned and Bond- 
ed Cable Clips 


ANTI-CORROSIVE METAL PRODUCTS CO. INC. — 
Stainless and Nylon Fasteners 


HOMER D. BRONSON CO.—Hinges and Butts 
DZUS FASTENER CO., INC.—Quoarter-Turn Fasteners 
LORD MANUFACTURING CO.—Vibration Isolators 
OLYMPIC SCREW & RIVET CORP.—Blind Rivets 
PARKER SEAL COMPANY—O-Rings 


RIGIDIZED METALS CORPORATION—Rigidtex De- 
sign-Strengthened Metals 


SHUR-LOK CORPORATION — Rack Clamps, Clinch 
Nuts, Spacers 


WAVEGUIDE, INC.—Waveguides 
WINCHESTER ELECTRONICS, INC. — Electrical 


Connectors 
Contact your Railway & Power salesman today. 


EXPERIENCE e SERVICE 
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J & L Comparators are ideally suited for 
inspection of printed circuits — because they 
provide coordinate measuring facilities cor- 
responding to the method by which circuits 
are dimensioned. 

In mating the printed circuit with other 
components, it is necessary that the terminal 
points be located accurately. Also —to assure 
a uniform flow of current through the con- 
nectors, the drilled holes at the terminals must 
be centralized within the circuitry. 

A Comparator, equipped with a surface 
illuminator, projects a reflected image to a 
chart having radii and lines. By comparing 
the image of the drilled holes to the radii on 
the chart the size and location of the holes may 
be determined. 








True precision like this never comes cheap! 


Of all the possible areas in which to economize, quality inspection is the least 
promising. Why? 

Simply because the kind of intensive research, painstaking engineering and top- 
quality manufacture it takes to produce precision inspection equipment like the 
J&L Comparator just CAN’T be offered at bargain-basement prices. On the other 
hand, cheap equipment doesn’t belong in the same league with a J&L Comparator 
when it comes to accuracy, speed, versatility and all-round dependability. When it 
comes to true precision of inspection, a cheap comparator can prove to be terribly 
expensive. 

J&L Comparators come in 11 models, both bench and pedestal type. 


=e meses = “The originator of machine tool standards in optical inspection” == = =— — — — om 


JONES & LAMSON 


JONES & LAMSON MACHINE COMPANY, Dept. 710, 545 Clinton Street, Springfield, Vt., U.S.A. 
Please send me Comparator Catalog 5700, which describes the complete line of J&L Optical Comparators. 





name title street 
Model FC-30 





company city zone 
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MR RELAY 
WITH 


— 


2 


/CONFIDENCE 


for a host of control applications 


RELIABILITY coupled with low cost are two 
factors which place the MR series relays high on 
P&B’s best seller list. They are being used in a 
multiplicity of designs...transmitters, street 
lighting equipment and small motor starters, to 
name but a few. 

Both AC and DC models are available, with 
AC coils ranging up to 440 volts. All are adaptable 
for printed circuit mounting. The wide variety of 
contact arrangements include: 

SPST-NO SPST-NC-DB DPST-NC 3PST-NC 
SPST-NC SPDT DPDT 3PDT 
SPST-NO-DB DPST-NO 3PST-NO 

For more information about this medium duty, 
compact relay, call or write today—or get in touch 
with the P&B sales engineer nearest you. See our 
complete catalog in Sweet’s Product Design File. 


OEE EHH EHH ESET EEEE 


LM SERIES: Plate circuit relays 

; similar to the MR. All sp and dp 

Tv Gn contact arrangements shown 

2% i above are available. Coils are 
ii 


SE 
. 


COTE EEE EEEE 


wound to specified resistances up 
to 58,000 ohms max. Sensitivity 
ranges from 15 mw min. (single 
pole) to 70 mw min. (double pole). 
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GENERAL SPECIFICATIONS: 


Breakdown: 1500 volts, 60 cycle rms 
between all elements. 


Temperature Range: 
DC —55°C. to + 85°C, 
AC —55°C. to +75°C. 

Pull-in: Approx. 75% of nominal de 
voltage; 78% of nominal ac 
voltage. 

Weight: 4 ozs. 

Dimensions: 27%" long x 2%" wide x 
2" high. 

Mounting: Two %” dia. holes. Can be 
adapted for printed circuits. 

CONTACTS: 

Arrangements: Up to 3pdt. 

Material: 7%” dia. silver. (Others avail- 
able). 

Load: 8 amps @115 volts, 60 cycle, 
resistive. 

COIL: 

Max. Resistance: 34,500 ohms. 

Power: 1.5 watts dc; 3.25 volt-amps ac. 
Will withstand up to 6 watts at 
25°C. 

Voltages: Up to 110 volts dc; up to 440 
volts 60 cycle ac. 


P&B STANDARD RELAYS ARE AVAILABLE AT YOUR LOCAL ELECTRONIC PARTS DISTRIBUTOR 


GUELPH, ONTARIO 


RUMFEFIELD canapa -LrTp. 


CANADIAN ELECTRONICS ENGINEERING JUNE 1959 








R-O-R ASSOCIATES LIMITED 


1470 DON MILLS RD., DON MILLS, ONT 

















R.O.R. is the exclusive Canadian 
representative for these industry 
leaders: 


Ballantine Laboratories 
Electronic Voltmeters 


Beckman /Berkeley 
Counters, Computors 
Bomac Laboratories 
Microwave Tubes 
Bruel & Kjaer 
Acoustic Instruments 
Beckman /Helipot 
Potentiometers 
Hughes Aircraft 
Semiconductors and Tubes 
Kelk Stedivolt 
Voltage Regulators 


1.E.R.C. 

MIL Tube Shields 
Precision Instrument Co. 
Tape Recorders 
F. L. Moseley Co. 
X-Y Recorders 
Sanborn Co. 
Graphic Recorders 
Technical Products Co. 
Wave Analyzers 


Wande! & Goltermann 
Carrier Test Equipment 


Our communication facilities have 
been expanded with TELEX teletype 
service at R.O.R. Toronto & Montreal. 


Toronto Phone Hi 4-4429 
Telex 02-2508 
West Toronto Phone HU 11-7171 


Montreal Phone HU 1-0700 
Telex 01-2227 


Ottawa Phone ZE 5-8200 





BOMAC ... FIRST IN ——— 


TUBES AND COMPONENTS 


What do you need — a single tube — or 50,000? A modification? A completely new component? 
Bomac is capable of meeting your needs. 


Buyers know Bomac as one of the nation’s largest designers and 
manufacturers in the highly specialized field of microwave tubes and components. 





TR... A type for 
every known ap- 
plication — all 
bands — fixed- 
tuned or tunable 

special types: 
shorted, dual and 
triple. 


PRE-TR... 
Wherever attenua- 
tion is required in 
the duplexer be- 
fore the TR. pre- 
TR's are available. 
Will operate as 
high as 10 mega- 
watts. 





ATR... All stand- 
ard types. Many 
more developed in 
our laboratories. 
Fixed-tuned 
highly specialized 
as required: low 
Q, or high Q, min- 
iaturized, special 
shapes and 
mounts. 


4 2, 


Joyo 


= 


SHUTTERS... 
Bomac was first 
to develop shutter 
tubes and integral 
TR combinations 
for continuous 
crystal protection. 
All waveguide 
sizes available. 





a8 
a 


REFERENCE 
CAVITIES ... De- 
tent with multiple 
frequencies and 
dual mode with 
fixed frequency 
Temperature com- 
pensated to +0.3 
MC from O°C to 
100°C. 


DUAL TR TUBES... 
Boma manu- 
factures a com- 
plete line of dual 
tubes for all dup 
lexer applications 





SILICON DIODES 
Themostsensitive, 
uniform and stable 
diodes (1N23D). 
Also available in 
matched pairs for 
X-band and S- 
band. Also sup- 
plied as mixer di- 
odes with either 
normal or reverse 
polarity. 


MAGNETRONS... 
High frequency, 
tunable and fixed- 
tuned magnetrons 
are a Bomac spe- 
cialty. Frequen- 
cies from X band 
to classified milli- 
meter bands. Spe- 
cial types designed 
to meet your re- 
quirements 





» SS? 


% 


KLYSTRONS... 
Bomac offers a line 
of reflex klystrons 
They offer maxi- 
mum performance 
at high altitudes 
without pressuri- 
zation. 


aZ 


DUPLEXERS ... 
Bomac will design, 
develop, and pro- 
duce complete du- 
plexers to cus- 
tomer _specifica- 
tions. 








PRESSURIZING 
WINDOWS... 

for all wave guide 
sizes, broad band 
characteristics 
with low insertion 
loss, temperature 
range —55°C to 
100°C and 30 Ib./ 
sq. in. gage pres- 
sure in either di- 
rection. 


NOISE SOURCE 
TUBE ... A gas 
discharge tube for 
use as a noise 
generator in noise 
measuring test 
equipment. 





HIGH FREQUENCY 
TRIODE OSCIL- 
LATOR ... This 
triode, for oscilla- 
tor use at high 
frequencies, is ex- 
tremely _ reliable 
and will withstand 
high shock and vi- 
bration. 


SURGE 
PROTECTORS... 
Bomac surge pro- 
tectors are hold- 
off diode tubes. In 
a wide range of 
breakdown _volt- 
ages: from 100 to 
33000. Consult our 
engineering de- 
partment for your 
applications. 





write for Bomac’s 
free, 6-page file-size 
folder containing de- 
tails and specifica- 
tions on more than 
500 different micro- 


wave tubes and 


R-O-R ASSOCIATES LIMITED 


1470 DON MILLS RD., DON MILLS, ONT. 


components. 
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VERSATILE, 
R Ee L | A 6 a. = 85 MINIMUM PANEL SPACE, 


SIMPLER PREAMPS — 6 or 
8 channels, DC to 150 cps — “850 Series 


Comparable performance to “350° Sys- 


OSCILLOGRAPHIC RECORDING . 
INSTRUMENTATION FROM ees 


occupy 7°’ of panel space; total panel 
space only 24%"; cabinet 60°’ high. Avail- 
able preamps include Carrier ( separate 
MOPA required), Phase Sensitive Demod 
ulator, DC Coupling, Basic Chopper 
(MOPA required ), with others in develop 
ment. 


BASIC “350 850° 6- and 8 - CHANNEL 
RECORDER - AMPLIFIER UNIT 


Integral recorder package has transistor- 
ized, current feedback Power Amplifiers 


| 50 : 4 n and voltage regulated power supply; nine 
RSATILE, 
VERS E 3 . . electrically controlled pushbutton chart 


ECONOMICAL — 1 to 8 channels 
DC to 100 cps — 150 Series 


Over-all linearity better than 1°%; 
basic sensitivity from 10 uv, div. 
to 0.1 volt div., depending on pre- 
amplifier. Current feedback driver 
amplifier and regulated power 
supply for each channel; ampli- 
fiers, recorder available in individ- 
ual portable cases. Front ends 
include AC-DC, Carrier, Servo 
Monitor (demodulator), DC Cou- 
pling, Log-Audio, Low Level 
Stabilized DC, AC Wattmeter, RMS 
Volt Ammeter, 400 Cycle Fre- 
quency Deviation, Frequency 
Meter, and Triplexer 3-channel 
electronic switch, 


CANADIAN 





SIMPLIFIED 6 - or 8-CHANNEL SYSTEM — 5 volts 
full - scale 


Model 358-5480 system for computer readout, 
telemetry recording, DC voltage monitoring and 
similar applications requiring no preamplifica- 
tion. Uses 350 system recorder providing moder- 
ate sensitivity, good linearity and gain stability. 





LINEAR MOTION TRANSDUCERS 


.. . to measure displacement 

“PROBE” STYLE — complete, for 150, 350 or 
850 Series Carrier Amplifiers; linearity 0.5% ; 
stroke range + 0.050"; sensitivity 50 chart div 
deflection /0.001°' displacement. 


LINEARSYN — differential transformer; strokes 
from +0.005" to + 10.000"; high sensitivities. 
Six standard series, five models in each series. 


.. . to measure velocity 

LVsyn — strokes to 9°’; output sensitivities from 
35 to 650 mv /inch ‘sec. Twelve standard Models, 
with regular or unbreakable cores. 


speeds, with provision for remote control ; 
automatic over-all and individual stylus 
heat control; time-code marker; low im 
pedance, low voltage galvanometers with 
enclosed construction ; true velocity feed 
back damping at all times, limiting ahead 
of output circuit; inkless, rectangular 
coordinate recording on Permapaper 
charts, easily loaded from the front. 


MAXIMUM PERFORMANCE VERSATILITY — 6 or 
550 8 channels, DC to 150 cps — ‘350 “ Series 
Linearity 0.5°7; improved current feedback power amplifiers, 
negligible drift ; total panel space only 38%"; interchange- 
able plug-in preamplifier types include Carrier, DC Coupling, 
Phase Sensitive Demodulator, True Differential Wide Band 
DC, Basic Chopper, with more to follow. 


TEE SAE: EE SO ea ee 


HIGH SPEED OPTICAL X-Y RECORDER — flat re- 
sponse to 100 cps, writing speeds to 2500" / sec. 


Can record such rapidly changing variables as 

acceleration and vibration of mechanical ele 

ments, transistor characteristics, etc. Mirror- 

galvanometers and a light beam produce record 
ing traces on ultraviolet -sensitive 8" x 8° direct- print paper that develops 
immediately by exposure to normal room light. Interchangeable “850° system 
preamplifiers are used for each axis; new preamps and time base generator 
now in development allow a wide variety of applications. 


SELF-CONTAINED “450° UNIT AMPLIFIERS 


Versatile “350” Series preamplifiers with 
individual power supplies in portable cases ; 
for driving ‘scopes, optical oscillographs, 
tape recorders, etc. Available in 450" cases 
or four-unit modules in 19" frame for rack 
mounting. One “450” case and power supply can serve any “350” preamp. 








For complete descriptive information on these and other Sanborn precision 
instruments, write to the Industrial Division in Waltham or contact your local 
Sanborn Sales - Engineering representative 


R-O-R ASSOCIATES LIMITED 


1470 DON MILLS RD., DON MILLS, ONT 
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High PERFORMANCE 


Now available to you. ..through a domestic 
distributor ...is a wide range of reliable, high 
performance Hughes instruments and 
components. Backed by the brain power of 
over 5,000 Hughes engineers and scientists 
these devices feature unmatched performance 


—even under severe environmental conditions. 


As appointed distributors of Hughes products 
in Canada, ROR Associates have a 
substantial inventory of Hughes components 
and instruments on hand and can make 
immediate deliveries. With factory trained 
sales and service engineers, ROR Associates 
is able to meet your needs quickly and offer 


technical assistance in solving your problems. 


R-0-R ASSOCIATES LIMITED 


1470 DON MILLS RD., DON MILLS, ONT, 


exclusive distributor 
for products of 








Diodes, Germanium — Quick recov- 
ery and high conductance quick 
recovery in a large number of indi- 
vidual types. 


Diodes, Gold Bonded—Fast recovery 
plus high forward conductance, low 
reverse leakage, and high peak in- 
verse voltage. 


Diodes, Silicon—Two types avail- 
able: 1. High temperature, good 
forward conductance, extremely 
high back resistance. 2. High speed, 
high voltage, high temperature. 


Diodes, Voltage Regulator— High 
performance, voltage regulator di 
odes in glass envelope. 


Diodes, Parametric Amplifier—Used 
in a 300 mc high gain parametric 
amplifier, have produced noise 
temp. low as 100°K (room temp.) 
...50°K liquid nitrogen cooled. 


OMPONENTS 


Transistors, Germanium—NPN and 
PNP alloy junction transistors for 
high speed switching applications 
at low and medium current levels. 


Transistors, Silicon—PNP alloy junc 
tion transistors, for switching and 
amplifying applications at low and 
medium current levels. 


Transistors, Silicon Double-Diffused 
Mesa (DDMT)—High frequency tran 
sistor switches and IF amplifiers 
operable at low to medium current 
levels. 


Direct view storage tubes — With 
infinite or controllable persistence 
for readout of pictures, numbers 
and letters, or transient recordings 


Rectifiers, Low Power —Voltage rat 
ings up to 975 volts, low forward 
voltage drop, low back leakage. 


Rectifiers, Medium Power—More 
power at lower junction tempera 
tures; combination of high forward 
conductance and high breakdown 
voltage. 


Microwave amplifiers—Low power 
Ku-band, medium power S-band, 
narrow band (S-band) voltage 
tuned. 


Capacitors, Silicon—Tiny reliable 
devices whose capacitance is deter 
mined by the applied DC voltage 
High Q, wide capacitance range. 


Memo-scope® oscilloscope—Displays 
non-recurrent phenomena until ‘n- 
tentionally erased. 


Precision crystal filters —30 ke to 30 
me with fractional bandwidths of 
0.01 to 6%. 





& INSTRUMENTS 


4 I- 


HUGHES AIRCRAFT COMPANY, U.S.A. 
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Beckman: 





IMC,MODEL 7160 
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1OMC MODEL 7170 


EPUT® METERS 


Long considered standard 
equipment for making rapid, 
precise frequency measure- 
ments, Berkeley EPUT meters 
are now available with over 
twenty standard modifications 
designed for an ever-broaden- 
ing variety of applications. 
Most EPUT meters are equip- 
ped to make period measure- 
ments of low frequency sig- 


1 R 
nals. 5210 PORTABLE 


1o0oKC 


Berkeley Electronic 





1OMSEC,UNITS MODEL 7250 


~ | 
: 


“> 
ees UNITS MODEL 7260 


0. 1PSEC,UNITS MODEL 7270 


TIME INTERVAL METERS 


The full line offers meters of 
four degrees of precision rang- 
ing from a tenth of a milli- 
second to a tenth of a micro- 
second. Versatile 7000 Series 
instruments feature selectable 
sensitivity for noise discrimi- 
nation, trigger level adjustable 
over a wide range, slope selec- 
tion and very high input im- 
pedance. 














5220 PORTABLE ,JOOMSEC UNITS 


Counters 








1OMC MODEL 7370 


UNIVERSAL EPUT AND TIMERS 


Combining the functions of an 
EPUT meter and time interval 
meter in a compact economical 
package, these instruments 
are widely preferred as gen- 
eral purpose laboratory equip- 
ment for precise frequency 
and time measurement. Uni- 
versal instruments feature as 
many as ten distinct operating 
functions 











100KC,MODEL 7050 
4 


e. >. 
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IMC, MODEL 7060 
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10OMC,MODEL 7070 


GATING COUNTERS 


The counting interval of these 
instruments can be accurately 
controlled by a broad variety 
of input signals. Widely useful 
as a systems building block, 
several of these units will per- 
form as EPUT meters or time 
interval meters when operated 
in conjunction with an inde- 
pendent source of time sig- 
nals. 





MODEL 5804 


INDUSTRIAL TOTALIZING COUNTERS 


Berkeley makes rugged counters with top speeds 
from 125 cps to 10,000 cps and capacities up to 
one billion counts. Model 5805 utilizes miniature 
magnetic amplifiers for long-term trouble-free 
operation. 

















IMC UNIV, MODEL 7351 


PRESET EPUT METERS 


These instruments will create direct 
digital indications of rotating speed, 
flow, pressure, temperature and similar 
physical quantities in any desired units 
—for example, rpm, gals /sec, psi, etc. 
Direct indication is made possible by a 
counting interval variable over a wide 
range in small increments. 





MODEL 5440 SERIES 


COUNTER-CONTROLLERS 


Counters which deliver output 
signals when selected numbers 
are reached are widely used 
for precise control of diverse 
operations. Output signals may 
be relay closures, sharp voit- 
age pulses or changes in dc 
level. 5400 Series instruments 
operate at speeds up to 40,000 
counts per second and deliver 
output signals at one or two 
preset totals. 5800 Series con- 
trollers utilize miniature mag- 
netic amplifiers for maximum reliability in in 
dustrial contro! applications. Operable at speeds 
up to 5000 counts per second, these units are 
obtainable with from 1 to 12 preset points. 


MODEL 5820 SERIES 
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IERC Military “B” Type Miniature Shields 


Meets MIL-S-9372B (USAF) 


1ERC “TR” Shields 


Tat 


Meets MIL-S-19786A (NAVY), 
IERC Subminiature Shields 


MIL-S-9372B (USAF), SCL-6307 /2 (SIG. CORPS 


Meets MIL-S-242A (SHIPS) 


IERC Octal / Power Shields 


IERC Heat-Dissipating Electron Tube Shields 


give maximum cooling, retention, shock protection and longest tube life! 


Make it a point to investigate IERC Heat- 
dissipating Tube Shields—immediately avail- 
able in a wide selection to meet every electronic 
equipment requirement. IERC shields are the 
only commercially available shields which 
actually meet or exceed specifications for 
military applications by providing greatest 
reduction of electron tube bulb operating tem- 
peratures, maximum vibration and shock pro- 
tection plus compatibility with all tube 
diameter tolerances. All IERC Heat-dissipating 


Tube Shields are of an exclusive, patented, 
time-proven design and are the most widely 
preferred make for new electronic equipments 
as well as for extensive equipment retrofit- 
ting programs. Design, development and engi- 
neering facilities offered by IERC are the 
most experienced, complete group available. 


MANUFACTURED BY 
International Electronic Research Corporation 
145 West Magnolia Boulevard, Burbank, California 


PATENTS 2807659, 2766020 OR PATENTS PENDING/CROSS-LICENSED WITH NORTH AMERICAN AVIATION, INC 


WRITE for FREE, Revised Edition of 
the famous IERC Tube Shield 
Guide. Over 1,200 electron tube and 
tube shield combinations added to 
last edition. The best guide to effec 


tive tube cooling —top reliability ! 


R-0-R ASSOCIATES LIMITED 


1470 DON MILLS.RD., DON MILLS, ONT. 


Manufactured in England by Garrard Engineering and Mfg. Co., Ltd., Swindon, England 
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BALLANTINE 








Famous for 


ELECTRONIC ACCURACY - STABILITY 
VOLTMETERS SENSITIVITY 








Each Ballantine Voltmeter has only one voltage scale, 
with decade range switching, which provides the same 
accuracy of reading at all points on the logarithmic 


voltage scale. 


A linear decibel scale is also provided 


for use by acoustical engineers. Each Voltmeter also 


may be used 


as a high gain wide band amplifier. 


TRUE RMS INDICATION MODEL 320 


Voltage Range cesssseeeeeeeee 100 uv — 320 v 

Frequency Range .... 5 eps — 500 ke 

Accuracy . 3% 15 cps — 150 ke 

5% elsewhere 

Stability of Internal Calibrator ............ 0.5% 
Input Impedance . . . 

10 megs shunted by 18 wf below 10 mv 

10 megs shunted by 8 yyf above 10 mv 





AUDIO to 250 kc MODEL 300D 


Voltage Range : 1 mv — 1000 v 
Frequency Range 10 cps — 250 kc 
Accuracy 2% ENTIRE RANGE 
Input Impedance 2 meg shunted by 15 uvuf 


DC & AC PRECISION CALIBRATOR MODEL 420 


Voltage Range . . 0-10 v RMS; Pk-to-Pk; or DC 
Frequency (Std. Model) ; 1 ke 


(other values on special order) 

Accuracy (long term) Better than 0.5% above 1 mv 

Distortion and Hum Less than 0.25% 

Setting Resolution Approaches 0.01% above 10 mv 

Ovtput Impedance (AC) 2-20 ohms depending 
on range setting 





SUB-AUDIO to 150 kc MODEL 302C 


Voltage Range 
Frequency Range 


Accuracy .. _— 


Input Impedance ........ 


*Shunt capacitance, 


Battery Operated 
100 pv — 1000 v 
2 cps — 150 kc 


isneiacnncuniaiinn 3% 5 cps— 100 Ke 
5% elsewhere 


2 meg shunted by 10 wuf* 


25 wwf on two most sensitive ranges 


SENSITIVE INVERTER MODEL 700 


For Measuring DC Voltages when 
combined with any AC Voltmeter 
Voltage Range lywv— 100 v DC 
Ratios DC Input to RMS Output ........ 1:100 & 10:1 
Accuracy ..... ; 1% 100 uv— 100 v 
Input Resistance ................. > 10 meg for 1:100 
50 meg for 10:1 





PEAK-to-PEAK MODEL 305 


Voltage Range .... 1 mv — 1000 v pk-to-pk 
Frequency Range ...... 10 cps — 100 kc (sine wave) 
Pulse Width ......... 3 psec — 250 wsec 
Min Rep Rate ....... 20 pulses per sec 
Accuracy : : 5% for pulses 
Input Impedance .. 2 meg shunted by 8 uyf* 
*Shunt capacitance, 15 pyf on two most sensitive ranges 


DECADE AMPLIFIER MODEL 220B 
For Increasing the Sensitivity of any 
AC Voltmeter by 10 or 100 times 


Voltage Range 20 uv — 50 mv 
Frequency Range , 10 cps — 150 ke 
Accuracy i 2% ENTIRE RANGE 
Input Impedance ............ 5 meg shunted by 15 wwf 





AUDIO to 2 mc MODEL 310A 


Voltage Range 


Frequency Range 


Accuracy 


Input Impedance 


*Shunt capacitance, 


100 wv — 100 v 
Down to 40 wv at reduced accuracy 
10 cps — 2 me 
“As null detector 5 cps. — 4 mc 
3% 15 cps—T7 me 

5% elsewhere 
2 meg shunted by 9 wwuf* 


19 gyf on two most sensitive ranges 


MODEL 520 


Capacitance Range 0.01 uyf to 12 wf 
in 9 decade ranges covering over a billion to 1 


Accuracy . 2% above 0.1 wwf 
5% below 0.1 wwf 


Capacitor Power Factor 0.15 
Test Frequency ......... alienate, TE 





AUDIO to 6 mc MODEL 314 
Voltage Range ...... .. Tmv — 1000 v 
(100 wv — 1 mv without probe) 

Frequency Range ........... 15 cps — 6 me 
Accuracy ................ . 3% 15 ¢eps—3 me 

5% elsewhere 

input Impedance 11 meg shunted by 8 uyf 
(1 meg shunted by 25 wyf without probe) 


ACCESSORIES are available for all voltmeters to ex- 
tend voltage measurements down to 20 wv and up to 
10 kv, and to measure currents from 0.1 yamp to 10 
amp, and to provide DC from the Model 300 Voltmeter 
to drive external recorders or remotely located meters. 





INFRASONIC to 30 kc MODEL 316 


Voltage Range 


20 mv — 200 v pk-to-pk 


Frequency Range ............. 0.05 cps — 30 kc 


Accuracy 


Input Impedance 


(Down to 0.01 cps * correction) 
3% ENTIRE RANGE 
10 meg shunted by 17 vuf 


or 40 uuf depending on setting 





Write for more detailed information to— 


R-O-R ASSOCIATES LIMITED 


1470 DON MILLS RD., DON MILLS, ONT. 
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Maclean-Hunter has the facts on 


CANADA 


MACLEAN'S | A Report on 


Trucks in Canada 


CANADIAN 
MACHER Y 


the furniture buying 
habits of Canadians 
~*~ 


A SURVEY ON LIFE INSURANCE 

A REPORT ON THE CANADIAN WOMAN 

SURVEY OF MARKETS ($4.00 PER COPY POSTPAID) 

THE CANADIAN PEOPLE AND THEIR MARKET 

HOW CANADIANS SHOP IN SELF-SERVE FOOD STORES 

THE PLASTICS INDUSTRY IN CANADA 

CANADA’S PACKAGING MARKET 

CANADA'S MACHINE TOOL CENSUS ($2.00 PER COPY POSTPAID) 
A REPORT ON TRUCKS IN CANADA 

THE FURNITURE BUYING HABITS OF CANADIANS 


survey of * 
markets Po Ay ei 


AND BUSINESS YEAR BOOK 


HOW 

CANADIANS 

SHOP IN 

SELF-SERVE 

FOOD STORES 
The Canadian 


people and 
their market 


vital information you can use... 


If you are interested in the Canadian market, write information is issued in booklet form. More 
for any of this information. It is part of the data specialized enquiries are invited and answered 
that has been compiled for the consumer, business individually 

and financial publications that form the Maclean- Requests for any of the booklets shown above, or 
Hunter organization. This 71-year-old publishing other information should be sent to the Research 
company is probably the greatest single source of Department, Maclean-Hunter Publishing Co, Ltd., 
practical Canadian marketing experience. General 4181 University Avenue, Toronto 2, Ontario, Canada 


MACLEAN-HUNTER PUBLISHING COMPANY LTD. 
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Now from GLEVITE ... 


Clevite offers new types with improved reliability 


TECHNICAL DATA 
and power handling capacity. 


Typical Electrical Characteristics at 25°C 





; " 2N1147 Series has solder lugs |2N1147 |2N1147A | 2N1147B 
EIA REGISTERED TYPES WITH: 2N1146 Series has standard pins 2N1146 | 2N1146A | 2N1146B 
Collector to Emitter Voltage 
4 Shorted Base (IC = 1 amp 30V 40V 60V 
Saturation voltage less than 1 Volt (Min) | (Min (Min 
at increased maximum rated current of 15 amperes. Saturation Voltage 1.0V 1.0V 1.0V 
Average thermal resistance 0.7°C per watt. (IC = 15 amps) (Max) | (Max (Max 
: DC Current Gain 
Current gain controls: 60-150 at 5 amperes. (IC = 5 amps) 60-150 | 60-150 | 60-150 
100% test for resistance to transient burn out. DC Current Gain 
. A (iC = 15 amps) 35 35 35 
Either standard pins or solder lugs. Shoaiete Hesknum Gelbnen 
Collector Current 15 amps | 15 amps | 15 amps 
Collector to Base Voltage 40V 60V 80V 
Collector to Emitter Voltage 40V 60V 80V 


Power Dissipation at 70°C 
Case Temperature 25W 25W 25W 
Junction Temperature 95°C 95°C 95°C 


A DIVISION OF 
T R a N ) I 5 T 0 R P R 0 D U C TS CLEVITE Clevite Electronic Components + Clevite Harris Products 
247 Crescent St., Waltham 54, Mass. TWinbrook 4-9330 Clevite Ltd + Clevite Ordnance + Clevite Research Center 
Intermetall G.m.b.H. * Texas Division 


Canadian Representative: Glendon Co., Ltd., 44 Wellington St., East, Toronto, Canada. 





Improved seal for long life. 






































Cleveland Graphite Bronze + Brush Instruments 


EMpire 6-5673 
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Westinghouse tube engineering... 
serving the nation through imagination 





anew concept in storage tubes 


The Permachon is a new class of tube which The WL-7383 1’’ Permachon stores a resolu- 
will store an image written optically or elec- tion of 500 lines per diameter (by shrunken 
trically, and will scan out many copies of that raster method) and eight shades of gray. It will 
image. Stored resolution is extremely high for operate in a standard vidicon camera. Optical 
the size of target, and is not limited by storage images of vidicon quality can be stored and over 
mesh as in conventional storage tubes. 10,000 copies read out at 30 copies per second. 


SAMPLE ORDERS INVITED. WRITE FOR DATA, 


CANADIAN WESTINGHOUSE 
COMPANY, LIMITED. 


: : Electronic Tube Division 
The WL-7411 3” Permachon stores an | ae Box 510, Hamilton, Ont. 
image exceeding the resolution of the 
image orthicon, and eight shades of gray. you CAN BE SURE...1F rTs 
It will operate with standard image 


orthicon components. Storage and read- anne > 41 4 
out are comparable to the WL-7383. i} I \ \ "or ~ tl ngh ou me e 


59C800 
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when rf power must he absorbed 
or accurately measured... 


N NOy 


*Thruline" 


DIRECTIONAL RF WATTMETERS 


Direct reading .. .“thru” type... for measuring 
forward or reflected power in complete systems 
under operating conditions . . . inserted between 
transmitter and antenna or load . . . full scale 
power and frequency range determined by plug- 
in elements. 





Con- 
nector 
10; 25; 50; | WN; C; 
100; 250; HN; 
500 W UHF 
5; 1.0; 1.5;| Rtma 
2.5; 5.0 KW | Std. 
1; 2.5; 5; 10 | Flange 
25; 50 KW Sleeve 
25; 50 Bullet 
and 100 KW 


Impedance] Frequency ELEMENTS Power 


| Model | Line 


43 RG-8/U} 50 ohms} 25-60; 50-125 
etc. 100-250; 250-500; 
400-1000 mc 
200-500 
400-1000 mc 
200-500 mc 
400-1000 mc 


200-500 mc 








1% 50 ohms 





3, | 50 ohms 
3% | 51.5 ohms 


6Y, | 51.5 ohms 
































AL RF FILTERS 


Designs utilize both 
distributed and lumped 
constant . . . insertion 
loss and VSWR are 
very low in pass band 
... high attenuation in 
stop band... new 
miniature filters as 
light as 5 ounces. Will 
produce in quantity to 
your specs. 


‘ore 





Bond 
Poss 
5131 
4Smc& 
105 me 
33.7- 
39.7 me 
120- 
; 1000 mc 
100W | 100W 150W | 3.5KW | SOW |, 25W 


low Low Low Low High 
Poss Pass Pass Pass Pass 


$310 | 5311 $22 _|819-1200| 530 
90 mc | 160 mc | 400 me | 1200 mc | 420 me 











1900- 100- 
4000 me | 375 me 


100- 180- 500- 
1180 me | 320 me | 1200 me 





Power 

Min. Stop 
Band Aften. 
VSWR inp.b. 1.5 1.5 1.35 


Connec- 
a | Female N BNC 


‘Chart shows characteristics of typical Fijters 





55db | SSdb | 40db 60db 





5Sdb | 
4 
































You will find dependable coaxial line instruments and accessories 
at Bird Electronic. Specialization in this field, backed by a constantly 
growing engineering staff and enlarged physical facilities, has resulted 
in the continuous development of new designs to meet 
7 specific requirements. If you are searching for more than 
4 a standard product for field or laboratory use, turn to 
Y Bird Electronic. Our years of experience in this field may 
r assist you in the solution of your problem. 

a SORTER 





turn to... 


ro WF Sy ELECTRONIC CORP. 
2001 | 2.5 — Le EXpress 1-3535 
Cee Ee Zz 1800 E. 38 St., Cleveland 14, Ohio 
Western Representative: 


“Termaline" RF ABSORPTION WATTMETERS 


Portable . . . direct reading . . . non-radiating “load” type wattmeter .. . 
used in field or laboratory to measure and absorb power accuracy + 5% 
of full scale .. . VSWR 1.1 to 1 maximum over operating -range. 





Power 

Range 

Scales 
0-15; 0-60 
0-20; 0-80 
0-25; 0-100; 
0-500 
0-100; 0-500; 
0-2500 


Mox. 


Power 


Input 


Freq. 
Connector 


Model Range 


611 | 30-500 me 60W 
612 | 30-500 mc 80W 
67 30-500 mc 500W 





Female N 








Coplanar with 
Adapter to UG-21/U 
(optional) RG-17 
& RG-19 cable 
assemblies: 
adapters to 

rigid lines 





67C* | 30-500 mc | 2500W 





824* | 30-220 mc | 5000W 0-5000 























“Water cooled (other available models described in specification sheets) 


COAXIAL SWITCHES 


Small compact design permits the “Coaxwitch” selector to be incorporated 
into many electronic units where repeated channel switching is required, 
Finger-tip operation: pull knob, rotate and push in to make contact. 





Mode! 74 72R 
Reversing 
Switch 
Coaxial One One Two 
Circuits 
Connector 





Positions Six 

















Type N female connectors are standerd on all 
models to receive UG-21/U series plug. Use 
adopters with other cables and connectors. 


‘Termaline” RF LOAD RES/ISTORS 


.. low VSWR... 
air cooled 














Reflection-free terminations for 50 ohm coaxial lines . 
non-radiating . . . water cooled ratings 2500 W to 50 KW... 
rating to 1500 W. 

Mex.* 


Mox. Freq. 
vswr 


Power 


1 


1.1 
LA N Female 
1.1 

1 


Coplanar with 


888 1.5KW 0-1KMC 1.1 
*Other VSWR requirements can usually be met by special selection. 


VAN GROOS COMPANY, Woodland Hills, Calif. 


For further information mark No. 31 on our Readers’ Service Card 


CANADIAN ELECTRONICS ENGINEERING JUNE 


1959 


























microwave 
radio 
systems 


STC pioneered the first “micro-ray” telephone 





and teleprinter transmission across the English 
Channel in 1931 and installed the first major 
television link in Europe in 1952. 

Thousands of route miles of STC microwave 
telephone and television links are in service 
all over the world. 

Experience gained in the planning, the manu- 


facture, and the installation of S.H.F. links 


throughout the world makes STC the leaders 


in microwave radio systems. 


7000 Mc/s S.H.F. LINK 


STC 7000 Mc/s F.M. S.H.F. radio link is designed for use 
on feeder routes and is capable of carrying several telephone 
supergroups or television. Facilities can be provided for inter- 
working with other radio links or with coaxial cable systems. 


PORTABLE S.H.F. LINKS 


p ; This equipment is light in weight and is quickly and easily 
engineers are at your disposal. assembled on site. 


Stondard Telephones and Cables Mfg. Co.(Canada) Lr. 


9600 St. Lawrence Blivd., Montreal 12, Que, = Wwe 
PRODUCTS FOR INDUSTRY—THE WORLD OVER . 
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The technical skill and expert advice of STC 





Offers: 


Field Application Engineering 
Factory Qualified Maintenance 
and Calibration Facilities 


represents the following: 


Hewlett-Packard Company — 
Comprehensive line of electronic test equipment DC 
through micro wave. 

Gertsch Products, Inc. — 


Frequency measuring equipment and ratio transformers. 
Kintel (Kay Lab) — 
Wide range of DC instrumentation and closed circuit 
television. 
Sierra Electronic Corporation — 
Transmission line test equipment. 


Tel-instrument Electronics Corp. — 
Extensive Stock Voltage regulators and vibration calibrators, TV test 
equipment. 


For Immediate Delivery, Erik A. Lindgren & Associates — 


Factory Warranty Service. R. F. Screen rooms. 
Dymec, Inc. — 
Electronic Instrumentation systems. 


Skydyne, Inc. — 


Test equipment transit cases and mobiles. 
Weinschel Engineering and Mfg. Corp. 

Coaxial attenuators and loss measurement equipment. 
Taller & Cooper, Inc. — 

Data handling and toll equipment. 


Electro Products Laboratories, Inc. — 
Magnetic pickups and proximity controls. 





Watch for the Atlas TRAVELAB 

visit to your area. This 

mobile demonstration laboratory 
features the latest in electronic 


instrumentation in operating display. 


G ATLAS INSTRUMENT CORPORATION LTD. 
AG 50 Wingold Avenue, Toronto 19, Canada 
i 


BRANCHES IN MONTREAL * OTTAWA * VANCOUVER 
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FOR OPTIMUM PROTECTION FROM VIBRATION /SHOCK /NOISE 


utilize (LORD) capabilities 


Greater reliability—your problem? LorD can help you do something about ‘it. 
Protective mounting systems, designed, tested and produced at LorD, insure high 
reliability for sensitive equipment. 
LorD is a diversified, capable technical organization, supported by modern facilities and 
prepared to complete challenging assignments in controlling vibration, shock and noise. 
Your project can benefit from experience gained in working on Atlas, Talos, Jupiter, 
B-58, F-105, F11F, Convair 880, ground support, vehicular, shipboard, submarine 
and other advanced classified projects. 


FOR FURTHER INFORMATION RA AILWAY, Ae Cokty = R 


WRITE to ANY SALES OFFICE OF: ge $ 


NEW GLASGOW * QUEBEC « MONTREAL ¢ NORANDA _ * NORTH BAY . OTTAWA * TORONTO 
HAMILTON © WINDSOR ¢ SAULT STE, MARIE © WINNIPEG © CALGARY ©* EDMONTON * VANCOUVER 
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An Important Announcement to Electronics Equipment Buyers... 


PRICES REDUCED 
UP 10.20% 


ON ALL PHILO 777 


SAVE MONEY ON WORLD'S 
FINEST QUALITY TRANSISTORS 


Now, you can specify Philco Transistors 

— and build extra quality and performance 
into your products — af savings 

up to 20%! 


For further information on this important 
price news from Philco — plus a copy 

of our free booklet ‘Transistor Types from 
Philco'’ — mail this coupon today. 


PHILCO CORPORATION OF 

CANADA LIMITED, 

DON MILLS, ONTARIO 

Please send me booklet “Transistor Types from 
Philco"’ and facts on reduced transistor prices. 
NAME 

FIRM 

ADDRESS 


Distributor enquiries are invited. 





government and 
industrial dept. 





PHILCO CORPORATION OF CANADA LIMITED, DON MILLS, ONTARIO 
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TEKTRONI 


a 
Ph Ze 


EASIER OPERATION 


Simplified Panel Layout. 


Color-Correlated Controls. fiers in Types 


Single-Knob Sweep Time Control. 


Simplified Display Control. in Types 535 


Internal Triggering for Sweep Delay. 


Single-Knob Calibrator Control. 


Improved One-Shot Sweep Opera- 
tion in Types 535A and 545A. 


Type 545A 
Fast-Rise Oscilloscope 
with Sweep Delay 


VERTICAL SPECIFICATIONS 


DC-to-30 MC passband, 12-musec risetime, 50-mv/cm deflection 
factor with Type K Plug-In Preamplifier. 

Many other plug-in units available for specialized applications 

Signal delay permits observation of leading edge of waveform 
that triggers the sweep 


HORIZONTAL SPECIFICATIONS 
Two Time-Base Generators — 
Time Base A—0.1 ysec/cm to 5 sec/cm in 24 
calibrated steps 
Continuously adjustable from 0.1 usec/cm to 12 sec/cm 
5x magnifier increases calibrated range to 0.02 psec/cm. 
Single sweep provision for one-shot applications 


Time Base B—Also functions as a sweep delay generator 
2 wsec/cm to 1 sec/cm in 18 calibrated steps 


Sweep Delay —Two modes of operation 
Triggered—Delayed sweep started by signal under obser- 
vation. Steady display, even of signals with inherent jitter. 
Conventional— Delayed sweep started by delayed trigger. 
Time jitter less than one part in 20,000. 


Range of Delay—1 psec to 10 sec in 18 calibrated ranges, 
each range divisible into 1000 parts by 10-turn control with 
incremental accuracy of 0.2%. 


OTHER CHARACTERISTICS 
10-KV Accelerating Potential 
Amplitude Calibrator—0.2 mv to 100 v. 
Electronically-Regulated Power Supplies 


Price—Type 545A, without plug-in units 


For further information mark No. 


32 


YPES 949A, 94 


HIGHER PERFORMANCE 


New DC-to-15. MC Vertical Ampli- 


New Wider Sweep-Delay Range 


535A 8 531A 


4 


ga 


Yi 


GREATER RELIABILITY 


New Frame-Grid Twin Triodes 


531A and 535A. Replace Older Types. 


Silicon Rectifiers Replace 


A and 545A. Selenium in Power Supplies. 








Type 541A Fast-Rise Oscilloscope 
Same as Type 545A, except that it does not have Time-Base B or 
provision for sweep delay or single sweeps. 
Price—Type 541A, without plug-in units 

Type 535A Wide-Band Oscilloscope with Sweep Delay 
Same specifications as Type 545A, except for main vertical amplifier. 
DC-to-15 MC passband, 23-myusec risetime, 50-mv/cm deflection factor 
with Type K Plug-In Preamplifier. 
Price—Type 535A, without plug-in units 

Type 531A Wide-Band Oscilloscope 
Same as Type 535A except that it does not have Time-Base B or provision 
for sweep delay or single sweeps. 
Price—Type 531A, without plug-in units 


Rack-Mounting Models Also Avaiiable 


$1200 


$1400 


Prices f.0.b. factory 


Tektronix, Inc. 


P.O. Box 831 
Phone CYpress 2-2611 


Portland 7, Oregon 
TWX-PD 311 Cable: TEKTRONIX 


CANADIAN FIELD OFFICE: 
3 Finch Avenue East, Willowdale, Ontario 
Phone: Toronto, BAldwin 5-1138 
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SINGLE SIDEBAND 
COMMUNICATION SYSTEMS 





Offering a wide range of output 
powers for SSB, AM and CW 
operation, these Eldico systems 
are compatible with your 
existing equipment. 


Many hundreds of installations 
for police, public utilities, 
military, airlines, oil 
companies, and others, prove 
their reliability and flexibility. 


The S-100 system features 
‘Set and Forget"’ controls and 
can be matched to any 
antenna. Built-in test facilities 
for easy servicing are provided. 


The equipment listed shows the series 
covering the range 2.2-30 mc/s 

Its flexibility enables additional units to be 
added as required. 


el 


me 
oie SEA 

OR tee aie a ae 

Get er Siemens 2 ae 


= 


BASIC UNITS 








[ 100 Watt Transmitter 4 channels 
_, Receiver 4 channel Sig : ‘ 
"1 KW Linear Amplifier Radio Engineering Lat ; 
sa Power Supply for 1 KW unit ame ~~ Eldi Siviclen; aniipenens 

e re Ne — , that its HF SSB equipment is 
; : 2 now available in Canada 


Frequency Shift Converter 
Remote Control Unit through The Ahearn and Soper 


| Microphone Bias Unit “i eS Company Limited. 




















Aa&S... stands for Assured Satisfaction 
THE AHEARN AND SOOPER COMPANY LIMITED 
384 Bank Street+ Ottawasr Canada 
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VARIABLE TRIMMER PISTON CAPACITORS 


for subminiaturazation of printed and conventional circuitry 


cy 


Are obsolescent oversized capacitors cramping 
your style? Let JFD Precision Trimmers help 
you save time and space... upgrade perform- 
ance reliability in critical network design. 
Miniature and subminiature JFD Piston 
Capacitors give you maximum tuning range in 
absolute minimum physical size . . . precise tun- 
ing resolution and stability ... ultra low loss 
operation ... rugged shock, vibration and cor- 


why they are specified in almost all of today’s 
critical systems. 

If you’re looking for new design freedom, new 
performance highs under severe environmental 
conditions, why not investigate the many advan- 
tages of JFD Trimmers? If your requirements 
can’t be met from our current models, we'll be 
glad to produce according to your specifications. 
Write for the new JFD Piston Capacitor File 
Folder for detailed electrical and mechanical data. 


rosion resistance . . . approximately zero temper- 
ature coefficient. These are some of the reasons 


SS PRECISION 
FD =) ELECTRONIC COMPONENTS 


ues for Space-Challenging Demands! 


SEALCAPS 


New JFD air-tight, water-tight Miniature Quartz Sealcaps seal 
out moisture, seal in reliability and accuracy, regardless of atmos- 
phere. Combine characteristics of new Sealcap construction and 
miniature quartz capacitor design. Eliminates corona and voltage 
breakdown at high altitude. Sealeap design prevents formation of 
moisture inside unit. Quartz design provides high Q, ultra-low 
loss high frequency operation, greater stability and approximately 
zero temperature coefficient. Available unpotted or encapsulated 
for higher dielectric strength. For complete data write for Bulletin 
No. 215A. Also available in glass dielectric (bulletin 207B) 


LC TUNERS 


Combine variable inductor and capacitor in one compact unit. 
Affords more circuit in less space, better reliability, greater 
economy, faster assembly, smaller size and weight. Use of glass 
or quartz dielectric assures a low temperature coefficient. Flexi- 
bility in design to suit circuit requirements. The number of turns, 
types of windings, size and type of capacitor plates, Q and other 
parameters can be designed to suit individual circuit requirements. 

Write for Bulletin No. 216 listing standard and panel circuit 
mounting types now available. 


DELAY LINES 


Designed for applications calling for short delay intervals, the 
new lines offer a high ratio of delay to pulse rise time, in minimum 
space. Available for printed circuit assembly or for conventional 
mounting, JFD distributed constant Delay Lines meet all niilitary 
requirements. They can also be modified or custom-designed to 
meet your most rigid specifications. JFD lumped constant Delay 
Lines can also be designed to suit your requirements. 

Characteristics: Precise pulse fidelity; operating temperature 
range of —55° C to +125° C; excellent temperature stability; 
rugged encapsulated construction resists environmental moisture, 
humidity, shock and vibration; linear phase shift; 0.1 inch grid 
spacing for printed board types; attenuation of approximately 
1 db per g# sec. 

Write for Bulletin 213A providing complete electrical and 
mechanical data. Also—lumped constant Delay Lines to your 
specifications. 

These are a few examples of JFD creative engineering to solve 
today’s problems and tomorrow’s applications. For information 
or engineering assistance on specific tuning or pulse circuitry 
needs, call or write today. 


é 
UY 


PHONE DEWEY 11-1000 


Pioneers in Electronics since 1929 


. 146 
2 62nd Street, Brooklyn, New York JFD International 
15 Moore Street 


New York, New York 


{PATENTS PENDING) 


JFD Canada Ltd. 
51 McCormack St. 
Toronto, Ontario, Canada 
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the most powerful data processing system in its field 


First fully transistorized |BM computer, the new IBM 
Seven-O- Seventy provides remarkable operating features 
for both business and science. Capable of handling com. 
plex calculations and everyday accounting problems, the 
IBM 7070 saves time, work and money. 

Transistor design reduces space requirements, lowers ini- 


tial costs and keeps your operating costs low. Also, it can 
give you information on your business previously imprac- 


THE TRANSISTOR, BASIC ELECTRONIC COMPONENT OF THE NEW 16™ 7070, 


PERMITS LOWER INITIAL COST, LOWER OPERATING COST 


NEW IBM 





tical to obtain because of the cost. This helps you make 
decisions faster and helps you plan the growth of your 
business on a sounder, more factual basis. 


And unexcelled IBM services—ranging from program plan- 
ning to personnel education—work for you, helping to speed 
profitable operation and bring a maximum return on your 
data processing investment. For more complete informa- 
tion on the new IBM 7070 call an IBM representative today. 


IBM 


INTERNATIONAL BUSINESS MACHINES COMPANY LIMITED 
Don Mills Road, Toronto 6, Ontario 


BRANCH OFFICES IN PRINCIPAL CITIES ACROSS CANADA 
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ew ROGERS 6085 special qualit 
Twin Triode gives long life to 
new equipment 


0,01 uF 


I ] 
SRa Rg! No 
t 


Ig ’ 








Required specification: 
Bogey tube transconductance 2700. Initial 
tolerance no more than +500. Tube trans- 
conductance after 10,000 hours no less than 
1800. Negative grid current after 10,000 hours 
no more than 1 VA. 

Solution: use 6085. 








Rogers 6085 Special Quality Twin ‘Triode was especially designed for professional 
and industrial equipment where long life, close tolerance and reliability are required. 
The initial transconductance is 2700 +500 and drops to no less than 1800 after 
10,000 hours use. To insure long tube life the fully ruggedized Rogers 6085 com- 
bines narrow specified tolerances, excellent consistency between sections, double 
micas and precision shrunk bulb. The 6085 is also recommended as a long life 
replacement for 12SN7GT and6SN7GT when used with available adapter sockets. 


Another first by Rogers. 


ROGERS 


electronic tubes & components 


A DBIVISItON Oo F Fea e F.E SLiSegreeeAiCgcs teeryerea@@.ss LTo. 


116 VANDERHOOF AVENUE, TORONTO, ONTARIO / BRANCHES: MONTREAL, WINNIPEG, VANCOUVER 
*% Rogers Electronic Tubes are sold through Canada's Independent Electronic Parts Distributors 
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CLM’S New (HCD) Selenium Stacks 


deliver normal current ratings 
with half the plate size! 


A manufacturing process, recently developed by CLM, has made it possible to 
use the rectifying properties of selenium more fully. CLM rectifiers will carry 
twice the current per unit area of conventional selenium rectifiers, because of 
their superior electrical characteristics, extremely low losses and high efficiency. 
The new technique uses specially developed high vacuum equipment to deposit 
a thin selenium layer of great uniformity on the base plate. It also features a 
new rectifier junction of a p-n structure. Accelerated life tests indicate stable 
performance of the new rectifier stacks and a life expectancy of 100,000 hours. 


This machine deposits selenium under 
high vacuum on base plates. 


Current ratings are approximately double those formerly 
established by NEMA. CLM (HCD) selenium stacks are 
available in 13 different plate sizes ranging from 1” x 1” 
to 6” x 16”. Efficiencies are exceptionally high, over a 
wide range of load. 


CLM-HCD-SELENIUM stacks cannot be destroyed 
by transient currents and voltages and, therefore, do 
not need additional protective devices. They can be 


operated within a temperature range of —60°C to 
+75°C ambient with negligible changes of reverse leakage 
and forward drop. 


Extra HCD plates are available at 3 and 4 times 
NEMA for special applications. 


For bulletin SR-15-1 write Jack West, Product 
Manager, Rectronic Division, Canadian Line Materials 
Limited, Toronto 13, Canada. 


HIGH CURRENT DENSITY (HCD) SELENIUM RECTIFIERS 


oy CANADIAN LINE MATERIALS LIMITED 


TORONTO 13, CANADA 








P 

HYFEN—Crimp-type connectors 
permit the design of lighter, 
more compact equipment. Con- 
tacts can be removed, re-inserted 
or replaced. Designed to replace, 
or mate with virtually all exist- 
ing connectors, the HYFEN meets 
or exceeds MIL specs. Reliability- 
tested crimping saves time and 
ends the high rejection rate 
inherent with solder. 


Miniature MS-type 


With Crimp-type, Snap-Locked Contacts Feed-through, Modular type 


____ SERRE sem cee MANN mn 


TAPER PIN PANELS jCOMPRESSION SHEATH CONNECTORS 
1h For Shielded or Coaxial Cable 


. . . . 
UNIRING— One-piece HYRINGs—Two-piece 
connector for ground- inner and outer fer- 
ing, joining or termi- rules, color-coded. 
nating. Inner ring The small HYRING is 
slides under shielded slipped under the 
braid while tap wire braided shield and the 
is held between braid larger, HYRING is 
and outer ring. Accom- slipped over the shield 
modates single or and ground leads. A 
multiple taps. Avail- Single crimp com- 
able with nylon insula- pletes the assembly. 
tion or uninsulated. Outer ferrule avail- 

able pre-insulated. 


STAPIN—Solid shank 
taper-pin contacts and 
panels for missiles, 
control equipment, etc. 
Especially valuable 
where circuit testing is 
required. Contacts are 
of high-quality copper 
alloy and plated as 
required. An impact-type 
insertion tube installs 
contacts into the panel. 


alb 


PANELOK “— Pressure- 
tight, molded panels 
with nylon insulated or 
uninsulated, silver. 
plated HYPIN® sockets. 
Connect, disconnect from 
either side of bulkhead 
without removing panel. 


MODULOK*— Terminal 
block with snap-in, 
spring -loaded contact 
and separable modules. 
Either quick-disconnect 
or permanent block. 30 
modules (2 or 4 tier) 
per ft 


UNILOK2-Single or 
gang disconnect, pres- 
sure of non-pressure 
applications. Seamless, 
crimp-type, removable 
contacts with maximum 
mechanical, electrical 
efficiency. 


HYLUG"& HYLINK 2 Compact, one- 
piece, pure electrolytic copper. 
Electro-tin plated to prevent corro- 
sion. With or without insulation grip. 
Inspection holes for simple. check 
of wire insertion. 


SEALINK — Nylon 
insulated, water- 
sealed, one-piece 
splice for single or 
multi-cable. Ano- 
dized aluminum 
sealing rings. Takes 
AN 26 thru 10. 


* 
INSULUG—Color- 
coded, nylon insu- 
lated lugs. Also 
spade or fork-tongue 
design, or banded 
for automatic 
machines. 


TOOLING - over 100 different hand, hydraulic, pneumatic, 
ic tools and i available for installation of connectors, 
splices, and contacts. Choice usually depends on installation quantity or 
current assembly methods. 








BANDOLUG 
Fully- 
automatic. 


BURCAP — Nylon- 
insulated, crimped 
splice for wide 
range of wire 
combinations. 
Electrolytic cop- 
per for maximum 
conductivity. 





NYLOCLIP~ Mold- 
ed nylon, light- 
weight, cable 
hanger. Resists 
temperatures 
from -—60° to 
250°F. 17 sizes 
for cable, bundles 
¥e” to over 2”. 


BURNDY, world’s largest exclusive con- 
than 


. 
FINGRIP — !nex- 
pensive, reliable 
quick - disconnect 
terminals. Male, 
female, right 
angle variations. 
Install with auto- 
matic machine or 
simple hand tools. 


LIMITERS — Pro- 
tect aircraft sys- 
tems against high 
overloads, shorts. 
Visual or mechan- 
ical indicating 
type. 400 c, 115/ 
208 v AC, DC up 
to 30 v. 


M8ND 
Depth-of-indent- 
controlled hand 
tool 


Mr. S. G. Ward, General Sales Manager, 


6 BURNDY CANADA LTD., 1530 Birchmount Rd., Scarborough, 


i Yes, I'd like more information. 
Send the catalogues or bulletins checked. 


YIONCP 
Bench-mounted, 
foot-operated. 


YD series 
Cartridge-fed, 
semi-automatic 
ee ee 


(0 HYFEN plug & 
receptacle 
connectors. 

(2 STAPIN taper-pin 
panels & 
contacts. 

(CD UNIRING/HYRING 


Ont. 





Name. 


tap connectors. 
HYDENT 





% Title. 


terminals, lugs, 
& eee 





Deot. 
1 


0 SEALIN 
—- water- 
sealed splices, 





C) UNILOK gang- 
disconnect plugs. 





Prov. 


(2 MODULOK snap- 
in terminal 





(Note: Please attach to company letterhead.) 


*Trade Mark 


blocks. 
(0 PANELOK pres- 
surized panels. 
<— 
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(CD BURCAP “‘pig- 
tail’’ splices. 

(2 NYLOCLIP nylon 
cable hangers. 

(CD FINGRIP quick- 
disconnect 
terminals. 

oO Ha) aircraft 


Oo sanbouve 
automatic termi- 
nating machine. 

( BURNDY com- 

ression instal- 
ation tooling. 


(0 HAVE Your 


REPRESENTATIVE a 
CALLFORAN ff 


APPOINTMENT. 
—_ a se 


JUNE 


ad 


1959 





>rODDA 


. RADIO INTERFERENCE 


AND FIELD INTENSITY MEASURING EQUIPMENT 


covering a frequency range of 30 cps to 1000 mc 


NM-40A (AN/URM-41) 
30 cps to 15 kc 


SELECTIVE OPERATION/Specifications 

Sensitivity: For a one-to-one signal-to-noise ratio, the sensitivity of the NM-40A 
is better than 0.15 microvolt from 1000 to 15,000 cps, 0.25 microvolt from 300 to 
1000 cps and 1.0 microvolt from 30 to 300 cps, when used as a selective two- 
terminal voltmeter with its narrowest bandwidth and an input impedance of 
100,000 ohms. 


Spurious Responses: 

2 Fo’ > 60db down from Fo 

3 Fy’ > 55db down from F, i where F, is any input signal using selective operation 
All others > 75 db down 


WIDEBAND OPERATION/Specifications 
Frequency Response: 30 cps to 15 kcs, +0.5 db. 


Sensitivity: 15 microvolts sensitivity at input impedance of 100,000 ohms. 
Input Impedance: 50, 600, 10,000 and 100,000 ohms. 
The NM-40A may also be used as an ultra-sensitive AUDIO frequency WAVE ANALYZER. 


NM-10A (AN/URM-6B) 

14 kc to 250 kc 

GENERAL SPECIFICATIONS: 

Sensitivity: Electrostatic pickup using 
rod antennas, one microvolt-per-meter 
to 2 volts-per-meter. Elect. o-magnetic 
pickup using shielded loop antennas, 10 
microvolts-per-meter to 100 volts-per- 
meter. As a _ two-terminal voltmeter, 
either balanced or unbalanced, one 
microvolt to one volt. 

Effective Random Noise Bandwidth: 
Varies from approximately 55 cps to 400 
cps over the frequency range. Calibra- 
tion charts give exact figures for each 
frequency. 

Image Rejection: Better than 50 db. 
1.F. Rejection: Greater than 60 db 

The equipment is of sturdy drip-proof 
construction and may be operated for 
prolonged periods in driving rain or 
snow with no deleterious effects. 


NM- 208 (AN/PRM-1A) 
150 ke to 25 mc 
GENERAL SPECIFICATIONS: 


Sensitivity: As a two-terminal 
voltmeter, either balanced or 
unbalanced, one pv to one 
Jit. Electrostatic pick-up us- 
ing rod antenna, 2 uv/meter 
to 2 volts-per-meter. Electro- 
magnetic pick-up using shield- 
ed loop antenna: SMALL LOOP, 
10 to 30 pv/meter min. to 
10,000 to 30,000 sv/meter 
max.; LARGE LOOP, 2 to 6 uv 
meter min. to 20,000 to 60,000 
piv/meter max. 


image Rejection: Better than 
50 db. 


1.F. Rejection: >45 db. 
BFO is provided for C. W. 
reception. 





APPROVAL DATA CHART 

STODDART & | ] MiL--16910 | MiL-1-26600 
MILITARY | FREQUENCY Ships “ 

TYPE Amend. =2 

ana ieps-15 | LASS ‘I’ ot Req Not Req'd | Not Req'd | Not Req'd 

El an uence) | 14Ke-250 CLASS t Req'd | Not Req'd | 1» P32 || not Req'd 

NM-50A (AN/URM-17) h-208 | cme | cuss? | | ] 

, 1A 50Kc-25Mc LASS ‘1 

375 mc to 1000 mc “ain 1 

Sensitivity: Radiated pick-up using a ar 

calibrated, tuned dipole (without refiec- AN URM 

tor) 35 to 160 pv/meter, depending on — 

frequency. Conducted pick-up via 50- 

ohm matched coaxial line, 2 to 5 pv. Can be supplied with C.1.S.P.R. Recommended detector time constants. 

Impulse Bandwidth: Approximately 600 S.A.E. (Society of Automotive Engineers) 

ke over frequency range. A.S.A. (American Standards Association) 

Image Rejection: Better than 40 db. C.1.S.P.R (Comite international Special des Perturbations Radioelectriques) 

Spurious Response Rejection: Better (International Special Committee on Radio Interference) 

than 40 db. 


1.F. Rejection: > 80 db. 





T 





NM-30A (AN-URM-47) 
20 mc to 400 mc 


CLASS ” 
* CATEGORY Not Req’ 


20Mc-400Mc 5 CLASS "I .» | APPROVED 
Sensitivity: Radiated pick-up using ; |_GLASS I" _tecarecony ‘a: | APPROVED | 
a calibrated, tuned dipole (with- 
out reflector), 0.6 to 60 «v/meter, 
depending on frequency. Conduct- 
ed pick-up via 50-ohm matched 
coaxial line, 0.5 to 1 pv from 20 
to 240 mc, less than 6 pv from 
240 to 400 mc. 

Spurious Response Rejection: Bet- 
ter than 40 db. 


1.F. Rejection: > 60 db. 








los n 1 acc ‘} CLASS ‘1 (63.3 | 
Mc 00M: } > ) R 
2Mc-1 000Mc | CLASS ‘1 | *CATEGORY 4 Not Req'd | (Proposed at eqd 





MIL-I-26600 (U.S.A.F.) 


Allitems immediately available from stock 


STODDART COAXIAL ATTENUATORS AND TERMINATIONS 


made with exclusive Stoddart Filmistors for highly accurate and stable resistive values from de to 3000 me. 


COAXIAL TERMINATIONS 
Small-stable-50 or 70 ohms 


ATTENUATOR PADS 


Ye-Watt: 50 ohms impedance, TNC or 
BNC connectors, dc to 1000 mc, VSWR 
less than 1.2. 


1-Watt: 50 ohms impedance, dc to 3000 
mc or de to 7000 mc, Type N or Type C 
connectors, male or female; VSWR less 
than 1.2, 70 ohm, Type N, male or 
Available in any conceivable combination female terminations available. 
of male and female Type C and Type N 
connectors. Maximum length of 3” for any 
attenuation value. 
GENERAL SPECIFICATIONS: 
VSWR: <1.2 to 3000 mc for values from 
10 to 60 db; as value decreases below 10 
db, VSWR increases to not over 1.5. 
Characteristic Impedance: 50 ohms. 
Attenuation Value: Any value from 0 db to 
60 db including fractional values. 
Accuracy: +0.5 db; values above 50 db 
have rated accuracy of attenuation through 
1000 mc only. 
Power Rating: 1.0 watt sine wave. 


Protected under 
Stoddart Patents 
Fast delivery on all items/Send for complete literature 


STODDART 


AIRCRAFT RADIO CO., INC. 


6644 Santa Monica Bivd., Hollywood 38, Calif. HO. 4-9292 
Box 51, C.E.E.. 481 University Ave.. Toronto, Ont. 
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2, 6 AND 10-POSITION 
TURRET ATTENUATORS 
WITH SIMPLE 
“PULL-TURN-PUSH” OPERATION, 
SMALL AND RUGGED 





COMMUNICATION 


Hackbusch Electronics Limited offer you a complete 
range of high quality Stromberg-Carison communica- 


tem 


tion and intercommunication systems. Each system aS 


represents the most outstanding development within aanmeanten id direct 
‘ 2 provides direct, 

S ! | > ste 5 = ni ' ~ * . . 
its field—Pagemaster, Key-Municator, Dial-X and con instantaneous, personal paging for 
ventional sound systems. Complete equipment, re- key personnel within plants, hospi- 
placement and parts facilities are maintained to pro- tals, large offices, hotels and 


videtheultimatein coasttocoastservice. many others. Receivers have 
: 7 D.O.T. approval P1. 


KEY-MUNICATOR anew conceptin 
intercommunication—compact, has 
audio and visual signaling, can 
be expanded in multiples of 14 
stations. 


‘ 


CONVENTIONAL SOUND am- 
plifiers, speakers, microphones and 
record playing equipment. Also 
completely engineered systems for 
public address, paging, music dis- 
tribution systems in schools, 
hospitals and music therapy 
systems. 


DIAL-X solves communication prob- 
lems by giving two systems, two phones 
—one for 100% service and one for 100% 
outside service. Dial-X reduces tele- 
phone costs. 


A trained technical representative will gladly furnish further details 


There is nothing finer than a Stromberg-Carlson. 


STROMBERG-CARLSON 


A DIVISION OF GENERAL DYNAMICS CORP. 


HACKBUSCH ELECTRONICS 
LIMITED 
23 PRIMROSE AVENUE, TORONTO 4, LEnnox 1-2453 
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QUALI yZ AND 


For standard and sub-minia- 
ture applications—From stock 
or to your specifications—it’s 
CENTRALAB for electronic 
components. 


VARIABLE RESISTORS 


1/10W. Micro-miniature-—For cransistor 
circuits, hearing aids. 0.286” diam. 500 
ohms to 10 megs. 
1/10W. Ultra-miniature— For computers, 
hearing aids, transistor circuits. 0.502” diam. 
500 ohms to 10 megs. 
1/10W. Sub-miniature—For military, 
communications, computer use. 5/8” diam. 
500 ohms to 10 megs. 
1/4W. and 1/2W. Sub-miniature—For 
instruments and military. 43/64" diam 
500 ohms to 2.5 megs. 
1/4W. Multiple-miniature—Up to 4 vari- 
able and 9 fixed resistors on a 3/4” x 2-1/4” 
steatite plate. 1000 ohms to 5 megs. 
1/2W. Standard—For radio, TV. Single, 
Twin or dual-concentric. 15/16" diam. 250 
ohms to 10 megs. 
2-5W. Wirewound—For instruments and 
TV. Single or dual-concentric, 1-5/32” 
diam. 1 ohm thru 15K ohms. 

Write for Group B bulletins. 


Et E:T. TA Beit... ry 


ELECTRONIC SWITCHES 


Sub-miniature rotary—15/16" diam. for 
military and high reliability applications. 
| 0.5 amp. at 6VDC, 100 ma. at 
110VAC, Laminated phenolic, steatite, 
single or multiple sections. 
Standard rotary—i-5/16” diam. laminated 
phenolic or steatite insulation, single or 
multiple sections, Rating 2 amps. at 15 VDC. 
150 ma. at 110VAC. (Resistive load.) 
Heavy-duty power—For transmitter, in- 
dustrial control, laboratory testing, military, 
commercial. 2-13/16" diam. 7-1/2 amp. rat- 
ing at 110VAC. 25,000 cycles minimum. 
Spring return—1-5/16" diam., coil or C- 
type springs, phenolic, steatite, single or 
multiple sections. 
Specialized—Lever, slide, tone, tuner sec- 
tions, others. 

Write for Group P bulletins, 


PACKAGED CIRCUITS 


Complete computer and Radio-TV circuits, 
amplifiers, oscillators, detector networks, 
resistor networks—including transistors, 
capacitors, resistors, wiring and inductance, 
manufactured to your specific performance 
limits. 
PEC® circuits result in substantial savings 
in assembly costs. These high reliability 
packaged circuits can be supplied in a wide 
variety of terminals for printed circuit 
board applications. 
1/2W. resistors meet applicable MIL-R-11 
specifications, 50 ohms to 50 megs. Capaci- 
tors up to .01 mmf. 

Write for Group Y bulletins. 








| 
IN ELECTRONICS 


CERAMIC CAPACITORS 
Ultra-miniature—3 to 12 VDC, 0.22—2.2 
mfd. —for low power factor transistor appli- 
cations. 

Temperature compensating — Discs, tub- 
ulars, 150 v to 6,000 VDCW, 1 mmf.—0.1 
mf, Capacitance +-100 to —5250 ppm. 
Bypass—Coupling — Discs, tubulars, 150 v 
to 6,000 VDCW, 1 mmf.—0.1 mf. 

High Voltage—High Accuracy—High 
Voltage types, up to 30,000 VDCW. High 
Accuracy types, * 1% tolerance, 500 
VDCW, up co 2,500 mmf. 
Trimmer—Tubular or flat. Meet JAN-C-81 
specifications, 1 mmf. to 400 mmf. 500 
VDCW. 


Feed-thru—10—5000 mmf., 500—1,500 
VDCW, bushing, shoulder, ring, eyelet, 
resistor-capacitor combinations. 
Specialties —Stand-off, burton-shape, pot- 
ted, other capacitors. 

Write for Group D bulletins. 


ENGINEERED CERAMICS 
High alumina—85%, 95%, 99%—for high 
frequency, high temperature applications, 
close tolerance (* .00025") designs. Jan 
1-10-LGA grade 
Grade Jan 1-10-LSA steatite, Grade L2A 
Corderite, and Grade L2A Electrical Por- 
celain. For applications where high dielec- 
tric and compressive strength, high 
dimensional! stability, low loss and low 
power factor are required, there is a 
CENTRALAB ceramic material for the job. 
CENTRALAB also specializes in metaliz- 
ing of ceramics, for hermetic seals or 
mechanical attachment of other ceramic 
or metal parts. 

Write for Group X bulletins. 


Wovovkkr JOB ..-.-AN ID 


Centralab Canada Ltd. 
669 Bayview Avenue, Toronto 17, Ontario 
. Affiliated: Centralab, Milwaukee 1, Wisconsin 


G-5949 


VARIABLE RESISTORS « ELECTRONIC SWITCHES « PACKAGED ELECTRONIC CIRCUITS » CERAMIC CAPACITORS « ENGINEERED CERAMICS 


For further information mark No. 45 on our Readers’ Service Card 


CANADIAN ELECTRONICS ENGINEERING JUNB 1959 











E.M.1.—COSSOR ELECTRONICS LIMITED 


Distributors and Manufacturers for 


£E.M.I. ELECTRONICS 


e W/B STENTORIAN e DAWE INSTRUMENTS 

e S.K.L. e RANK-CINTEL 

e SIMON SOUND SERVICE e BTH CO. LTD. SOUND EQUIPMENT 
BRENEL ENGINEERING e LUSTRAPHONE 


A. C. COSSOR LTD. 
Marketing Such Products as 


— Ultrasonic Equipment — Vibrators 


— Dynamic Balancing Machines — Photo Electric Transducers 


— Stroboscopes — Motorised L.F. Oscillators 
— Tachometers — Armature Testers 


— High Power AF Amplifiers — Oscilloscopes 
— Special Tubes — Cathode Follower Probes 


(Phctomultipliers, Klystron, etc.) 


' — Delay Lines 
— Oscilloscope Cameras 


; — Klystron Power Unit 
— Wide Band Amplifiers 


— Panoramic Wave-Form 
— Microwave Wattmeter Analyser 


— Modulator Unit — Fast Rise Time Pulse Generator 
— Tunable Cavities — TV Line Selectors 
— TV Picture Monitors — 16MM Sound Film Projectors 
— Sub Miniature Relays — Hi-Fidelity Loudspeakers 
— Tape Recorders — Closed Circuit Television 
— AF Test Equipment — Studio TV Equipment 
— Wide Range Oscillators — Microwave Test Equipment 
Microphones 
Public Address and Intercommunication Systems 


Electronic Measuring Instruments for all phases of the 


Electronic Industry 


MONTREAL 301 Windsor St., Halifax TORONTO 
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205 SERIES, 10-TURN 
MICROPOTS 

SIZE: 1%” dia.; 2%” long; 
shaft extension 74" or special 
to order. 

LINEARITY ACCURACY: 
+0.1% and 0.05% (indepen- 
dent or zero based). 

RESISTANCES: 50 ohms to 
100,000 ohms, tolerance +5%. 


ear 5 watts 
0° Cc. 


1100 SERIES, 10-TURN 
MICROPOTS 
SIZE: 1%” dia.; 24%” long; shaft 
extension 7%” or special to order. 
LINEARITY ACCURACY: 0.5% 


to 0.1% (independent linearity). 


RESISTANCES: 50 to 100,000 ohms, 
tolerance +5%. 


POWER DISSIPATION: 3 watts at 
40° C. 


900 SERIES MICROPOTS 


Borg 900 Series Micropots are available 
in single-turn, 3-turn and 10-turn models. 
SIZE: Single-turn — 2” dia.; 1%," long 
3-Turn — 2” dia.; 1°" long 
10-Turn — 2” dia.; 2%," long 
Shafts — 4,” dia. 
Bushing Mount — %” long 
Servo Mount — %” long 
LINEARITY ACCURACY: Single-turn — +.5% 
(independent) 


3-Turn — +0.1% (independent, zero based, or abso- 


lute reference). 


10-Turn — .05% (independent, zero based, or abso- 


lute reference). 
RESISTANCES: Single-Turn — 50 to 50,000 ohms 
3-Turn — 15 to 60,000 ohms 
10-Turn — 50 to 300,000 ohms 
TEMPERATURE LIMITS: Tested to 350° F. 





990 SERIES TRIMMING MICROPOTS 
SIZE: 1%” x %e5" x 1%," 
RESISTANCES: 10 to 30,000 ohms 

standard. Other values on special 
order. 
Tolerances — +5% 100 ohms and 
over 
+10% below 100 


ohms 
ADJUSTMENT: Screw driver slot 
provides adjustment of complete 
range in 40 turns. 
TERMINALS: Printed circuit, 


soldered lug, insulated wire leads. 


PRECISION INSTRUMENT 
MOTORS 
Borg-Motors offer you fractional 
horsepower motors in synchro- 
nous or induction models with or 
without gear-trains in 2-pole or 
4-pole models for your precision 
equipment. Borg- Motors are totally 
enclosed, using precision machined 
die cast alloys for end bells and 
gear train cases. Die cast rotors, 
mounted on two ball bearings, 
assure long life, continued accuracy. 


DIRECT READING MICRODIALS 
Borg Direct-Reading Microdials provide the highest accu- 
racy of perception when forced-fast-reading and setting is 
required because of their inline digital presentation. Borg 
Direct-Reading Microdials are available in 3-digit 10-turn 
models, 4-digit 100-turn models and 5-digit 
1,000 turn models. Also available are Borg 
Concentric Scale Microdials which indicate 
the position of any multi-turn device of 10 
turns or less. 


WRITE FOR COMPLETE DATA ON ALL 
BORG COMPONENTS — CATALOG BED A90 








BORG EQUIPMENT DIVISION 


Amphenol-Borg Electronics Corporation 
~ JANESVILLE, WISCONSIN 


\ »* MICROPOTS 
| * MICRODIALS 
* MOTORS 


. 
& 








CANADIAN “TECH-REP”, ATLAS RADIO CORPORATION LTD., 50 WINGOLD AVE., TORONTO, PHONE: RUssell 1-6174 
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FEDERAL ISONEL 


Solves High Temperature 
Motor Problems 


The outstanding thermal properties 
of Federal’s (Polyester) Isonel 
Magnet wire permit the operation 
of motors at higher temperatures— 
suitable for use at Class F (155°C) 
temperatures. This means the motor 
size can be reduced for a given horse- 
power, or greater horsepower can be 
obtained from a given size. 


While having this advantage of 
higher operating temperatures, 
Federal’s Isonel possesses the excel- 
lent heat shock, chemical and abra- 
sion resistant properties of vinyl- 
acetal magnet wire. It has improved 
resistance to flow at high tempera- 
tures; and it does not craze, giving 
higher voltage breakdown and 
better shelf-life. 





Now available 
Available in Pay-Off Paks 
13-23 in 250 and 500 lb. 


rectangular shapes! 24-29 in 100 Ib: packs. 


in square and 








Specify Federal . . . for the best in Magnet Wire. 


FEDERAL WIRE & CABLE DIVISION 


H.K.PORTER COMPANY (CANADA) LTD. 


DIVISIONS: Connors Steel, Delta-Star Electric, Disston, Forge and Fittings, Leschen Wire Rope, Mouldings, National 
Electric, Refractories, Riverside-Alloy Metal, Thermoid, Vulcan-Kidd Steel, H.K.Porter Company (Canada) Ltd. 
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SIEMENS 


FROM OUR 
PRODUCTION 
PROGRAM: 


Visual indicator 
apparatus, e.g.: 


TIME SAVIN G Level picture 
MEASURING INSTRUMENTS units, 


Wobble transmitters 


FOR THE SCIENCE and level picture 
OF COMMUNICATIONS... receivers, 


are being used to a greater and greater extent in develop- Wobble measuring sites, 


ment, production, and servicing operations, since the Echographs for line faults 
measured values, level, attenuation, impedance, etc., appear location. 

immediately as curves variable with frequency on the screen 

of a cathode-ray tube. Other instruments make possible 

immediate line fault location, quick contact-fault tracing and 

measurements during operation even with multiple-telephone 

communications. 


Contact fault tracing 
instrument, 


Capacity-unbalance 
meter for measurements 
during operation, 


Chanal deficiency-level 
measuring instruments 
for the carrier-frequency 
technique. 

















A&S...stands for Assured Satisfaction 


Q >t 


THE AHEARN AND SOPER COMPANY LIMITED 


384 Bank Street+ OttawarCanada 
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"Short neck... who needs one 2” 


2nd. G. Correction: short, short neck. 

Ist. G. All right. Short, short neck. 
Why all the fuss? 
Design-wise, as they say. Very important. 
How so? 
Smaller cabinets. Neat. Compact. Smart. 
Saves materials. No heavy mounting a 
Whose side are you on? 
To each his own, you might say. Notice also 
that it has permanently bonded safety glass. 
It’s glare resistant, scratch resistant, reduces 
picture distortion. It’s shatter-proof and 
implosion resistant, too. 
It’s what? 
Implosion resistant. Won’t burst inward. 
Advanced. That’s the word for them. 
For whom, pray tell? 


The Canadian Marconi people. Advanced. 


THE LATEST 
THING IN New Marconi short, short neck 
PICTURE 110° picture tube with permanently 

TUBES bonded safety glass 


FEATURES 
’ © SHATTERPROOF; IMPLOSION RESISTANT 

» IMPROVED CONTRAST AND BRIGHTNESS PERMANENTLY 

e WIDER VIEWING ANGLE — 

© GLARE RESISTANT —__—— 

© SCRATCH RESISTANT 

© LESS PICTURE DISTORTION PERMANENTLY 


BONDED SAFETY 
GLASS: 








ADVANTAGES 
© PERMITS NEW CONCEPTS IN CABINET DESIGN |... 
© ELIMINATES HEAVY MOUNTING HARDWARE | (amination 
e ALLOWS TINTING OF LAMINATION LAYER LAYER 

e PICTURE APPEARS 3-DIMENSIONAL 
© SCREEN APPEARS LARGER 











ELECTRONIC TUBE AND COMPONENTS DIVISION 


e 
CANADIAN Marconi COMPANY 
830 BAYVIEW AVENUE, TORONTO, ONTARIO 


Branches: Vancouver « Winnipeg + Ottawa + Montreal « Halifax « St. John’s, Nfid. 
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STANDARDS THAT DETERMINE 


RELAY QUALITY 


LS io | 


Contact points able to survive this brutal sheer test stay on forever. 


contact points that 


Superior attachment 
technique guards against 
insecure welds 


When you find a relay that sheds 
its contacts, you usually have a 


relay that’s suffering from ‘“‘cold 
welds’. This means that when the 
contact spring was made, the con- 
tact and spring did not really weld 
together. When this happens, the 
contact is likely to fall off at any 
time. 

Automatic Electric prevents this 
from happening by making con- 
tacts from a continuous length of 
vorecious metal wire. In one com- 
yined operation we weld the end 


of this wire to the spring blank 
(using accurate control of time and 
voltage), pinch it off so as to pro- 
vide exactly the right amount of 
material for the contact, and finally 
form it into a dome of the contact 
metal. Result: A contact with a 
polished surface, welded to the 
spring for the life of the relay. This 
is one more reason why Automatic 
Electric relays have set perform- 
ance records of over 400 million 
operations without a failure! 

This superior method is typical 
of the painstaking care that goes 
into every Automatic Electric relay. 


AX 
VY 


PIONEERS 


IN AUTOMATIC CONTROL 


Ey 


eocoecenseoooocccc ce cecescoosooeneces 
Class E Relays are miniaturized to 
save space and weight. Write today 
for information. Address: Automatic 
Electric Sales (Canada) Limited, 185 
Bartley Drive, Toronto 16, Ontario. 
Branches across Canada, 


AN ORGANIZATION SERVING CANADIAN INDUSTRIES WITH COMMUNICATION, TIME AND CONTROL SYSTEMS 
For further information mark No. 51 on our Readers’ Service Card 


CANADIAN ELECTRONICS ENGINEERING 


JUNE 1959 





Series III 


— with improved sensitivity and 
added convenience, at a 
new low price. 


For 20 years the famous Simpson 260 has 
become a by-word in circuit analysis and 
measurement. Still maintaining its fine reputation 
for quality and the traditional Simpson care 
aes and attention in every detail of design and manu- 
WN) : facture — the 260 is now available in a new 


| series to keep up with our changing times. 
pond aa The Series Ill 260 uses printed circuits for added 
reliability and ease of service. Increased sensi- 
tivities are provided at no sacrifice in reliability; 
added ranges, and a unique scale layout to 
improve readability. 


Best of all — a new low price making the finest 
in measurement available to all sizes of pocket 
books — all made possible only by complete 
Canadian manufacture. 


RANGES: 


D.C. Current. From 50 Microamps to 10 Amps in 
6 ranges. 


D.C. Volts (20000 ohms/volt). From % volt te 
5000 volts in’7 ranges. 


A.C. Volts (5000 ohms/volt). From 2.5 volts to 
5000 volts in 6 ranges. 


D.C. Resistance 0-2000 ohms to 0-20 megohms 
in 3 ranges. 

Polarity reversing switch, volume level (decibel) 
and DBM ranges. 


The long tradition of fine Price — tax included $55.00 


instrumentation of the Model 260 
is now extended to the custom-engineered 
Model 270, providing increased accuracy, a 
mirror scale and movement overload pro- 
tective service, along with full per- 
formance data. Write for further 
details. Priced at $63.07. 
eee 


Cee eee eee eee eeeeeseses 


4-8333 ee 
1255 BRYDGES ST. LONDON, ONT. 


IN U.S.A.: SIMPSON ELECTRIC COMPANY, 5200 W. KINZIE STREET, CHICAGO 44, ILLINOIS 


For further information mark No. 52 on our Readers’ Service Card 
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Section 1 Products & Services 


This section lists the manufacturers of a wide range 
of electronic and allied components and equipment. 

Products are listed alphabetically by generic names, 
followed by descriptive names where necessary, as 
ABSORBERS-Microwave. The only exceptions are 
HARDWARE & FINDINGS and INSULATION 
MATERIALS & PARTS. Products in these groups 
are arranged alphabetically under the two headings, at 
the end of the main product listings. 

In many cases, the large number of types available 
of a particular product have led to the use of a numeri- 
cal coding system. The meaning of the numbers after 
a manufacturer’s name is given at the beginning of the 
listing for each coded product. 


® High Voltage Engineering Corp. 


ABSORBERS—Microwave 
Labgear Ltd. 


Airtron Canada Ltd. ay seal T° Vickers Electrical 
= Canadian General Electric Co. a 
>. 


Ltd., E.E. & T.l 
ACCELEROMETERS 


Neosid (Canada) Ltd. 
The Plessey Co. of Canada Ltd. 

Amalgamated Electric Corp. Ltd. 
Aviation Electric Ltd. 


ae Palen Co 

emalloy Electronics rp. : iati ; 

Diamond Antenna & Microwave es Avietion Electronics 

Daystrom Ltd. 

Ferranti-Packard Electric Ltd. 

The Garrett Mfg. Corp. of 
Canada Ltd. 

Philips Electronics 


S. Smith & Sons (Canada) Ltd. 
B & F Instruments Inc. 
B J Electronics, Borg-Warner 


‘orp. 
Emerson & Cuming Inc. 
Filmohm Corp. 

The General Electric Co. Ltd. 
McMillan Industrial Corp. 
Meridian Metalcraft, Inc. 
Power Sources Inc. 

Radar Design Corp. 

Waveline Inc. 


ACCELERATORS—Particle 


« E.M.1.-Cossor Electronics Ltd. 
s Philips Electronics Ind. Ltd. 


Atomic Labs., Inc. 


Industries 


‘orp. 
Bournes Labs Inc. 
A/S Bruel & Kjaer 
Cambridge Instrument Co. 
Columbia Research Lab. 
Crescent Engrg. & Research Co. 
Dawe Instruments Ltd. 
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A listing of the companies that provide SERVICES 
such as Computing, Encapsulation, or Technical Writ- 
ing also appears at the end of the product listings. This 
is followed by a brief directory of Associations and 
Professional Societies. 

Canadian manufacturers are listed first under each 
product heading, followed by U. S., U. K. and other 
manufacturers. @ indicates an advertiser in this issue 
— see Advertisers’ Index. Company names, addresses 
and telephone numbers may be found in Sections 2 and 
3, together with details of Canadian sales representa- 
tives, if any. Section 4 comprises a cross-reference index 
of Canadian sales representatives and distributors. 


Donner Scientific s Automatic Electric Sales (Can- 


Electro Mechanisms Ltd. 

Endevco Corp 

Fairchild Controls Corp., Com- 
ponents Div. 

General Radio Co. 

Genisco, Inc 

Gulton Industries Inc. 

Industrial Devel. Labs., Inc. 

Kearfott Co. Inc. 

J. Langham Thompson Ltd. 

Norden Div United § Ajrcraft 
Corp 

Northam Electronics Inc. 

Pacific Scientific Co 

Shaevetz Engrg. 

Sperry Gyroscope Co. 

Statham Labs. Ltd. 

Ultradyne Inc. 


AMMETERS 


1. Ammeters 
2. Ammeters, 


rf 
3. Microam- 
meters 


ada) Ltd. 1-5. 
Aviation Electric Ltd 
Bach Simpson Ltd. 1-2- 35. 
Bz ww? Colman of Canada Ltd 


. Canada Ltd. 1. 

Canadian General Electric Co. 
Ltd. 1-2-3-4-5. 

Canadian Research Institute. 


Canadian Westinghouse Co. Ltd., 
Electronics Div. 1. 

Daystrom Ltd. (Weston). 1-2-3-5. 

Electrical Mfg. Co. 1. 

English Electric Co. of Canada 
Ltd. 1. 

Fisher Research Laboratory Ltd 
ry 


Helipot Corp. 1. 

Honeywell Controls Ltd. 3. 

Radio yy "re Equip- 
ment & Engrg. 

a Electronic seeiemnents 

d, 1-2-3 

Tecneek Assoc 

Thermovolt Instruments Ltd. 
1-2-3. 





AEG 1-5. 

Assembly Products Inc. 1-3-5. 

Beckman Instruments Inc., Scien- 
tific Instr. 4. 

Beede Electrical-Instrument Co., 
Inc. 1-3-5. 

British Physical Labs. 1-2-3-4-5. 

Burton-Rogers Co. 1-3-5. 

Cambridge Instrument Co. Ltd. 

Camille Bauer Ltd. 1-2-3-4-5. 

Chicago <> Instrument 
Co. 1-2-3-5. 

Curtiss- Wright Corp. 4. 

Dejur-Amsco Corp. 1-3-5. 

ee Mechanical Instrument 

Electronic Instruments Ltd. 1-3-4. 

Elima GmbH. 1-2-3-4-5. 

Esterline-Angus Co. Inc. 1-5. 

Evershed & Vignoles Ltd. 1-3-5. 

Ferranti Ltd. 1-2-3-5 

General Radio Co. 4. 

P. Gossen & Co. GmbH. 1-2-3-4. 

Greibach Instruments Corp. 
1-2-3-4-5. 

Gulton Industries, Inc. 1-3. 

Hartmann & Braun A.G. 
-2-3-4-5, 

Hewlett-Packard Co. 3-4-5. 

Hickok Electrical Instruments. 
3-4-5 


Hitachi Ltd. 1-5. 

Hoyt Electrical Instrument 
Works. 1-3-5. 

ee eo Instruments, Inc. 

I/S Jensen Electric. 1-2-3-5. 

Keithley Instruments, Inc. 4. 

Kin-Tel. 3-4. 

Dipl. Ing. Ulrich Knick. 1-2-3-4-5. 

Lorain Products Inc. 1. 

Marion Electrical Instrument Co. 
1-3-5 


Metra Corporation. 1-2-3-4-5. 

Metrawatt A.G. 1-3-5. 

eee Vickers Electrical 
Co. Ltd 

Millivac A. 3-4. 

Nalder Bros. & Thompson Ltd. 
1-5. 


Nash & Thompson Ltd. 4, 

Phaostron grr & Elec 
tronic Co. 1-2-3 

Precision Apparz ay c ‘0. Inc. 

Quan-Tech Labs. 3. 

The Record Electrical Co. Ltd 

Rocha: ur “§ A. Electronique. 5. 

Rohde & Schwarz. 1-2. 

Roller-Smith Instrument Inc 
1-3-5. 

S & A Electronics. 1-3-4. 

Sanwa E ge Instrument 
Works. 1-2-3-4-5. 

Sensitive Rese: 4 Instrument 
Corp. 1-2-3-5 

Shurite Meters. 1-5. 

Siemens Edison Swan Ltd. 1-5. 

Siemens & Halske A.G. 1-2-3-4-5. 

Sifam Electrical Instrument Co. 
Ltd. 1-2-3-5. 

Sterling Mfg. Co. 1 

Taylor evry Instruments 
Ltd. 1-2-3-4-5. 

Triplett Electrical Instrument 
Co. 1-2-3-4-5. 

Ernest Turner Electrical Instru- 
ments Ltd. 1-2-3-5. 

Victoreen Instrument Co. 4. 

WacLine, Inc. 1-3-5. 

® Waters Mfg., Inc. 1-3-5. 

Welsh Mfg. Co. 1. 

Weston Instruments Div., Day- 
strom, Inc. 1-2-3. 

Zenith Electric Co. 1. 


AMPLIFIERS 


Audio 
Frequency 
Audio Input 
Systems 

. Audio Sub- 
ces 


. Musical 
Instrument 
Ww 


9% 
10. Linear 
11. 
12. 
13. 


14. 
15. 


31. 
32. Transistor 
33. 35. Wideband 


Acoustical Manufacturing Co. 
Ltd. 1. 

Addison Industries Ltd. 1-2-3-4- 
5-6-7-8-9-10-11-12-13-14-15-16- 
17-18-19-20-21-23-24-25-26-27- 


28-29-30-31-32-34-35. 
Advance Components Ltd. 1. 
Aircraft Appliances & Equip- 
ment Ltd. 12. 
Airtron Canada Ltd. 14-15. 
Allied Circuit Techniques Ltd. 
24 


Amplivox (Canada) Ltd. 3- 

Ashman Electronics Ltd. . 

Audio Vox Intercom, Inc. 

Aviation Electric Ltd. 12- 1s. 21- 
23-28-32. 

Bailey Meter Co., Ltd. 26. 

Barvic cog orien | Ltd. 2. 

Beaconing Optic & Precision 
Matl 12S eT O14 AS. 18-25-27- 
31-35. 

Beama Energ. Ltd. 31. 

Benco Television Association Ltd. 
14-31-32. 

Th Bristol Co. of Canada Ltd. 


Canadian Admiral Corp. Ltd. 31. 
Canadian Aviation Electronics, 
Ltd. 

# Canadian "General Electric Co. 
Ltd. E.E. & T.D. 1-2-3-12-21- 
23-26-27-31-32-35 
~anadian General Electric Co. 
Ltd., Elec. Tube Sec., 1. 
‘anadian Marconi Co. Comm 
Prods. Div. 14. 
anadian Marconi Co., 
Relay Div. 14-23-35. 
‘anadian Motorola 
Ltd. 6-14-15. 

Canadian Research 
1-4-12-19-22-26-32-33. 
Canadian Sonic Co. 33-34. 
Canadian Westinghouse Co. Ltd. 
Electronics Div. 28-34. 
Collins Radio Co. of Canada, 


Radio 
Electronics 


Institute 


Ltd. 1-2-6-7-10-14-18. 
Computing Devices of Canada 
Ltd. 


Dayrand Ltd. 1-23. 

Daystrom Ltd. (Heath) 1-4. 

Davstrom Ltd. (Weston). 4-10-19- 

22-26. 

Decca Radar (Canada) Ltd. 15. 

Dominion Electrohome Ind., Ltd 
1-23. 

E.M.1I.-Cossor Electronics Ltd 
1-9-25-31-35-11 

Edo (C»nada) 
23-25-28. 

Electro-Vox Intercom., Inc. 1- 
23-24. 

EV of c anada Ltd. 1. 

Electrolabs 1-2-23. 

Electronic Associates Ltd. 22-25- 
3 


Ltd. 1-10-11-17- 


2- 


lectronic Communications Ltd 


1-2-13-14-17-22-23-24.26-32-33- 
34 


lectronic Controls Ltd. 12. 
lectronic Enterprise Ltd. 1. 
lectronic Materials International 
Ltd. 1-2-3 4-6-7-8-18 26-27-32. 
lectronic Research & Develop- 
ment Co. Ltd. 1-2-18. 
neineered Sound Systems Ltd 
1 2-24-32. 

Ericsson Telephone Sales of Can- 
ada Ltd. 1-2-6-12. 

Erie Resistor of Canada Ltd. 1. 

Ferranti-Packard Electric Ltd 
9-10-11-24-25-32. 

Fisher Research Lab., Ltd. 34. 

The Garrett Mfg. Corp. of Can 
ada Ltd. 3-5-10-11-12-17-19-20- 
21 24-25-28-32. 

Gomard Electronics Ltd. 12-33. 

Hackbusch Electronics Limited 
(Stromberg & Carlson) 1-2-6-16- 
17-23-32-35. 

Honeywell Controls Ltd. 12-19-28- 
32 


Humble Mfg. Co. Ltd. 1. 
Instantaneous Recording Service 
6. 
Jerrolk 1 Electronics (Canada) Ltd 
6-31-2 


George Kelk Ltd. 13-22-24-26-28- 
29-32. 


Leeds & Northrup Canada Ltd. 4. 
Lenkurt Electric Co. of Canada 
Ltd. 1-2-3-9-10-14-17-18-21-23- 

24-32-35. 
Lucas-Rotax Ltd. 12-32. 
Marsland Engrg. Co. Ltd. 28-32. 
McCurdy Radio Industries Co., 
Ltd. 1-2-21-23-26-31-32-35. 
Measurement Engrg. Ltd. 1-22-32. 
Milltronics Ltd. 4-17-28 29-34, 
Monarch Radio Mfg. Co. 1. 
Muirhead Instruments 28-34. 
Peter Munk Assoc. Ltd. 
National Sound eches Ltd 
1-2-23. 
Northern Electric Co., Ltd. 1-2- 
17-21-23-24-31-32. 
Northern Radio Mfg. Co. Ltd. 
1-2-8-17-23. 
Par-Tex 
Co., Ltd. 
. Philips Electronics Ind. Ltd. 1-10- 
23-25-26-34-35 


Engrg. & Contracting 
31. 


The Plessey Co. of Canada Ltd. 
1-6-7-8. 

Powertronic Equipment Ltd. 4. 

J. B. Pritchard. 1-2-23. 

Pye Canada Ltd., TV Trans Div. 
1-2-21-31. 

Pylon Electronic Development 
Co. Ltd. 1-3-4-7-11-27-32-25. 

RCA Victor Co., Ltd. 1-2-6-7-23- 
24-25-24-27-28- 30- 31-32-33 34-35, 

Radio Communications Equip- 
ment & Engrg. Ltd. 
1-4-10-15-25-30-35. 

Raytheon Canada Ltd. 1-4-5-7-9- 
10-11-12-13-14-15-18 23-25-27- 
29-30-32-34. 

Regency Electronics Ltd. 3-26-32. 

Sea Breze Mfg. Ltd. 1-2- 24. 

Research Industries Ltd. 31-35. 

Research Instrumentation Ltd. 13 

Servomechanisms (Canada) Ltd. 
12-20-24-28-32. 

Servomex Controls Ltd. 4-28. 

Sharpe Instruments Ltd. 
2-5-13-18-20-28-29 

Sinclair Radio Labs. Ltd. 32. 

Soundmaster Ltd. 
1-2-3-13-14-17-21-22-23-26-28- 
32-33-34-35. 

Sperry Gyroscone Co. 
§-10-11-14-15-20-24-25-32. 

Standard Electric Time Co. of 
ouaee & Ltd. 4-8-10-11-24-25- 

Standard Telephones & Cables 
Mfe. Co. (Canada) Ltd. 12-27. 

T.M.C. (Canada) Ltd. 
10-23-27-35, 

Tavlor-Leslie 
Corp. 12. 

Tele-Radio Systems Ltd. 32. 

Tinsley Instruments (Canada) 
Ltd. 4-22 

F. V. Toppine Electronics Ltd 
1-2-3-5-7-8-23-24-27-32-35. 
Transonic Ltd. 33-34, 

Triad ‘Instruments & Controls 
Ltd. 1-13-22-28-32. 

United-Carr Fastener Co. of Can- 
ida 

Varian Associz ites of Canada Ltd 
1 


Mining & Engrg 


Vector Labs Inc. 1-4-5-7-10-11-13- 
17-19.-22-23-26-28-29-34-35. 
‘erdik Sales Ltd. 1. 

Watkins Electronics Ltd. 31. 

Acro Products Co. 1. 

Acromag, Inc. 12. 

Acton Labs., Inc. 23-35. 

Acoustica Assoc. Inc. 33. 

Adler Electronics, Inc. 14, 
erialite Ttd 

Ai irhorne Instrume nts Lab. Inc 
7-A1-18. 

Airpax Prods. Co. 12-20-28. 

Allesany Instruments Co., 
4-5-26, 

Altec Lansine Corporation 

Alto Scientific Co., Inc. 7-32, 

American Electronic Labs., Inc 
13 


1-2. 


Ampex Corp. 24 

Amoplivox Ttd. 3-13-32. 

Anderson Labs Inc. 7-18-27-28. 

Antlab. Inc. 17. 

Applied Research, Inc. 27-35. 

A. R. & T. Electronics Inc. 
6-27-35. 

Arizona Telemeterine Corp. 3. 

Arnold Magnetics Corp. 12. 

Arnoux Corp. 12-23. 

Audio Instrument Co., Inc. 11. 

Automatic Timing & Controls, 
Inc. 28. 

Avo Ltd. 4, 

BJ Electronics, 
Corp. 10-11. 

B & F Instruments Inc. 29. 

Baird-Atomic. Inc. 4-10-13. 

Rex Bassett. Inc. 10. 

Bean-Echo Ltd. 1. 

Beckman Instruments, Inc., 
Scientific Instr. 13. 

Behiman Energ. Co. 2% 

Belline & Lee Ltd. 6-27. 

Berkeley Div.. Beckman Instru- 
ments, Inc. 20. 

Blonder-Tongue Labs., Inc. 6-27- 
31-35. 

David Bogen Co. Inc. 1-23. 

Boonton Electronics Corp. 5-19. 

RBonlevard Electronics Inc. 1. 

Rrit'ch Phvsical I *bs. 25-35. 

Bruel & Kjaer. 34, 

Brush Instruments Div.., 
Corp. 4-5-26-28-29. 

Bucklevs (Uvral) Ltd. 13. 

Butelman Electronics Corp. 
14-23. 

Burnell & Co. Inc. 12. 

Burr Brown Corp. 1-4-5-20-24-32. 

California Technical Industries 
Div. of Textron Inc. 11. 

® Centralab Div. Globe-Union Inc. 

2-3-4-13-16-17-24-32. 

Century Electronics & Instru- 
ments, Inc. 11-29-34, 


Borg-Warner 


Clevite 


C. T. Chapman Ltd. 1-2. 

Cinch Mfg. Co. 

Cinema Engrg. Div. of Aerovox 
Corp. 1-26. 

Compagnie 
2-22-23. 

Control Electronics Co., Inc. 
7-14-15-25-28. 

Control Panel Corp. 2. 

Cossor Instruments Ltd. 4. 

D & M Electronics Ltd. 1-2. 

Dejur-Amsco Corp. 1-2. 

Diamond Antenna & Microwave 
Corp. 14-15. 

Diehl Mfg. Co. 28. 

Donner Scientific Co. 20. 

Douglas Microwave Co. Inc. 
14-15. 

DuKane Corp. 2-22-23-26. 

Allen B. Du Mont Labs. Inc., 
Int. Div. 14. 

Dyna Inc. 1. 

Edin Co., Inc. 4-5-10-13-26-29-34, 

— Corp. 1-2-10-11-15-17-25-27- 
8 


Francaise Hortson. 


Eitel-McCullough Inc. 9-14-25. 

Eldcrado Electronics Co. 22. 

Electric Regulator Corp. 12. 

Electro Instruments Inc. 1-4-5-10- 
24-32. 

Electro Measurements Corp. 19. 

Electro Mechanical Research Inc. 
1-4-5-10. 

Electro Mechanisms Ltd. 34. 

Electro-Voice Inc. 1-26 


- Electronic Associates Inc. 


4-5-10-11-20-24-28-29-32. 
oe Instruments Co. Inc. 
1-23. 

Electronic Instruments Ltd. 4-13. 
Electronic Research Associates 
Ltd. 3-4-7-12-23-32. 
Electronic Specialty Co. 

4-12-14-15. 
Electronic Tube Corp. 
4-5-13-25-26-29. 
Empire Devices Prods. 
26-27-3 
Endevco Corp. 34. 
Engineered Electronics Co. 
3-4-10-24-25-26-32-35. 
Entron, Inc. 27-31-35. 
Etelco Ltd. 1. 

Evans Electroselenium. 22. 
Evershed & Vignoles Ltd. 
4-17-28. 

F.X.R. Inc. 14-15, 

Feedback Controls Inc. 12-32. 

Ferrotran Electronics Co., Inc. 
1-2-3-7-28. 

Film Capacitors Inc. 4-28. 

Fisher Research Lab. Inc. 32. 

John Fluke Mfg. Co. Inc. 13. 

Franklin Electronics Inc. 4-5-10- 


Corp. 


The General Electric Co. Ltd. 14. 
General Instrument Corp. 1-4-7- 
12-27. 


General Magnetics Inc. 12. 

General Radio Co. 1-4-9-18-25- 
26-34. 

General Radiological Ltd. 10-11- 
25. 

Globe Electronics Ind. 10. 

Gusminet Mfg. Co. 
1-2-3-4-5-8-10-20-23-28. 

Grundig Radio Werke 31. 

Gulton Ind. 4-12-23-29-35. 

Hallamore Electronics Co. 31. 

Hathaway Instrument Co. 1-3-13- 
19-26. 

— Seal Transformer Co. 
1 


Hewlett-Packard Co. 
1-10-14-25-27-35. 

Hughes Aircraft Co. 14-15. 

1.D.B.A., Inc. 1-24-32-35. 

Int. Telemeter Corp. 31. 

Industrial —— Co. 
12-19-28-29. 

Industrial Test Equipment Co. 
1-5-10-19-28. 

Ingenieur Buro Atlas 31. 

Instruments for Industry. 10. 

Isotope Developments Ltd. 
4-11-13-25. 

E. F. Johnson Co. 1. 

Kaar Engrg. Corp. 23. 

Kay Electric Co. 30-32. 

Kearfott Co. Inc. 12-28-32. 

Keithley Instrument Inc. 4. 

Keystone Prods. Co. 12-28-32. 

King Systems Inc. 14, 

Kin-Tel 4-5-20-29, 

— Export Corp. 1-17- 

Labgear Ltd. 11. 

Lake Mfg. Co. Inc. 1. 

H. J. Leak & Co. Ltd. 1. 

Lear, Inc. 28. 

Levinthal Electronic Prods. Inc. 
9-14-15. 


Librascope Inc. 4-5-12-28. 
Lintronic Ltd. 23-25-29-32. 
Lustraphone Ltd. 1-32. 

M B Mfg. Co. = 

Magnetics Inc. 

Mandrel Ind. +. 4-13. 
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W. L. Maxson Co. 21. 
McIntosh Lab. Inc. 1. 
Medical Electronics Devel. Co. 
Metrix Instruments Ltd. 6. 
Metrawatt A.G. 
—— Vickers Electrical 
Co. Ltd. 1-12-15-28. 
Microwave Development Labs. 
Inc. 7. 

Millivac Instr. Div of COHU 
Elec. 5-19-26-27-32-35. 

F. L. Moseley Co. 28. 

Murphy Radio Ltd. 1-31. 

Narda —— Corp. 33. 

National Co. 
1-2-4-7-13-17-18-23-28-32. 

Nationa! Theatre Supply Co. 
2-22-23. 

NJE Corp. 12. 

Nagard Ltd. 4. 

R. W. Neill Co., Inc. 1-2. 

Nems Clarke, Inc. 28-31. 

Non-Linear Systems 5-12. 

Norden Div., United 
Corp. 7-28. 

Northern Radio Co. Inc. 
17-23 


Offner Electronics. 5-13-29. 
Ortho Filter Corp. 12. 

John Oster Mfg. Co. 28-32. 
Owen Labs., Inc. 1-19. 

Fees eee Engineering Corp. 1-7- 


Aircraft 


1-2-8- 


G. A. Philbrick Researches Inc. 

Photocon Research Prod. 4. 

Photovolt Corp. 3-13-22. 

Photron Corp. 39. 

Photron Instrument Co. 
26-29-34-35. 

Pilot Radio Corporation. 23. 

Polarad Electronics Corporation. 
9-14-15. 

Polyphase Instrument Co. 12-29- 


4-13-22- 


Post Machinery, Electronic Prods. 
Div. 

Potter Instrument, Inc. 12-25-26. 

Precision Electronics Inc. 1. 

Precision Radiation Instruments, 
Inc. 4. 

W. G. Pye Co., Ltd. 11. 
Co. Ltd. 1-4-17-27-32. 

Quan-Tech Labs. 4-5. 

Radiation Counter 
10-11 

Radio 
Comm. Div.., 

Radiometer. 26. 

Rauland Borg Corp. 1. 

Redifon (England) Ltd. 1-23-28. 

Reeves Instrument Corp § 28-35. 

Rheem Mfg. Co. 5-12-20-23-27- 
29-32-34-35. 

Rhein Sound Systems 1-26. 

Robertshaw-Fulton Controls Co., 
r_q~> Div. 19-34, 

Ss. Rochar Electronique 
18: 23-25-26-27-31-35. 

Rohde & Schwarz. 6-14-25-26-27- 
31-35-1. P 

 - Isolatoren G.M.B.H. 


Labs. Inc. 


Frequency Labs Inc., 
1-8-17-21-24-35, 


S.K.L. Instruments. 35, 

Sanborn Co. 4-5-11-26-29-13. 

W. H. Sanders Ltd. 12-14-15. 

Sargent-Rayment Co. 1. 

Savage & Parsons, Ltd. 28-29, 

Schaevitz Engrg. 

W. H. Scott, Inc. 1. 

Servo Corp. of America. 28. 

Servomechanisms, Inc., Special 
rods. Div. 12. 

Servomex Controls Ltd. 4-28. 

Servonics Inc. 4-5-28-29. 

Shallcross Mfg. Co. 19. 

Sherwood Electronic Labs, Inc 


1. 
Siemens Edison Swan Ltd. 
13-24- 


Siemens & Halske, A.G. 1-2-3- 
10-21-23-25-26-29-32. 

Sigma Instruments Inc. 12-22. 

Mark Simpson Mfg. Co. Ltd. 2. 

Sonotone Corp. 1. 

Southern Instruments Ltd. 4-26. 

Southwestern Industrial Elec- 
tronics Co. 4, 

Staub & Co. 26. 
Stromberg-Carlson Co. Div. of 
General Dynamics 1-2-16-24, 
Taber Instruments Corp. 3-14-15- 


2. 
Technical Appliance Corp. 6. 
Tektronix, Inc. 5-13-35, 
Telechrome Mfg. Corp. 25-31-35. 
Telefunken GmbH. 1. 
Teletronic Industries Corp. 1-26. 
Television Utilities Corp. 31-35. 
Tel-Instrument Electronics Corp. 


1. 

— Instruments Incorporated. 

a. Langham Thompson Ltd. 
1-12-25-28-29-34, 

Torotel Inc. 12. 

Transistor Devices, Inc. 32. 


CANADIAN 


. 


Trio Labs, Inc. 

The Trix Electrical Co., Ltd., 

Truvox Ltd. 1. 

Universal Transistor Prods. 1-3- 
14-15-32. 

United Transformer Corporation. 


12. 
Vari-L Co., Inc. 12. 
Vectrol Engrg., Inc. 23-28. 
Venner Electronics Ltd. 3-25-32- 


Victoreen Instrument Co. 11. 

The Walkirt Co. 3-5-23-25. 

Wardel & Goltermann. 17. 

Waterman Products Co., Inc. 
13-29, 

Webster Electric Co. 16-23-26. 

ween Engrg. & Mfg. Corp. 


Westronics Inc. 19-26-28. 
White Instrument Labs. 17. 
Whiteley Electrical Radio Co., 
Ltd. 2-6-10-23-24-32. 
Winston Electronics Ltd. 1-13. 


ANALYZERS 
10. Intermodula- 
tion 


Isotope 

. Magnetic 
Microwave 
Radar 
Multichannel 
Noise 

. Pulse Height 
Relay 
Servo 

. Spectrum 

. Ultrasonic 

. Vibration 
Video 
Wave 


Analyzers & 

Comparators 
21. Thyratron or 

Phanotron 


Aerovox Canada Ltd. 2. 

Bailey Meter Co. Ltd. 7. 

a Bristol Co. of Canada Ltd 
. Contes General Electric Co 
Ltd. 13-24, 
Canadian Marconi Co., Comm 
Prods. Div. 5-10-13-19-25. 

# Canadian Research Institute 1- 3. 
adian Sonic Co. 22-23. 

adian Westinghouse Co. Ltd., 
Electronics Div. 4. 
Central Scientific Co. of Canada 
7 


td. 7.. 
Collins Radio Co. of Canada Ltd 


Computing Devices of Canada 
Ltd. 


Daystrom Ltd. (Heath) 1-2-5-8-9- 

Daystrom Ltd. (Weston) 2. 

Dominion Electrohome 
_ Ltd. 5-11-22. 


. ~ Cossor 


Indust 
Electronics Ltd. 


Electronic Associates Ltd. 5-11. 

Electronic Communications Ltd 
1-5-6-7-8-9-21-22. 

Engelhard Industries of Canada 
Ltd. 


Ferranti- ‘Pack: ard Electric Ltd. 4, 

Fisher Scientific Co. Ltd 

Found Bros. Aviation Ltd. 7. 

Honeywell Controls Ltd. 7. 

George Kelk Ltd. 9. 

Leeds & Northrup iennde Ltd. 7. 

Lucas - Rotax Ltd. 

Muirhead a ecanee Ltd. 6-8- 
15-18-23- 

Philips Electronics Industries Ltd. 
3-11-16-20-23. 

Raytheon Canada Ltd. 19. 

Servomex Controls Ltd. 18. 

Sperry Gyroscope Co. Ltd. 13. 

Stark Electronic Instruments Ltd. 


Tecneek Associates 2. 

TranSonic Ltd. 22. 

Triad Instruments & Controls 
Ltd 


Amsporne Instrument Lab., Inc. 


satin Electronic Labs., Inc. 
Andersen Labs., Inc. 22. 
Applied Research, Inc. 15-19. 
Audio Instrument Co., Inc. 10. 
BJ Electronics, Borg-Warner 
Corp. 14-16. 
Baird-Atomic, Inc. 11-14-16-19. 
Barnes Development Co. 2. 
Beckman Instruments Inc., 
ley Div. 4-16. 
Beckman Instruments, Inc., 
Scientific Div. 7-19. 
Bendix Aviation Corp., Scintilla 
Div. 9%. 
Boonton Electronics Corp. 5-25. 
British Physical Labs. od 
British Thomson-Houstonr 9. 
oo & Kjaer 56-815. 19-20- 23- 


Berke- 
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Brush Instruments, Div. of 
Clevite Corp. 20. 
Copeetie Instrument Co. Ltd. 


Century Electronics & Instru- 
ments 14-18-23-25. 

Chadwick-Helmuth Co. 23. 

Chemalloy Electronics Corp. 13. 

Computer Control Co., Inc. 4. 

Computer Measurements Corp. 6. 

Conrac, Inc. 6-8. 

Control Electronics Co., Inc. 

Cornell-Dubilier Elec. Corp. 2. 

A/S Danbridge 2. 

Dawe Instruments Ltd. 15-23. 

Diamond Antenna & Microwave 
Corp. 13. 

Divco-Wayne Electronics 22. 

Donner Scientific Co. 25. 

Edin Co., Inc. 6-19-23-25. 

Electronic Measurements Corp 
1-2. 

Electronic Specialty Co. 13-17. 

Electronic Tube Corp. 16-25. 

Empire Devices, Products Corp 

Endevco Corp. 23. 

Epsco, Inc. 4. 

FXR, Inc. 13-19. 

General Communications Co 
13-16. 

The General Electric Co. Ltd. 13. 

General Radio Co. 15-23-25. 

Godart-Mijnhardt NV. 7. 

Gow-Mac Instrument Co 

Gulton Ind. 23. 

Hartmann-Braun A.G. 7. 

Hewlett-Packard Co. 1-5-6-8-15. 

Ideal Precision Meter Co., Inc 
= 

Industrial Control Co. 18. 

Industrial Test Equipment Co. 
5-8-18 

The Infra- Red Development Co 
Ltd. 7. 


International Research & De- 
velopment Corp. 6-23. 

Isotope Developments Ltd. 11-16, 

Kay Electric Co. 1-6-15. 

Kearfott Co., Inc. 13-18-19. 

Laboratory for Electronics, Inc 


13. 
Lavoie Labs., Inc. 19. 
Librascope, Inc. 4-18. 
Measurements, a McGraw-Edison 
Div > 
Metropolitan-Vickers Electrical 
Co. Ltd. 4-12-13. 
Murphy Radio Ltd. 24. 
NRC Equipment Corp. 7. 
National Instr. Labs., Inc. 7. 
Nems-Clarke, Inc. 19. 
New London Instrument Co. 10. 
Norden Div., United Aircraft 
Corp. 3. 
Nuclear Measurements Corp. 16. 
Polarad Electronics Corp. 8-13- 
19-24. 
Potter Instrument, Inc. 4-6. 
Proctor Electric Co. 17. 
Pyramid Electric Co. 2. 
Radiation Instrument Dev 
11-14-16. 
Radiation, Inc. 6. 
Radiation Counter Labs., Inc. 11. 
Radiometer 2-5-15. 
Railway Communications, Inc. 25. 
Rauland Borg Corp. 1. 
S. A. Rochar Electronique 3-14- 
15-16-18-22. 
Rohde & Schwarz 1-5- +s- 10-15- 
16-19-22-23-24-25. 
Sanborn Co. 18. 
H. Scott, Inc. 15. 
Servo Corp. of America 18. 
Servomex Controls Ltd. 18. 
Shalicross Mfg. Co. 17. 
Siemens & Halske, A.G. 1-16. 
Sierra Electronic Corp. 8-25. 
Sigma Instruments, Inc. 17. 
Solarton Electronic Group Ltd 


Labs 


Southwestern Industrial 
Electronic. 23. 

James S. Spivey, 

Sprague Int. Ltd. 2. 

Taylor Electrical Instruments 
Ltd. 2. 

Telerad Mfg. Corp. 6-13-25. 

Tel-Instrument Electronic Corp 
3-24. 


Van Norman Industries, Inc. 19. 

Venner Electronics Ltd. 6. 

The Victoreen Instruments Co. 
3-14-16. 

Wandel & Goltermann 1-10-24, 

Waterman Products Co., Inc. 24. 

Wayne Kerr Labs. Ltd. 2-5-8-24- 


Winston Electronics Ltd. 19. 


ANNUNCIATORS 
ae Electric Corp. 
td. 


Audio Vox Intercom Inc. 
Automatic Telephone Sound 
Services Ltd. 


Electronic Communications Ltd. 

Electronic Materials Interna- 
tional Ltd. 

Electronic Research & De- 
velopment Co. Ltd. 

Ericsson Telephone Sales of 
Canada Ltd. 

Fischer & Porter Canada Ltd 

Milltronics Ltd. 

R. H. Nichols Ltd. 

Powertronic Equipment Ltd. 

Standard Electric Time Co. of 
Canada Ltd. 

F. V. Topping Electronics Ltd 


Auth Electric Co. Inc. 
Control Panel Corp. 

The S. H. Couch Co. Inc. 
Electro-Devices, Inc. 
1.D.E.A., Inc 

Milman Engrg. Co 
Siemens-Schuckertwerke A. G 
Telectro Industries Corp. 
Telephone Mfg. Co., Ltd. 


ANTENNA FEED 
SYSTEMS 


Airtron Canada Ltd. 
Beaconing Optical & Precision 
Mati. Co. Ltd. 
® Canadian General Electric Co. 
Ltd. D. 
® Collins Radio Co. of Canada 
Ltd. 
Electronic Materiels Inter- 
national Ltd. 
Electronic Research 
ment Co. Ltd 
Fleet Mfg. Ltd 
Ferranti-Packard Electric Ltd 
RCA Victor Co. Ltd. 
® Sinclair Radio Labs. Ltd. 
The Wind Turbine Co. of 
Canada Ltd 


& Develop- 


Aerialite Ltd 

Belling & Lee Ltd 

Cascade Res. Div. of Monogram 
Precision Ind. 

Diamond Antenna and Micro- 
wave Corp. 

Dielectric Products Engineering 
Co., Inc. 

Electronic Specialty Co. 

Emerson & Cuming Inc. 

B. F. Goodrich, Sponge Prods. 
Div. 

Hughey & Phillips 

1.T.E. Circuit Breaker Co 

E. F. Johnson Co. 

D. S. Kennedy & Co. 

Meridian Metalcraft, Inc. 

Microwave Associates, Inc. 

Prodelin, Inc. 

Racal Engrg. Ltd 

Radiation, Inc 

W. H. Sanders Ltd. 

Spencer Kennedy Labs., Inc 

Technicraft Lab., Inc. 

Telerad Mfg. Corp. 

Telrex Labs. 

Transco Prods., Inc. 

Waldom Electronics, Inc. 


ANTENNA PEDESTALS— 
Gear Driven Radar 


Aviation Electric Ltd. 
Canadian General Electric Co. 
Ltd., D. 

Decca Radar (Canada) Ltd. 
Ferranti-Packard Electric Ltd 
Fleet Mfg. Ltd 
Found Bros. Aviation Ltd 
RCA Victor Co., Ltd. 

® Raytheon Canada Ltd 

® Sinclair Radio Labs. Ltd. 


Antlab, Inc 

Diamond Antenna & Microwave 
Corp. 

Edo Corp 

L.T.E. Circuit Breaker Co. 

D. S. Kennedy & Co. 

Savage & Parsons Ltd. 

Technical Appliance Corp. 


ANTENNA REFLECTORS 
& LENSES 


Airtron Canada Ltd. 
Amphenol Canada Ltd. 
® Andrews Antenna Corp. Ltd. 
Beaconing Optical & Precision 
Matl. Co. Ltd 
® Canadian General Electric Co. 
Ltd., E.E.&T.D. 
Decca Radar (Canada) Ltd. 
Dominion Aluminum Fabricating 
Ltd. 
Ferranti-Packard Electric Ltd 
Fleet Mfg. Ltd 
Long Sault Woodcraft Ltd. 
R.C.A. Victor Co. Ltd. 
® Raytheon Canada Ltd. 





® Sinclair Radio Labs. Ltd. 
The Wind Turbine Co. of 
Canada, Ltd. 


Edo Corp. 

Emerson & Cuming, Inc. 

Frank R. Cook Co. 

Diamond Antenna Microwave 

Corp. 

Dielectric Products Engineering 
nc. 

Emerson & Cuming Inc. 

The General Electric Co. Ltd. 

Gulton Industries Inc. 

1.T.E. Circuit Breaker Co. 

D. S. Kennedy & Co. 

McMillan Industrial Corp. 

Moran Prods. Co 

Prodelin, Inc. 

W. H. Sanders Ltd. 

Savage & Parsons Ltd. 

Technical Appliance Corp. 


ANTENNA ROTATORS 


Alliance Motors, Div. of the Easy 
Washing Machine Co. Ltd. 
= Canadian General Electric Co. 
Ltd., E.E.&T.D. 
Fleet Mfg. Co. Ltd. 
Found Bros. Aviation Ltd. 
The Garrett Mfg. Corp. of 
Canada Ltd. 
Kitchener Electronic Industries 
RCA Victor Co. Ltd. 
Radio Communications Equip- 
ment & Engrg. Ltd 
Sinclair Radio Labs Ltd. 
The Wind Turbine Co. of 
Canada Ltd. 


Airborne Instruments Lab Inc. 
Alliance Mfg. Co 

Antilab Inc. 

Bogart Mfg. Corp. 
Cornell-Dubilier Elec. Corp. 
Crown Controls Co., Inc. 
Electronic Specialty Co. 
Gulton Industries, Inc. 
Hunter Tools 

E. F. Johnson Co. 

Radiant Corp. 

Savage & Parsons Ltd. 
Telrex Labs. 


ANTENNA TOWERS 

& SUPPORTS 

Aviation Electric Ltd. 

Beatty Bros. Ltd. 

Benco Television Associates Ltd. 

Canadian General Electric Co. 
Ltd., E.E.&T.D. 

“Collben”’ Manufacturing Co. 
Ltd. 

Delhi Metal Products Ltd. 

— Aluminum Fabricating 

td. 

Fleet Mfg. Co. 

Long Sault Woodcraft Ltd. 

oon Radio & Television 


Millard Electric Ltd. 
Northern Electric Co. Ltd. 


Par-Tex Engrg. & Contracting Co. 


Ltd. 
Phillips Electrical co Ltd. 
RCA Victor Co., 
Sinclair Radio Labs. Cid. 
Telequipment Mfg. Co. Ltd. 
em atronics Ltd. 
Valeriote Electronics (Guelph) 
Ltd. 
Walcan Ltd. 
The Wind Turbine Co. of 
Canada Ltd. 


Aerialite Ltd. 

Airborne Instruments Lab., Inc. 

Alprodco Inc. 

Antilab, Inc. 

Belling & Lee Ltd. 

British Insulated Callender’s 
Cables Ltd. 

C.W.S. Waveguide Corp. 

Gulton Industries, Inc. 

Hughey & Phillips 

LE. Mfg. 

= JFD Electronics, Inc. 

D. S. Kennedy \ 

Kenwood Engrg. Co., Inc. 

Prodelin, Inc. 

Rohn Mfg. Co. 

Spencer Kennedy Labs., Inc. 

Stainless Inc. 

Telrex Labs. 

Tri-ex Tower Corp. 


ANTENNA TUNING 
UNITS 


® Andrew Antenna Corp. Ltd. 
Beaconing Optical & Precision 
Matl. Co. Ltd. 
® Canadian General Electric Co. 
Ltd., E.E.&T.D. 


52 


Collins Radio Co. of Canada Ltd. 

Electronic Materiels Interna- 
tional Ltd. 

Northern Electric Co. Ltd. 

RCA Victor Co. Ltd. 

Radio Communications Equip- 
ment & Engrg. Ltd. 

Sinclair Radio Labs. Ltd. 

T. M. C. (Canada) Ltd. 

F. V. Topping Electronics Ltd. 

The Wind Turbine Co. of 
Canada Ltd. 


C.W.S. Waveguide Corp. 

Dik — Antenna & Microwave 
Cor 

Dielectric Products Engineering 

‘o., Inc 

Electronic "Specialty Co. 

E. F. Johnson Co. 

Racal Engrg. Ltd. 

W. H. Sanders Ltd. 

Savage & Parsons Ltd. 

Spencer Kennedy Labs., Inc. 


ANTENNAS 


1. Airborne 
Radar 
Spinner 
Aircraft 


Fixed Sta- 
tion Systems 
fm Receiver 
fm Trans- 
mitter 


Airtron (Canada) Ltd. 1- 2-6-7-15- 
16. 


Amphenol Canada Ltd. 
2-3-9-10-12-20-22-24. 


s Andrew Antenna Corp. Ltd. 6-8- 


10-11-15-16-19-23-24-25. 
Antiference Canada Ltd. 20. 
Aviation Electric Ltd. 14-16. 
Bayly Engineering Ltd. 6-7. 
Beaconing Optical & Precision 

Matl. Co. Ltd. 1-6-8-15-16. 
Beama Engineering Ltd. 9-20. 


# Beatty Bros. Ltd. 5-23. 


Brown Boveri (Canada) Ltd. 5-6- 
7-8. 
Campbell Mfg. Co., Ltd. 4. 


s Canadian General Electric Co. 


Ltd. 1-5-6-7-10-15-16-23-24-25. 
Canadian Motorola Electronics 
td. 6-9-10-15-17-24-25. 
> — * Mfg. Co. Ltd. 3-9-20- 


Collins Radio Co. of Canada 
Ltd. 1-2-6-10-11-15-25. 

Decca Radar (Canada) Ltd. 16. 

Delhi Metal Prods. Ltd. 3-9-20. 

Dominion Aluminum Fabricating 
Ltd. 15. 

— Electrohome Ind. Ltd 
1 


E.M.1.- Cossor Electronics Ltd. 
16-24-25. 

Edo (Canada) Ltd. 6-14-16. 

Electronic Communications Ltd. 
9-10-20-22-24. 

Electronic Materiels Internation- 
al Ltd, 2-13-14-24, 

Electronic Research & Develop- 
ment Co. Ltd. 7-10-16 

Ferranti-Packard Electric Ltd. 
1-2-7-15-16. 

Fisher Research L 2. Ltd. 13-14. 

Fleet Mfg. Lid. 15-16. 

General Instrument—F. W. 
Sickles of Canada Ltd. 13. 

Hackbusch Electronics Ltd. 3. 

Jerrold Electronics (Canada) Ltd. 
6-11-20-22. 

kestews 5 Electric Co. of Canada 


Lindsay Antenna & Specialty 
Prods. 10-20-23. 

Long Sault Woodcraft Ltd. 16. 

McCarter Radio & Television 
Ltd. 8-9-11-18-20-22-24. 

Millard Electric Ltd. 5. 

Northern Electric Co. Ltd. 5-6-7- 


9-23. 

Par-Tex Engrg. & Contracting 
Co. Ltd. 5-15. 

The Plessey Co. of Canada Ltd. 


7. 
Pye Canada Ltd. TV Trans. Div. 
5-6-23. 


RCA Victor Co., Ltd. 5-6-7-8- 
10-11-15-16-24-25. 

Radio Components Ltd. 4. 

Raytheon Canada Ltd. 13-14-15- 


Research Industries Ltd. 
6-7-8- 


Sperry Gyroscope Co.  teieees 
ee ry AD & Tind 


all 
Ta 16-19-25. 
Sinclair Radio Labs. Ltd. 
2-5-6-7-8-9-10-11-13-14-15-16-17- 
18-19-20-23-25. 
T. M. C. (Canada) Ltd. 6-8-14. 
Tele-Radio Systems Ltd. 8-9-10- 
11-14-15-17-24. 
ome Mfg. Co. Ltd. 9-20- 


Tenatronics Ltd. 14-19. 
F. V. Topping Electronics Ltd. 
14. 


be ry Electronics (Guelph) 
1-6-16-24. 
Watkins Electronics Ltd. 22. 
The Wind Turbine Co. of Can- 
ada Ltd. 
3-5-6-7-8-9-10-11-18. 


Advance Components Ltd. 7-16. 

Aerialite Ltd. 3-4-9-12-19-20-22- 

_— Instruments Lab., Inc. 

Alford Mfg. Co. 5-15-20-24-25. 

American Electronic Labs., Inc. 
1-2-6-15-22. 

American Electronics o. 9-12. 

Applied Research Inc. 6- 

Automatic Coil =, ita. “13. 

Rex Bassett Inc. 4-14, 

Belling & Lee Ltd 
3-4-9-12-20-23. 

Bendix Aviation Corp. (CDC) 
1-16. 

Birnbach Radio Co., Inc. 3. 

Bogart Mfg. Corp. 2-6-7-15. 

CWS Waveguide Corp. 1-7-15-16. 

The Carborundum Co., Globar 
Plant. 7. 

Chemalloy Electronics Corp. 7. 

Coaxial Connector Co., Inc. 6-7. 

Control Electronics Co., Inc. 


-13. 

Cornell Dubilier Electric Corp. 

Crowell Designs. 14. 

Dale Prods., Inc. 2. 

Dayton Aircraft Prods., Inc. 2. 

Diamond Antenna Microwave 
Corp. 1-15-16-18. 

Dielectric Products Engineering 
Co., Inc. 2-5-6-8-9-10-11-14-15- 
17-20-23-24-25. 

Eitel-McCullough, Inc. 7. 

Electronic Specialties Mfg. Corp. 
2-15-16-24-25. 

Emerson & Cuming, Inc. 7-15. 

- Devices Products Corp. 
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FXR, Inc. 15. 

Filmohm Corp. 7. 

Finney Co. 9-20-21. 

The Gabriel Co. 6. 

General Cement Mfg. Co. 4-8-12- 
15-16-19-20-21-23-24. 

™* General Electric Co. Ltd. 
-15. 

General Radio Co. 7. 

B. F. Goodrich Sponge Prod. 
Div. 7. 

Grundig Radio Works. 6-20. 

Guest Prods. Corp. 14. 

Gulton Industries Ltd. 
1-2-6-11-13-15-16-18. 

— Electronics Co. 20-21- 


Hughey & Phillips. 6. 

Hy-Gain Antenna Prods. 11-18. 
JFD Electronics, Inc. 20-21. 
Jerrold Electronics Corp. 22. 

E. F. Johnson Co. 18, 

M. > Jones Electronics Co., Inc. 


Kaar Engrg. Corp. 13. 

D. S. Kennedy & Co. 15-16. 
Lapp Insulator Co., Inc. 7. 
—o Electronic Prods., Inc. 


Meridian Metalcraft, Inc. 15-16. 

Microlab. 7. 

Microwave Associates, Inc. 7. 

Mosley Electronics Inc. 18. 

Murphy Radio Ltd. 2-16. 

Narda Microwave Corp. 7. 

Nems Clarke, Inc. 6-9-18-24. 

Norden =" United Aircraft 
Corp 

Peerless Prods. Ind. 4-12-19. 

Permanoid Ltd. 20. 

Phaostron Instrument & Elec- 
tronic Co. 2. 

Photo Crystals, Inc. 6. 

Polarad Electronics Corp. 15. 

Polyphase Instrument Co. 7. 

Premax Prod., Div. of Chisholm- 
Ryder Co., inc. 2-8-11-14-19-24. 

Prodelin, Inc. 3-15. 

Radiation, Inc. 


Radion Corp. 12-20. 

Redifon England Ltd. 13. 

—, * Schwarz 3-6-7-8-10-11- 

S. & A. Electronics 9-20. 

W. H. Sanders Ltd. 1-15-16-18. 

Savage & Parsons Ltd. 16. 

Scala Radio Co. 
10-11-20-22-23-24. 

Sierra Electronic Corp. 7. 

Sioux Radio Prod. 24. 

Spencer Kennedy Labs., Inc. 9- 
10-23. 

The States Co. 7. 

Stratton & Co. Ltd. 14. 

Superex Electronics Corp. 12-13. 

Technical Appliance Corp. 1-6-9- 
11-15-16-20-25, 

Telectro Industries Corp. 7. 

Telerad Mfg. Corp. 2-6-15-16. 

Telrex Labs. 11-18-25. 

J. Langham Thompson Ltd. 24. 

Transco Prods., Inc. 1-2-3-7-15- 
16-24. 

Vee Electronics Mfg. Corp. 
20-22. 

WacLine, Inc. 7. 

Walsco Electronics Mfg. Co. 20. 

Ward Prods. Corp. 4-9. 


ATTENUATORS 


4. ——~ 
a 
3. Microwave, Fixed 
Adjusted & 5. Microwave 
Calibrated ‘ be 4 


Aerovox Canada Ltd. 2. 

Advance Components Ltd. 2. 

Airtron Canada Ltd. 3. 

Automatic Telephone & Sound 
Services Ltd. 1. 

Bayly Engineering Ltd. 2-3. 

Benco Television Associates Ltd. 


Comm. 


Radio 


6. 
Canadian Marconi Co., 
Prods. Div. 1. 
Canadian Marconi Co., 
Relay Div. 3-4-5. 
Canadian Research Institute 6. 
E.M.1.-Cossor Electronics Ltd. 4. 
Electronic Communications Ltd. 
1. 


Ferranti-Packard Electric L . 

Hackbusch Electronics Ltd. 1. 

Helipot Div., Beckman Instru- 
ments, Inc. 2. 

Jerrold Electronics (Canada) Ltd. 


Lenkurt Electric Co. of Canada 
Ltd. 1. 


Muirhead Instruments Ltd. 1-2. 
National Sound Services Ltd. 1-2. 
Pylon Electronic Development 
Co. Ltd. 4-6. 
Renfrew Electric Co. Ltd. 1-2. 
Sinclair Radio Labs. Ltd. 3-4-5. 
Sperry Gyroscope Co. 3-5-6. 
Standard Telephones & Cables 
Mfg. Co. (Canada) Ltd. 6. 
Vector Labs. Inc. 1-2. 


Advance Components Ltd. 1-2. 
Airborne Instrument Lab., Inc. 6 
American Electronic Lab., Inc. 
6 


Anderson Labs., Inc. 6. 

Applied Research, Inc. 4-6. 

Belling & Lee Ltd. 6. 

BJ Electronics, Borg-Warner 
Corp. 2-6. 

Blonder-Tongue Labs., Inc. 6. 

Bogart Mfg. Corp. 3-4. 

British Physical Labs. 1-2-3-6. 

Cascade Research Div. 3. 

Chadwick-Helmuth Co. 2. 

Cinema Engrg. Div. of Aerovox 
Corp 

Clarostat Manufacturing Co. 1-6. 

Coaxial Connector Co., Inc. 

1-2-3-4-5-6. 
Control Electronics Co., Inc. 


5-6. 
A/S Danbridge. 2. 
Danbury-Knudsen Div. of Am- 
phenol Electronics Corp. 6. 
The Daven Co. 1-2-3-5. 
Dawe Instruments Ltd. 1-2. 
De Mornay-Bonardi 3-4. 
Diamond Antenna Microwave 
Corp. 3-4-5. 
Douglas Microwave Co. Inc. 


Electro-Measurements, Inc. 2. 

Electrodyne Corporation. 1. 

Electronic Associates Inc. 2. 

Electronic Specialty Co. 3-4-5. 

Emerson & Cuming, Inc. 3-5. 

Empire Devices Prods. Corp. 2-3- 
4-5-6. 

Entron, Inc. 6. 

FXR, Inc. 3-4. 

Film Capacitors Inc. 2. 

Filmohm Corp. 3-4-5-6. 

General Radio Co. 2. 

B. F. Goodrich Sponge Prods. 
Div. 3-4-5. 

Gulton Industries 2. 
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Hewlett-Packard Co. 1-2-3-5-6. 
E. F. Johnson Co. 6. 
Julie Research Labs., Inc. 2. 
Kay Electric Co. 2-3-5-6. 
Labtronics, Ltd. 1. 
Lintronic Ltd. 2. 
Maury & Associates 1-3-4-6. 
Measurements, A McGraw 
Edison Div. 2-6. 
Meridian Metalcraft, Inc. 
Microlab 4-5-6. 

Microwave Associates, Inc. 3. 
Microwave 
Inc. 3. 
Narda Microwave Corp. 4-5. 

Ortho Filter Corp. 6. 
Painton & Co. Ltd. 1-2-6. 
Photo Crystals, Inc. 3. 

Radar Design Corp. 3-4. 
Radiometer 2. 

Rohde & Schwarz 1-2-3-4-5-6, 


W. H. Sanders (Electronics) Ltd. 


3-4-5. 
Shallcross Mfg. Co. 1-2. 
Siemens & Halske A.G. 1. 
Telefunken, GmbH. 1. 
Tech. Labs., Inc. 2-6. 
Telerad Mfg. Corp. 2-6. 
Telectronics Labs., Inc. 2-6. 
Telonic Industries, Inc. 2-3. 
Trans Electronics Corp. 1. 
Trad Electronics Corp. 2-3. 
Vidaire Electronics Mes. Corp. 


1-6. 
Waveline Inc. 3-4-5. 
Weinschel Engineering & Mfg. 
Corp. 2-3-4-5. 
® Welwyn Electrical Labs., Ltd. 1. 


BAFFLES—Speaker 


Addison Industries Ltd. 
Armaco Branded Electronic 
Components. 

Audio Vox Intercom Ltd. 
Bishop Sons & Co. Ltd. 

# Canadian General Electric Co., 
Dalyn Industries 

s E.M.1. Cossor Electronics Ltd. 
Electronic Communications Ltd. 
Electronic Enterprises Ltd. 


Electronic Research & Develop- 
ment 
masinecned Sound Systems Ltd. 
Ericsson Telephone Sales of 
Canada Ltd. 
Hackbusch Electronics Limited 
Hammond Mfg. Co. Ltd. 
McCurdy Radio Industries Ltd. 
National Sound Services Ltd. 
Northern Electric Co. Ltd. 
Peffer Sound Systems Ltd 
Peter Munk Associates Ltd. 
Ronnie Leather Goods. 
Woodcraft Service Co. 
York Woodcraft Ltd. 


Argos Prods. Co., Inc. 

R. J. Audio Prods. 

Beam-Echo Ltd. 

Croname, Inc. 

Fourjay Industries 

Hartley Prods. Co. 

Isophon Speakers 

Jensen Mfg. Co. 

Lowell Mfg. Co. 

R. W. Neill Co., Inc. 

Peerless Fabrikkerne A/S. 

Peerless Prods., Inc. 

Premier Metal Prods. Co. 

Racon Electric Co. Inc. 

Saxton Prods., Inc. 

Sonotone Corp. 

Soundolier, Inc. 

Stromberg Carlson Co. 

Tannoy Prods., Ltd. 

The Trix Electrical Co. Ltd. 

Utah Radio Prods. Corp. 

Vitavox Ltd. 

Wharfedale Wireless Works Ltd. 

aw Electrical Radio Co. 
td. 


BARRETTERS 


Amalgamated Electric Corp. Ltd. 


Sperry Gyroscope Co. 


® Rogers Electronic Tubes & Com- 
ponents, Div. of Philips Elec- 


tronic Industries, Ltd. 


Elektromesstechnik Wilhelm 
Franz 
= Measurements, A McGraw- 
dison Div. 
s Siemens Edison Swan Ltd. 
s Siemens & Halske A.G. 


BATTERIES 
1. Dry 


2. Mercury 
3. Standard 
Cell 


4. Storage 
5. Storage 
Nonspill 


Amalgamated Electric Corp., 
Ltd. 4 


CANADIAN ELECTRONICS ENGINEERING JUNE 


3-4-6. 


Development Labs., 


# Automatic Electric (Canada) 
Ltd. 


Burgess Battery Co. 1. 

The Canadian Fairbanks-Morse 
Co. Ltd. 1-4, 

Daystrom Ltd. (Weston) 3. 

Electric Storage Battery Co. 4. 

Globelite Batteries Ltd. 4. 

Gould-National Batteries of 
Canada Ltd. 3-4-5. 

Hart Battery Co. Ltd. 4, 

Leeds & Northrup Canada Ltd. 

Mallory Battery Co. of Canada 
Ltd. 1-2- 

Muirhead Instruments Ltd. 3. 

National Carbon Co. 1-3-4, 

Polytronics Co. 3. 

Ray-O-Vac (Canada) Ltd. 1. 

Silvercel of Canada Ltd. 4-5. 

Syntron (Canada) Ltd. 6. 

ver Leonard of Canada Ltd. 
-4. 


Cambridge Instrument Co. Ltd. 
Chloride Electrical Storage Co. 
Ltd. 4. 


Frank R. Cook 4-5. 
Gill Electric Mfg. Corp. 4. 
Gulton Industries, Inc. 4-5. 
Magnavox Co. 2. 
Metra Corporation 3. 
Patterson, Moos Div. of Uni- 
versal Winding Co., Inc. 4. 
W. G. Pye Co. Ltd. 3. 
Reading Batteries 2-3-4-5. 
Siemens & Halske A.G. 6 
Sonotone Corp. 4. 


BATTERY CHARGERS 


” ‘Driven 
3. Metallic 
Oxide 

Acme Electric Corp. Ltd. 5-6. 
Aircraft Appliances & Eqpt. Ltd. 


6. Selenium 


Amalgamated Electric Corp. 
Ltd. 6. 

Automatic Electric (Canada) 
Lt 


Bepco Canada Ltd. 6. 

The Canadian Fairbanks-Morse 
Co. 2-4-5. 

Canadian General Electric Co., 
E.E. & T.D. 3-4. 

Canadiz - Line Materials Ltd. 
1-3-5-6, 

Canadian Research Institute. 
1-3-5- 

Canadian Westinghouse Co. Ltd., 
Electronics Div. 

Davis Automatic Controls Lid 
5 


5-6. 
Electric Storage Battery Co. Ltd. 
6 


Electronic Communications Ltd. 


Electronic Controls Ltd. 1-3-5-6, 
Electronic Engineering. 6. 
Ericsson en Sales of 
Canada Ltd. 
B. F. Goodrich C and ada Ltd. §. 
Ind. Electronics Div. C. C. Mere- 
dith 1-2-4-5-6. 
Joy Mfg. Co. (Canada) Ltd. 5. 
Magnetic Coil Co. 5-6, 
National Sound Services Ltd. 6. 
R. H. Nichols Ltd. 3-6. 
Osborne Electric Co. Ltd. 1-6. 
Powertronic Equipment Ltd. 5-6 
Research Industries Ltd. 1-6. 
Rotronic Corp. Ltd. 5. 

Sola Electric (Canada) Ltd. 3-5. 
Standard Telephones & Cables 
Mfg. Co. (Canada) Ltd. 6. 
Standard Television Prods. Ltd. 


F. V. Topping Electronics Ltd. 


Triad Instruments & Controls 
Ltd. 6. 


American Television & Radio. 5. 

Beckman Instruments Inc., 
Instruments Div. 1. 

Christie Electric Corp. 3-5-6. 

H. wg & Co. (Manchester) 


Ltd. 6. 
Control Panel Corp. 1-3-6. 
Cornell Dubilier Electric Corp. 


The Electronic Construction Co, 
Electronic Instrument Co., Inc. 
6 


Electronic Measurements Corp. 3. 

Etelco Ltd. 3. 

Fansteel Metallurgical Corp. 1-6. 

Leach Corp. Inet. Div. 2-4-6, 

Lorain Prods., Corp. 3-4-6. 

P. R. Mallory & Co. Inc. 6. 

Motor Generator Corp. 2-4. 
J.E. Corp. 6. 

Nutron Mfg. Co., Inc. 5-6, 
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Opad Electric Co. 1-3-5-6. 
Pelapon Engines Ltd. 2. 

Perkin Engrg. Corp. 3-6. 
S.A.F.T. Accumulateurs. 4-5. 
Schauer Mfg. Corp. 

Siemens Edison Swan Ltd. 1-6. 
Siemens-Schuckertwerke A.G. 


Siemens & Halske A.G. 3-6. 
Triple-A Specialty Co. 5-6. 


Universal Transistor Prods. Corp 
5 


Vectrol Engrg. Inc. 1. 
Walker Rectifier Co. 1. 


Westinghouse Brake & Signal Co. 


Ltd. 3-6 


BEACONS—Radar 
Beaconing Optical & Precision 
Matis. Co. Ltd. 
Canadian General Electric Co., 
Ltd., T.D. 
Collins Radio Co. of Canada 


x a Radar (Canada) Ltd 
E.M.I.-Cossor Electronics Ltd. 
Ferranti-Packard Electric Ltd 
Measurement Engrg. Ltd. 
RCA Victor Co. Ltd 

Raytheon Canada Ltd 

— ardson-Allen of Canada Ltd. 


ane Gyroscope Co. 

The Wind Turbine Co. of 
Canada Ltd. 

Atomic Labs., Inc. 

Airtron, Inc. 

Bendix Aviation Corp. 

Bomac Labs., Inc. 

Control Electronics Co., Inc. 

D esigners for Industry, Inc 

Emerson & Cuming, Inc. 

General Communications. 

Lavoie Labs., Inc 

Measurements, A McGraw- 
Edison Div. 

Murphy Radio Ltd. 

Perkin Engrg. Corp 

Telerad Mfg. Corp. 

Transco Prods., Inc. 


BEACONS— 
Radio Navigation 
Beaconing Optical & Precision 
Matis. Co. Ltd 
Canadian General Electric Co 


td 
Collins Radio Co. of Canada Ltd. 


Decca Radar Canada Ltd 
E.M.1.-Cossor Electronics Ltd 
Electronic Research & Develop- 
ment Co. Ltd. 
Ferranti-Packard Electric Ltd 
Fisher Research Lab. Ltd. 
Measurement Engrg. Ltd 
Radio Communications Equip- 
ment & Engrg. Ltd 
Raytheon Canada Ltd 
Standard Telephones & Cables 
Mfg. Co. (Canada) Ltd. 
Airborne Instruments Lab. Inc. 
Control Electronics Co., Inc. 
Radio Corp. of America. 
Simmonds Aerocessories, Inc. 
Transco Products, Inc. 


BEARINGS 


1. Jewel 
2. Miniature 


4. Radar An- 
tenna, Ball 
Ball or Roller 

3. Miniature 

Needle 


The wre, Fairbanks-Morse 
Co. Ltd. 
® Canadian ‘i arch Institute 1. 
—- Fibre Co. of Canada 
Ltd. 
R&M —_ Canada Ltd. 
2-3-4. 


Dynamic Gear Co. Inc. 2-4. 
Fischer Bearings Co. Ltd, 2-4. 
Golay-Buchel. 1. 

Hartford Steel Ball Co., Inc. 1. 
Landis & Gyr, Inc. 2. 

Marion Electrical Instr. Co. 1. 


Miniature Precision Bearings, Inc. 


-2-3. 


Norma-Hoffman Bearings Corp. 
PIC Design Corp. 2. 


BENDS—Microwave 
Airtron Canada Ltd. 

® Andrew Antenna Corp. Ltd. 
Collins Radio Co. of Canada 


Ltd. 
# E.M.I.-Cossor Electronics Ltd. 
® Sinclair Radio Labs., Ltd. 


Bogart Mfg. Corp. 

Chemalloy Electronics Corp. 

Diamond Antenna Microwave 
Corp. 


= Products Engrg. Co., 


De Mornay-Bonardi 

FXR, Inc 

B. F. Goodrich, Sponge Prods. 
Div. 

I.T.E. Circuit Breaker Co. 

D. S. Kennedy & Co. 

Measurements, A McGraw- 
Edison Div. 

Meridian Metalcraft, Inc 

Microwave Associates, Inc. 

Narda Microwave Corp. 

Radio Corp. of America. 

Rohde & Schwarz 

W. H. Sanders Ltd 

Technicraft Labs., Inc 

Telerad Mfg. Corp. 

Transco Prods., Inc 

Waveline, Inc. 


BLOCKS—Fuse Blocks 
& Holders 


® Burndy Canada Ltd 
s Canadian General Electric Co. 
Ltd., E.E. & T.D. 


Electronic Components Ltd. 

Ericsson Telephone Sales of 
Canada, Ltd. 

H. B. Etlin Co. Ltd 

Holub Industries Inc 

Great Lakes Electrical Special- 
ties, Ltd 

Lenkurt Electric Cu. of Canada 
Ltd 

National Fibre Co. of Canada 
Ltd 


Oki & Willadsen Ltd. 

Raytheon Canada Ltd 

Smith & Stone Ltd. 

Spaulding Fibre Co. of Canada 
Ltd. 

United-Carr Fastener Co. of 
Canada Ltd 

Accurate Electronics Corp 

Aerialite Ltd. 

Aerolite Electronics Corp. 

Amatom Electronic Hardware 
Co., Inc 

Belling & Lee Ltd. 

A. F. Bulgin & Co. Lid 

Bussmann Mfg., Div., McGraw- 
Edison Co. 

Hugh H. Eby Co. Inc. 

Fuse Indicator Corp. 

Littelfuse Inc 

Permonite Mfg. Co. 

Walker Rectifier Co. 

Walso Electronics Mfg. Co. 


BLOWERS—Small 


Canadian Armature Works Inc. 

Canadian General Electric Co. 
Ltd., E.E. & T.D. 

The Canadian Fairbanks-Morse 
Co. Ltd. 

Canadian Westinghouse Co. Ltd. 

Dominion Electrohome Indus- 
tries Ltd. 

The Garrett Mfg. Corp. of 
Canada Ltd 

The Hoover Co. Ltd 

Joy Mfg. Co. (Canada) Ltd. 

Northern Radio Mfg. Co., Ltd. 

The Plessey Co. of Canada Ltd. 

Torrington Mfg. Co. of Canada 
Lid 


Air-Marine Motors, Inc 

Amco Engineering Co 

Diehl Mfg. Co 

Globe Ind. Inc. 

Great Lakes Mfg. Corp 

Ideal Industries Ltd 

Induction Motors Corp. 

McLean Engrg. Labs. 

John Oster Mfg. Co. 

H. P. Preis Engraving Machine 
Co 

Ripley Co., Inc. 

Rotating Components, Inc 

Rotron, Inc. 

Sanders Associates, Inc 

Servomechanisms Inc., 
Mechatrol Div. 


BOARDS—Capacitor or 
Resistor 


Allied Circuit Techniques Ltd. 

Cambridge Thermionic 

Cyanamid of Canada Ltd 

Electronic Communications Ltd 

Lenkurt Electric Co. of Canada 
Ltd. 

Measurements Engrg. Ltd. 

Oki & Willadsen 

Renfrew Electric Co. Ltd 

Servomechanisms (Canada) Ltd. 

Spaulding Fibre of Canada Lid 

T.M.C. (Canada) Ltd. 

F. V. Topping Electronics Ltd. 

s United-Carr Fastener Co. of 

Canada 





Aerolite — Corp. 
Atlas E-E C 

Automatic Coil Co., Inc. 
A. F. Bulgin & Co. Ltd. 
Firma Tage Schouboe 
Grayhill, Inc. 

Harwin Engineers Ltd. 
Julie Research Labs., Inc. 
Lerco Electronics, Inc. 
Littelfuse Inc. 

Litton Industries, Inc. 
National Tel-tronics Corp. 
Walker Rectifier Co. 


BOARDS—Plotting 
® Canadian Westinghouse Co., 
Ltd., Electronics Div. 
Beaconing Optical & Precision 
Matis. Co. Ltd. 
Ferranti-Pa ere Electric Ltd. 
George Kelk 
Oki & Willadsen ‘Ltd. 


California Computor Products 
Electronic Associates Inc. 
Servo Corp. of America 

Tally Register Corp. 


BOARDS—Plug 
® Allied Circuit Techniques Ltd. 
® Canadian Westinghouse Co. 
Ltd., Electronics Div. 
Cyani umid of Canada Ltd. 
” a itional Business Machines 


Ce 
Reskuet Electric Co. of Canada 
Ltd. 


Oki & Willadsen Ltd. 
Standard Electric Time Co. of 
Canada Ltd. 


Electronic Assoc. Inc. 
Harwin Engineers Ltd. 
Lerco Electronics, Inc. 
National Tel-Tronics Corp. 
Pomona Electronics Co. 


BOARDS—Strip Type 

= Cambridge Thermionic 
Measurement Engrg. Ltd. 
Oki & Willadsen Ltd. 
Spaulding Fibre of Canada Ltd. 


Alcon Metal Prods., Inc. 
Auth Electric Co. Inc. 
Automatic Coil Co., Inc. 
Grayhill, Inc. 

Harwin Engineers Ltd. 
Lerco Electronics Inc. 
Litton Industries, Inc. 
Mandex Mfg., Co. 
National Tel-Tronics Corp. 
Permonite Mfg. Co. 


BOBBINS 


C. Coil Winding 
T. Transformer Winding 
Cyanamid of Canada Ltd. C-T. 
Ericsson Telephone Sales of 
Canada Ltd. C. 
National Fibre Co. of Canada 
Ltd. C. 
Oki & Willadsen Ltd. C. 
Osborne Electric Co. Ltd. C-T. 
Paisley Products of Canada Ltd. 


-T. 
Polytronics Co. C-T. 
# S. G. Smallwood Ltd. C. 
Spaulding Fibre of Canada Ltd. 
c-T. 


Advance Components Ltd. C. 
American Molded Prods. C. 
Associated American Winding 
Machinery. C-T. 
Boesch Mfg. Co., Inc. C. 
H. Sg & Co. (Manchester) 
Ltd. C-T. 


Cosmo Plastics. C. 


Crown Industrial Products Co. C, 


Electronic Mechanics, Inc. C-T. 

Epco Products, Inc. C. 

Gries Reproducer Corp. C. 

Julie Research Labs. Inc. C. 

Precision Tube Co., Inc. C. 

Whiteley Electrical "Radio Co. 
Ltd. C-T 


BOOSTERS—Television 


Addison Industries Ltd. 
Beama Engrg. Ltd. 


Benco Television Associates Ltd. 


Canadian General Electric Co., 
E.E. & T.D. 


E.M.I. - Cossor Electronics Ltd. 
Jerrold Electronics Corp. 
Regency Electronics Ltd. 
Standard Television Prods. Ltd. 
Watkins Electronics Ltd. 


Aerialite Ltd. 

Belling & Lee Ltd. 
Blonder-Tongue Labs., Inc. 
Entron, Inc. 

General Cement Mfg. Co. 
Murphy Radio Ltd. 
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Technical Appliance Corp. 
Television Utilities Corp. 


BREADBOARD KITS— 


Electronic 

Addison Industries Ltd. 

Allied Circuit Techniques Ltd. 

Helipot Div., Beckman Inst. 

Philco Corp. of Canada Ltd. 

Rogers Electronic Tubes 
Components, Div. of Philips 
Electronics Industries, Ltd. 


Stark Electronic Instruments Ltd. 


A.P.T. Electronics Ltd. 

Allen B. Du Mont Labs., Inc. 

National Co., Inc. 

P.L.C. Design Corp. 

Pomona Electronics Co. 

Precision Metal Products 

Rainbow Radio Mfg. Co. Ltd. 

Reeves Instrument Corp. 

Science Electronics, Inc. 

Servomex Controls Ltd. 

Stanley Aviation Corp. 

Technibilt Corp. 

Vactric (Control Equipment) 
Ltd. 

Vector Electric Co. 


BREAKERS—Circuit 


Canadian Controllers Ltd. 

Canadian Cutler-Hammer Ltd. 

Canadian wea  wonmes Co. 
Ltd., E.E. & ° 

Canadian W 2: Co. Ltd. 

Osborne Electric Co., Ltd. 

Lucas-Rotax Ltd. 

Pioneer Controls Ltd. 

The Plessey Co. of Canada, Ltd. 

Tecneek Associates. 

Belling & Lee | Ltd. 

Ellenberger & Poensgen GmbH. 

George Ellison Co. 

Heinemann Electric Co. 

Littelfuse Inc. 

M.T.E. Control Gear Ltd. 

Mechanical Products, Inc. 

Metals & Controls Corp. 

S.K.L. Instruments. 

Siemens-Schuckertwerke A.G. 

The Wood Electric Co. 


BRIDGES 


1. Capacitance 
2. Cathode 


6. Megohm 

7. Resistance 
8. Temperature 
9. Thermistor 


Interface 


Impedance 


3. Electrical 10. vhf 
4. Impedance 
5. Inductance 


11. Wheatstone 


Advance Components Ltd. 1-4-5. 

Aerovox Canada Ltd. 1 

Bach Simpson Ltd. 8-9. 

Barber-Colman of Canada Ltd 
8-9-11. 

Bayly Engineering Ltd. 4-5. 

The Bristol Co. of Canada Ltd. 


7-8. 

Canadian wets Electric Co. 
Ltd., E.E. & T.D. 3-7. 

Canadian Marconi Co., Comm. 


Prods. Div. 1-4-5-7-11. 

Canadian Research Institute. 1-3- 
6-7-8-9-11. 

Central Scientific Co., of Canada 
Ltd ° 

Daystrom Ltd. (Heath) 4. 

Honeywell Controls Ltd. 7-11. 

Leeds & Northrup (Canada) Ltd. 
1-7-8-11. 

Measurement Engrg. Ltd. 8-9. 

Muirhead Instruments Ltd. 1-3-4- 
§-7-i1. 

Polytronics Co. 6-7-8-11. 

Sinclair Radio Labs. Ltd. 9. 

Standard Telephones & Cables 
Mfg. Co. (Canada) Ltd. 4. 

Tecneek Associates 1-3-4-5-6-7-11. 

Thermovolt Instruments Ltd. 
3-4-5-6-7-8-9-10-11. 

Tinsley Instruments (Canada) 
Ltd. 1-3-5-6-7-8-10. 

Triad Instruments & Controls 
Ltd. 8-9. 

Vector Labs. Inc. 3-8-9-11. 


AEG 3-6-7-8. 

Aero Research Instrument Co., 

Alford Mfg. Co. Inc. = 

Allegany Instr. Co., Inc. 

Associated American W inding 
Machinery. 1-3-7. 

Associated Research, Inc. 6-7. 

Avien, Inc. 1-8. 

Avo Ltd. 1-3-4-5, 

B & F Instruments Inc. 7. 

Barnes Development Co. 1-6-7. 

Beckman Berkeley Div. 7 

Boonton Electronics Corp. 1-3-4- 


5-7, 
Bruel & Kjaer 1-3-4-5-7. 


# British Physical Labs. 


1-3-4-5-6-7-8-11. 


Cambridge Instrument Co. Ltd. 
1-3-4-5-6-7-8-11. 
Chadwick-Helmuth 1-4-5-7. 
Clough-Brengle Co. 1. 
Consolidated Resistance Co. of 
America. 1-3-4-6-7-8-9-11. 
Cornell-Dubilier Elec: Corp. 1. 


Croydon Precision Instrument Co. 


7-11. 
Dale Prods. Inc. 7. 
A/S Danbridge. 1-3-4-5-7. 
Dawe Instruments Ltd. 1-4-5-6-7. 
Dyna-Empire, Inc. 11. 
Electro-Measurements Corp. 1-3- 
4-5-7-11. 
Electronic Instruments Ltd. 6-7. 


Electronic ——yry Corp. 1. 


Fisher Research Lab. 

John Fluke Mfg. Co., = 3, 

Franklin Electronic, inc. 1. 

General Radio Co. 1-4-5-6-11. 

Guiton Ind. 1-9. 

Hartmann & Braun A.G. 1-3-4-5- 
6-7-9-11. 

Hewlett-Packard Co. 4-10. 

Industrial Control Co. 1. 

Industrial Development Labs., 
Inc. 1-4-7-9. 

Industrial Instruments, Inc. 
4-6-11 


I/S Jensen Electric. 1. 

_ ae Labs. Inc. 

Kearfott Co. Inc. 7. 

Dipl. Ing. Ulrich Knick. 6. 

Manson Labs., Inc. 2 

Measurements, A McGraw- 
Edison Div. 9. 

Metra Corp. 3-6-7-11. 

Metrawatt A.G. 11. 

Metronix 1-4-5-6-7. 

Mid- wer Electronics. 
1-3-4-5- 

Muirhead a ‘Co. Ltd 
1-3-4-5-7-11 

Narda Microwz ave Corp. 9. 

Nash & Thompson Ltd. 1. 

National Co. Inc. 1-7-11. 

W. G. Pye Co., Ltd. 3-4-5-6-7-8- 
9-11. 

Radiometer 1-4-5-6-7. 

Ribet Desjardins 6 

Rinco, Inc. 1-4-5-7-11. 

Robertshaw-Fulton Controls Co., 
Instrument Div. 1-3. 

Rohde & Schwarz 1-3 _ 5-7. 

Arthur C. Ruger, Inc. 8. 

Gebr. Ruhstrat. 3-5-7-10-11. 

Savage & Parsons Ltd. 7-8-11. 

Shalicross Mfg. Co. 1-3-6-7-11. 

Siemens & Halske, A.G. 1-7. 

Sifam Electrical Instrument Co. 
Ltd. 8-9. 

Simmonds Aerocessories Inc. 1 

Southern Instruments Ltd. 11. 

Southwestern Industrial Elec- 
tronics Co. 1-5-7. 

James S. Spivey Inc. 4. 

Sprague International Ltd. 

H. W. Sullivan Ltd. 6-11. 

Tech. Laboratories, Inc. 11. 

Telerad 5 vias Corp. 9. 


2 Waters Mfg. Inc. 2. 


Wayne Kerr 1-3-4-5-7-i0. 


BROADCAST INPUT 


CONTROL EQUIPMENT 


The — Superior Electric 


Co. Ltd 
Canadian General Electric Co. 
Ltd., E.E. & T.D. 
Canadian Research Institute 
Collins Radio Co. of Canada 
td. 


E.M.1.-Cossor Electronics Ltd. 
Electronic Communications Ltd. 
McCurdy Radio Industries Ltd. 
R. H. Nichols Ltd. 

Northern Electric Co. Ltd 
RCA Victor Co., Ltd. 


W. L. Maxson Co. 
Telefunken GmbH. 


BUSHINGS—Hermetically 
Sealed 


Osborne Electric Co., Ltd. 
Paisley Prods. of Canada Ltd 


® Quality Hermetics Ltd. 


Automatic & Precision Mfg. Co. 

Corning Glass Works, Electrical 
Prods. Div. 

Henry & Thomas Ltd. 

Lundey Associates, Inc. 


BUSHINGS—Meetallic 


R & M Bearings Canada Ltd. 
Y.W. Small Parts Ltd. 


Amatom Electronic Hardware 
Co., Inc. 

Birnbach Radio Co., Inc. 

General Cement Mfg. Co. 

Johnson Bronze 


Litton Industries, Components 
iv. 
Peerless Prods., Inc. 


BUSHINGS—Nonmetallic 


Armet Industries Ltd. 

Continental-Diamond Fibre of 
Canada Ltd. 

Cyanamid of Canada Ltd. 

Johnson Bronze 

Lion Rubber & Plastics Ltd. 

National Fibre Co. of Canada 
Ltd. 

Paisley Prods. of Canada Ltd. 

R & M Bearings Canada Ltd. 

Spaulding Fibre Co. of Canad: 


Ltd. 
Y.W. Smali Parts Ltd. 


Birnbach Radio Co., Inc. 
Geo. Bray & Co. Ltd. 
Centralab Div., Globe-Union, 


Inc. 
H. Clarke & Co. (Manchester) 


Electronic Mechanics, Inc. 
General Cement Mfg. Co. 
Heyman Mfg. Co 

Peerless Prods., Inc. 
Polypenco, Inc. 


Cc 


CABINETS—Metal 
Amalgamated Electric Corp. Ltd. 
Bailey Meter Co., Ltd. 
Barber-Coleman of Canada Ltd. 
Bishop Sons & Co. Ltd 
Canadair Ltd 
Canadian Admiral C orp. Ltd. 
Canadian wert Electric Co, 

Ltd., T.D 
Canadian Line Mz aterig als Ltd. 
= Radio Co. of Canada 
td. 


Croname (Canada) Ltd. 
— Aluminum Fabricating 
td. 

Electronic Communications Ltd. 

Electronic Research & Develop- 
ment Co. Ltd. 

Fleet Mfg. Ltd 

The Foxboro Co. Ltd. 

Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 

Hammond Mfg. Co. Ltd. 

Humble Mfg. Co. Ltd. 

Lenkurt Electric Co. of Canada 
Ltd. 

Measurement Engrg. Ltd 

National Sound Services Ltd. 

Northern Electric Co. Ltd. 

Powertronic Equipment Ltd. 

Proto Tools of Canada Ltd 

RCA Victor Co. Ltd. 

Renfrew Electric Ltd. 

Research Industries Ltd. 

Spilsbury & Tindall Ltd. 

Strippit Tool & Machine Co. 

T.M.C. (Canada) Ltd. 

Tele-Radio Systems Ltd. 

Waterloo Metal Stampings Ltd. 

A. P. T. Electronics Ltd. 

Akro-Mils, Inc. 

Amco Engineering Co. 

Bud Radio Inc. 

Budelman Electronics Corp. 

Churchill Lighting Corp. 

Conrad, Inc. 

Control Panel Corp. 

Craig Systems Inc. 

Edo Corp. 

Falstrom Co. 

Alfred Imhof, Ltd. 

Meridian Metalcraft, Inc 

Metal Works, Inc 

R. W. Neill Co.,; Inc. 

Paulite Plastics Co. Ltd. 

Premier Metal Products Co. 

Stratton & Co. Ltd. 

Union Steel Chest 

United Aircraft Prods. Inc. 

Whiteley Electrical Radio Co. 


Ltd. 
Wiedemann Machine Co 


CABINETS—Plastic 
Canadair Ltd. 
Canadian Admiral Corp. Ltd. 
. — General Electric Co, 
td. 
Electronic Communications Ltd. 
The General Tire & Rubber Co., 
Ltd. 
® Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 
Hathaway Kraemer Ltd. 


Akro-Mils, Inc. 

Allied Plastics Supply Corp. 
# Amco Engineering Co. 

Waldom Electronics Inc 


CABINETS—Wood 
Addison Industries Ltd. 
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Ashman Electronics Ltd. 
Canada Cabinets & Furniture 
Co. Ltd 


Dominion Electrohome Industries 


EV of Canada Ltd. 


Electronic Communications Ltd. 


Electronic Enterprises Ltd. 
Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 
Peter Munk Associates Ltd. 
National Sound Services Ltd. 
Ronnie Leather Goods Ltd. 
Woodcraft Services Co. 
York Woodcraft Ltd. 


Argos Products Co. Inc. 

Electro Voice, Inc. 

Hartley Products Co. 

Jensen Mfg. Co. 

Lornell Mfg. Co. 

Oxford Components, Inc. 

Racon Electric Co. Inc. 

Tannoy Prod. Ltd. 

bat 1° Electrical Radio Co. 
Ad. 


CABLE ASSEMBLIES 


Addison Industries Ltd. 

Airtron Canada Ltd. 

Amcan Electrical Harness Ltd. 

Amphenol Canada Ltd. 

Beaconing Optical & Precision 
Matl. Co. Ltd. 

a ee Manufacturing Co. 
Ad. 

Cannon Electric Canada Ltd. 

Electronic Components Ltd. 

Electronic Controls Ltd. 

Electronic Enterprises 

Federal Wire & Cable Co. Ltd. 

Fleck Mfg. Ltd. 

Joy Mfg. Co. (Canada) Ltd. 


Lenkurt Electric Co. of Canada 


Ltd. 
Measurement Engrg. Ltd. 
National Sound Services Ltd. 
R. H. Nichols, Ltd. 
Phillips Electrical Co. Ltd. 
Raytheon Canada Ltd 
N. Slater Co. Ltd. 
T.M.C. (Canada) Ltd. 
Tele-Radio Systems Ltd. 
F. V. Topping Electronics Ltd. 
Vector Labs. Inc. 


Aerialite Ltd. 

a. Research Instrument Co., 
nc. 

Alpha Wire Corp. 

Auth Electric Co. Inc. 

— Aviation Corp., Scintilla 

div 

Birnbach Radio Co., Inc. 

California Technical Industries, 
Div. of Textron, Inc. 

Dale Prods., Inc. 

Diamond Antenna Microwave 
Corp. 

Entron, Inc. 

Haveg Industries 

Hitemp Wires Inc. 

Microdot, Inc. 

Pacific Automation Prods., Inc. 

Permonite Mfg. Co, 

Phalo Plastic Corp. 

Revere Corp. of America 

Saxton Prods. Inc. 

Switchcraft, Inc. 

Vidaire Electronics Mfg. Corp. 

Walsco Electronics Mfg. Co. 


Wharfedale Wireless Works Ltd. 


ABLE CLAMPS & CLIPS 


Aircraft Appliances & Egqpt. Ltd. 


Aiuminum Co. of Canada Ltd. 

Amphenol Canada Ltd. 

— Electric (Canada) 
td. 


Beatty Bros. Ltd. 

Burndy Canada Ltd. 

Canadian Line Materials Ltd. 

Cannon Electric Canada Ltd. 

Dominion Fasteners Ltd. 

Electronic Components Ltd. 

Ericsson Telephone Sales of 
Canada Ltd. 

H. B. Etlin Co., Ltd. 

Hellerman (Canada) Ltd. 

National Fibre of Canada Ltd. 
H. Nichols, Ltd. 

Northern Nylon Molding Corp. 

Paisley Prods. of Canada Ltd. 

Phillips Electrical Co., Ltd. 

Shakeproof /Fastex 

N., Slater Co., Ltd. 

United-Carr Fastener Co. of 
Canada 

Ww steulen Metal Stampings Ltd. 


Aerialite Ltd. 

Amatom Electronic Hardware 
Co., Inc. 

Atlas E-E Corp. 

Birnbach Radio Co., Inc. 

Bud Radio Corp. 

Cinch Mfg. Co. 

Commercial Plastics Co. 

Evershed & Vignoles Ltd. 


Exacto Industries, Inc. 

Firma Tage Schouboe 

General Cement Mfg. Co. 
Holub Industries, Inc. 
Illumitronic Engrg. 

Nylon Molding Corp. 

Pacific Automation Prods., Inc. 
Permanoid Ltd. 

Weckesser Co. 


CABLE 
1. Coaxial 


2. 
3. Insulated 


Flexible 
Coaxial 


° iw 
Capacitance 
Aluminum Co. of Canada Ltd. 


Amphenol Canada Ltd, 1-2-3-4-5- 
6-7. 


-<* % Antenna Corp. Ltd. 1-2- 

Benco Television Associates, 
Ltd. 

Bepco Canada Ltd. 3-6-7. 

Boston Insulated Wire & Cable 
Co. Ltd. 1-2-3-4-5-6-7-8. 

Canada Wire & Cable Co. Ltd. 
1-3-4-5-6-7. 

Canadian General Electric Co., 
E & T.D. 3-5-6-7. 

Decca Radar (Canada) Ltd. 7. 

Electronic Components Ltd. 3. 

Ericsson Telephones Sales of 
Canada Ltd. 1-2-3-6-7. 

Federal Wire & Cable Co. Ltd. 
1-2-3-4-5-6-7-8. 

General Wire & Cable Co. Ltd. 
1-2-3-4-5-6-7-8. 

Jerrold Electronics (Canada) Ltd. 
1. 


R. Mack & Co. Ltd. 5. 
Northern Electric Co. Ltd. 1-2-3- 


4-5 
Phalo Plastics Corp. 1-2-3-4-5-6. 
Phillips Electrical Co. Ltd. 1-2-3- 
4-5-6-7. 
Pirelli Cables, Conducts Ltd. 3-7. 
RCA Victor Co. Ltd. 5-7. 
Renfrew Electric Co. Ltd. 3. 
Standard Telephones & Cables 
Mfg. Co. (Canada) Ltd. 1-7. 


Aerialite Ltd. 1-3-4-5-6-8. 

Aero Research Instrument Co., 
Inc. 3. 

Alford Mfg., Co. 2. 

Allied Plastics Supply Corp. 


1-3-6. 

Alpha Wire Corp. 1. 

American Super-Temperature 
Wires Inc. 1. 

Associated American Winding 
Machinery. 1-3-6. 

Associated Engrg. Corp 

Belden Mfg. Co. 1-2-3-4- 

Berkshire Electric Cable 

Birnbach Radio Co., Inc. 
1-3-4-5-6-7-8. 

Consolidated Wire & Associated 
Co’s. 1-2-3-4-5-6-7-8. 

Dielectric Prods. Engrg. Co., 
nc. 2-7-8. 

Elektromesstechnik Wilhelm 
Franz. 1-2-4-5-6, 

Entron, Inc. 1. 

Felten & Guilleaume Carlswerk 
A.G. 1-2, 

General Radio Co. 1-7. 

Grundig Radio Werke. 1-3-6. 

Gulton Industries Inc. 1-4-6. 

Hitemp Wires, Inc. 1-2-3-4-6. 

Hovey Industries Inc. 1-6. 

Ingenier Buro Atlas. 1-3-6. 

Inso Prods. Ltd. 1-3-6. 

Labtronics Inc. 5. 

Measurements, a McGraw-Edison 
Div. 1-7. 

Meridian Metalcraft, Inc. 2. 

Microdot, Inc. 1-4-6-7. 

Pacific Automation Prods., Inc. 
1-3-4-6-7-8. 

Permanoid Ltd. 1-2-3-4-5-6-7. 

Permanoid Wire Corp. 1-4-5-6-7. 

Phalo Plastics Corp. 1-3-5-6-7. 

Plas-Kem Electronics Corp. 

Precision Tube Co., Inc. 2-6-7-8. 

Prodelin, Inc. 1-2-7-8. 

Rego Insulated Wire Corp. 3-5-6. 

a (Cords & Cables) Ltd. 


Revere Corp. of America 1-3-6. 
The Rex Corp. 1-3-4-5-6, 
Saxton Prods., Inc. 
1-2-3-4-5-6-7-8. 
Siemens-Schuckertwerke A.G. 


Tape ‘Cable Corp. 43. 

Thermax Wire Corp. 3. 

Times Wire & Cable Co., Inc. 1. 
Wandleside Cable Works Ltd. 
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CALIBRATORS 
1. Crystal 
2. Frequency u 
3. Radar . Voltage 
Range . Yswr 
Canadian Marconi Co., Comm 
Prods. Div. 3. 
® Canadian Research Institute 6. 
® Collins Radio Co. of Canada 
Ltd. 1. 
Decca Radar (Canada) Ltd. 3. 
s Measurement Energ. Ltd. 1-3. 
Mallory Battery Co. of Canada 
Ltd. 5-6-7. 
™~ Plessey Co. of Canada Lid. 


Sweep 
hf 


Radio Communic atoms Equipt. 
& Engrg. Ltd 
= Sinclair Radio L - Ltd. 7. 
C. R. Snelgrove Co., Ltd. 1. 
Sperry Gyroscope Co. 3. 
T.M.C. (Canada) Ltd. 1-2. 


F. V. Topping Electronics Ltd. 2. 


Advance Components Ltd. 1-2. 
Airborne Instruments Lab., Inc 


BJ Electronics, Borg-Warner 
Corp. 7. 
Bulova Watch Co. 1-2. 
A/S Danbridge. 2-6. 
Ballantine Labs., Inc. 6. 
K Mfg. Co. 6. 
Budelman Electronics Corp. 2 
Berkeley Div., Beckman Instru- 
ments, Inc. 1-2. 
Burroughs Corp. 6. 
Coaxial Connector Co., Inc. 5. 
Control Electronics Co., Inc 
1-2-3-5. 
Allen B. du Mont Inc. 2. 
Electro Mechanical Res. Inc. 2. 
Electronic Associates, Inc. 3. 
FXR, Inc. 2-7. 
John Fluke Mfg. Co., Inc. 6. 
General Radio Co. 1-2-7. 
Gertsch Prods., Inc. 2. 
P. Gossen & Co. GmbH. 6. 
The Hammarlund Mfg. Co. Inc. 


Hewlett-Packard Co. 7. 
Holt Instrument Co. 6. 


Industrial Test Equipment Co. 2. 


International Research. 2. 
Jackson Electrical Instrument Co 


E. F. Johnson Co, 1-7. 

Kearfott Co., Inc. 2-6-7. 

Lavoie Labs., Inc. 1-2-5. 

Measurements, A McGraw- 
Edison Div. 2-6. 

Metronix, Inc. 1-2. 

Millivac Instruments. 6. 

Murphy Radio Ltd. 1-3. 

NJE Corp. 6. 

Narda Microwave Corp. 7. 

New London Insirument Co. 1-2, 

Owen Labs., Inc. 6. 

Potter Instrument, Inc. 2. 

Precision Apparatus Co. Inc. 1. 

Quarzkeramik GmbH. 1. 

Radio Frequency Labs. 1-2. 

Rohde & Schwarz. 2-3-6-7. 

W. H. Sanders Ltd. 4. 

Sensitive Research Instrument 
Corp. 2-6. 

Sorensen & Co., Inc. 6. 

Taber Instrument Corp. §. 

Tektronix, Inc. 4. 

Telerad Mfg. Corp. 2-3 

T . Instrument Electronics Corp 


Venner Electronics Ltd. 2. 
Waveline Inc. 


CALORIMETERS— 
Microwave 
Daystrom Ltd. (Weston) 
Sinclair Radio Labs. Ltd. 
Sperry Gyroscope Co, 
Chemalloy Electronics Corp 
Diamond Antenna & Microwave 

Corp 


B. 2 - Goodrich Sponge Prods. 


Hew: lett Packard Co. 


C. Jones Electronics Co., Inc. 


Levinthal Electronic Prods. inc. 
Narda Microwave Corp 

W. H. Sanders Ltd 

Sierra Electronic Corp. 


CAMERAS—Oscilloscope 


Canadian Applied Research Ltd. 
E.M.1.-Cossor Electronics Ltd 


Philips Electronics Industries Ltd. 


Advanced Electronics Mfg. Corp. 


Coleman Engrg. Co., Inc. 
Allen B. Du Mont Labs., Inc. 
Electronic Tube Corp. 
Fairchild Camera & Instrument 
Corp. 
Nagard Ltd. 
Robot-Foto GmbH. 


Telechrome Mfg. Corp. 
Savage & Parsons Ltd. 
Southern Instruments Ltd 
J. Langham Thompson Ltd 


CAMERAS—Television 
® Canadian General Electric Co. 
Ltd., E.E. & T.D. 


® E.M.1.-Cossor Electronics Ltd 
Thompson Products Ltd. (Dage) 


Blonder-Tongue Labs. Co 
Diamond Power Speciality Corp. 
Allen B. Du Mont Labs., Inc 
General Precision Lab 

Grundig Radio Werke 
Hallamore Electronics Co 
Ingenier Buro Atlas 

Int. Telemeter Corp. 

Radio Corp. of America 
Telechrome Mfg. Corp. 


CAPACITORS, FIXED 

- Ceramic 12. Mica 
Decade 13. Paper 

. Electrolytic 14. Plastic 

. Electrolytic 15. Power 
Subminia- Factor 
ture Correction 

. Energy 16. Precision 
Storage Air 

. Feed 17. Pulse 
Through Forming 

. Composition Network 

. Gas Filled 18. Silvered 

. Glass Mica 

. High Voltage 19. Tantalum 

. Metallized 

Aerovox Canada Ltd. 
1-3-4-5-6-10-11-12-13-14-15- 
18-19. 

s Aircri = Marine Prods. Canada 

Ltd. 

A. 3. ama ated Electric Corp. Ltd. 
14. 


Armaco Branded Electronic 
Components 4. 

Arrow Radio Co. 10-11-13-14-15- 
17. 

Automatic Coil Mfg. Ltd. 1-6. 

Allen Bradley Canada Ltd. 1-6. 

Cambridge Themionic 1-6. 

Canadian General Electric Co. 
E. E. & T. D. 


10-13-15. 
Canadian Research Institute 
2. 


Canadian Stackpole Ltd. 7. 

Capacitors of Canada Ltd. 11-13. 

Centralab Canada Ltd. 1-6-10. 

Daly Capacitors Ltd. 3-4-5. 

Eclipse Electronics Co 13-14. 

Electrolabs. 13-14-15. 

Ericsson Telephone Sales of 
Canada Ltd. 1-3-7-9-10-11-13-15. 

Erie Resistor of Canada Ltd 
1-6-10-14-18. 

Gomard Electronics Ltd. 17. 

Hackbusch Electronics Ltd 
(Stromberg-Carlson) 12-13. 

Johnson, Matthey & Mallory Ltd. 
3-4-19. 

Leeds & Northrup Canada Ltd. 
18. 


Lenkurt Electric Co. of Canada 
Ltd 

R. Mack & Co. Lid. 4. 

Micarta Fabricators Ltd. 1-2-3-4- 
5-6-7-9-10-11-12-13-14-15-17-18- 
19. 

Muirhead Instruments Ltd. 2-12- 

Nucleonic Prods. 4. 

Phillips Electrical Co. Ltd, 1-5- 
10-12-13-15-17. 

The Plessey Co. of Canada Ltd. 
1-3-4-13-18-19. 

Polytronics Co. 2. 

Rogers Electronic woes 
Components. 1-3-4-5. 
15-18-19. 

Stability Radio Components Ltd, 
1-6-10-12-18. 

Standard Telephones & Cables 
Mfg. Co. (Canada) Ltd. 13-19. 

Taylor-Leslie Mining & Engrg 
Corp. Ltd. 3-19, 

Tecneek Associates. 2. 

Telegraph Condenser Co. (Can- 
ada) Ltd. 1-2-3-4-5-6-10-12-13- 
14-15-17-18-19, 

Tinsley Instruments (Canada) 
Ltd. 10, 

Titania Electric Corp. of Canada 
Ltd. 1-5. 


& 
-10-12-13- 


Ajax Condenser Corp. 2-3-4-9- 
10-12-13-14-15-17-19. 
Amperex Electronic Corp. 10. 
Arco-Elmenco. 12-18. 
Associated American Winding 
Machinery. 3. 
Astron Corp. 1-3-4-10-11-13-14-19, 
Balco Research Labs. 7-11-14. 
Boonton Electronics Corp. 16. 
British Insulated Callender’s 
Cables Ltd. 5-10-15. 





Cambridge Instrument Co. Ltd. 
12. 


Cambridge Thermionic Corp. 1-6. 


Centralab Div., Globe-Union, 
Inc. 1-6-10. 

Condenser Products Co. 1-14-17. 

Cornell-Dubilier Elec. Cor, 
1-2-3-4-5-6-10-11-12- 13-1 15- 
17-18-19. 

Corning Glass Works 9. 

Corson Electric Mfg. Corp. 
§-10-12-13-14-17. 

Dawe Instruments Ltd. 
1-2-12-18. 

A/S Danbridge. 2. 

Daymar Electronics Specialties. 

Dearborn Electronic Labs. 5-7-9- 
10-11-13-14-15. 

Dubilier C ‘ondenser Co. (1925) 
Ltd. 3-4-10-18. 

Ducati C ae acitors 2-3-4-5-6-7-10- 
12-13-15 

Eastern Precision Resistor Corp. 
2-5-10-11-14-17. 

Eitel-McCullough, Inc. 

Electro Capacitors Co. 3. 

Electro Measurement, Inc. 2. 

Electronic Fabricators, Inc. 
9-10-14-19 

Electronic Instrument Co., Inc. 2. 

Electronic Mechanics, Inc. 1 

Elektromesstechnik Wilhelm 
Franz. 2. 

Endevco Corp. 2. 

Fansteel Metallurgical Corp. 
3-4-19. 


Film Capacitors, Inc. 3-10. 

Filtron Co., Inc. 6-10-11-12-13- 
14-15-17. 

General Radio Co. 2-12-13-16-18. 

Good-All Electric Mfg. Co. 4-10- 
11-12-13-14-18. 

P. Gossen & Co. + 2. 

Gulton Industries, Inc. 

Hartmann & Braun A G: ” 2-8-10- 
16. 


A. H. Hunt (Capacitors) Ltd. 
1-3-4-6-11-12-13-14-15-18. 

Illinois Condenser Co. 1-3-4-5-13. 

Industrial Instruments, Inc. 2. 

International Telephone & Tele- 
graph Corp. 19. 

JFD Electronics, Inc. 9. 

Richard Jahre 6-12-17. 

Jennings Radio Mfg. Corp. 1-10. 

Johnson, Matthey & Co. Ltd. 18. 

Koa Denki. 13. 

Lapp Insulator Co., Inc. 8-9. 

London Electrical Mfg. Co. Ltd. 
1-6-9-10-11-12-14-18. 

Magnavox Co. 1-3-4-9. 

P. 4 Mallory & Co., Inc. 3-4-5- 
19. 


Metra Corporation 2. 

Micafil Ltd. 10-15. 

Micamold Electronics Mfg. 
Corp. 3-4-11-12-13-14-17-18 

Mucon Corp. 1-6. 

Onondaga Pottery Co., 
Electronics Div. 1-10. 

Penn-East Engrg. Corp. 12-13. 

> ene Measurements Co. 


Phillips Electrical Co. Ltd. 10- 
13-15. 


Plastic Capacitors, Inc. 9-10-11- 
13-14-15-17. 

Pyramid Electric Co. 
1-3-4-9-10-11-13-14-18. 

Radio Materials 1-6. 

Rainbow Radio = Co. Ltd. 2. 

Rosenthal 1-3-7-12-13. 

a ando Electric Mfg. 6- 

Sangamo Electric Co. 1-3-12-13- 
18. 

Servomex Controls Ltd. 2. 

Shallcross Mfg. Co. 2-17. 

W. S. Shamban & Co. 14. 

ee Schuckertwerke A.G., 3- 

Solar Mis, Corp. 1-6. 

Sprague International Ltd. 
1-2-3-4-5-6-7-9-10-11-12-13- 
14-15-17-18-19. 

Steatite Insulations Ltd. 1-6-10. 

——, Magnesia A. G. 


H. W. Sullivan Ltd. 16. 

Telephone Mfg. Co. Ltd. 
11-13-14-15-18. 

Teleradio Corp. 16. 

Texas Instruments Inc. 19. 

Tobe Deutschmann Corp. 1-3-7-8- 
9-10-11-12-13-14-19. 

A/S Tobias — Condenser 
Prods. Co 
12-3-45-6°7-10-11- 12-13-14- 


United Electronics Co. 1-9-10. 
ve Semiconductor Prods., Inc. 


Vitramon, Inc. 1. 

Welwyn Electrical Labs. Ltd. 9. 

Wilhelm Westermann 
1-3-7-12-13. 
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CAPACITORS, VARIABLE 


1, Trimmer, 5. Tuning, 
Air Receiver 
2. Trimmer, 6. Tuning, 
Ceramic Transmitter 
3. — 7. Semicon- 


ductor 
4. Trimmer, 
Vacuum 
Canadian Admiral Corp. Ltd. 5. 
Centralab Canada Ltd. 2. 
Erie Resistor of Canada Ltd. 2. 
Hammond Mfg. Co. Ltd. 6. 
Marsland Engrg. Co. Ltd. 
1-2-5-6. 
Phillips Electrical Co. Ltd. 2-3-4- 
5. 


The evr Co. of Canada Ltd. 

1-2-3-5-6. 

Rogers Electronics & 
Components Div. of Philips 
Electronics Ind. Ltd. 1-2-5-6. 

White Radio Ltd. 3. 


Automatic Coil Mfg. Ltd. 2. 

Balco Research Labs 2 (h). 

Bud Radio Corp. 1-2-3-4-5-6. 

Radio Condenser Co. Ltd. 1-5-6 

Cardwell Condenser Corp. 1-6. 

ae Glass Works (Trimmers, 
glass 

Eitel- McCullough Inc. 4-6. 

General Radio Co. 1. 

Goldring Mfg. Co. Ltd. 

= Hammarlund Mfg. oo. Inc. 

Sie Prods. pe. Hughes 
Aircraft Co. 7. 

JFD Electronics, Inc. 24. 

Jackson Bros. (London) Ltd. 
1-5-6. 

Jennings Radio Mfg. Corp. 6. 

E. F. Johnson Co. 1-6. 

Lapp Insulator Co., Inc. 6. 

London Electrical Mfg. Co. Ltd. 


J. W. Miller Co. 1-2. 

National Co., Inc. 1-2-3-5-6 

Pacific Semiconductors, Inc. 7. 

Rosenthal Isolatoren 2. 

Sangamo Electric Co. 3. 

F. W. Sickles Div., General 
Instrument Corp. 

Solar Mfg. Corp. 2. 

Sprague Int. Ltd. 1-2-3. 

Steatite Insulations Ltd. . 

Steatit—Magnesia A. G. 

Stratton & Co. Ltd. i456. 

Teleradio 1-3-5-6. 

A/S Tobias Jensen Condenser 
Products Co. Ltd. 2. 

Torotor A/S 1-3-5-6. 

United Electronics Co. 4-6. 

2 Welwyn Electrical Labs 2. 


CASES—Instrument & Meter 


Armaco 

Aviation Electric Ltd. 

Bach Simpson Ltd. 

Bailey Meter Co. Ltd. 

Bishop Sons & Co. Ltd. 

Canadian Research Institute 

Canadian Westinghouse Co. Ltd., 

Daystrom Ltd. (Weston). 
Electronics Div. 

Electronic Communications Ltd. 

Electronic Enterprises Ltd. 

Fleet Mfg. Ltd. 

Hammond Mfg. Co. Ltd. 

Humble Mfg. Co. Ltd. 

Pylon Electronic Development 
Co. Ltd. 

Research Industries Ltd. 

Spaulding Fibre of Canada Ltd. 

Spilsbury & Tindall Ltd. 

Springfield Labs. 


Falstrom Co. 

Firma Tage Schouboe 

Alfred Imhof, Ltd. 

Premier Metal Products Co. 
Sanwa Electric Instrument Works 
Skydyne, Inc. 

Taylor Electrical Instruments Ltd. 
Technibilt Corp. 

Triplett Electrical Instrument Co. 
Vector Electronic Co. 

Waldom Electronics, Inc. 
Wiedemann Machine Co. 
Winston Eiectronics Ltd. 


CAVITIES—Microwave 


Airtron Canada Ltd. 

Andrew Antenna Corp., Ltd. 

Collins Radio Co. of Canada 
Ltd. 

Ferranti-Packard Electric Ltd. 

Marsland Engrg. Co. Ltd. 

Research Industries Ltd. 

Rogers Electronics & 
Components Div. + Philips 
Electronics Ind. 

Sinclair Radio Labs. td. 

Sperry Gyroscope 


American Electronic Labs., Inc. 


Bogart Mfg. Corp. 

Bomac Labs., Inc. 

Control Electronics Co., Inc. 
De Mornay-Bonardi. 
Diamond Antenna Microwave 


Corp. 
Dielectric Prods. Engrg. Co., 
Inc. 
Divco-Wayne Electronics 
Douglas Microwave Co. Inc. 
Eitel-McCullough Inc. 
Electronic Specialty Co. 
Elsin Electronics Corp. 
nc. 
Frequency Standards Ltd. 
B. F. Goodrich, Sponge Prods. 
Div. 
Keartfott Co. Inc. 
Meridian Metalcraft, Inc. 
Microwave Associates, Inc. 
Microwave Development Labs., 
Inc. 
Narda Microwave Corp. 
Technicraft Lab., Inc. 
Telerad Mfg. Corp. 
Transco Products Inc. 


+ Waveline Inc. 


CELLS—Photoelectric 


# Canadian Research Institute 


Daystrom Ltd. (Weston) 
Electronic Associates Ltd. 
Electronic Communications Ltd. 
Ferranti-Packard Electric Ltd. 
National Semiconductors Ltd. 
The Plessey Co. of Canada Ltd. 
Polytronics Co. 

Rogers Electronics & 
Components Div. of Philips 
Industries Ltd. 

Standard Telephones & Cables 
Mfg. Co. (Canada) Ltd. 

Tecneek Associates. 


Computer Measurements Corp. 

Dawe Instruments Ltd 

Elsin Electronics Corp. 

Evans Electroselenium 

— Electric Products Co. 
nc. 

Hoffman Electronics Corp. 

International Rectifier Corp. 

Dr. B. Lange 

Megatron Ltd. 

Ripley, Co., Inc. 

Siemens Edison Swan Ltd. 


CHAMBERS 


1. Altitude . Sand & Dust 
2. Fungus Test $. Shielded 
3. Tonization Screen 
4. Pressure 8. Temperature 
5. Rain & & Humidity 
Sunshine 9. Test 
Aviation Electric Ltd. 1-4. 
Canadian Curtiss-Wright Ltd. 3. 
Canadian Research Institute 8-9. 
Dominion Electrohome Industries 
Ltd. 1 
Electronic Associates Ltd. 
Electronic Components L +, “8. 9. 
Mechron Engrg. Prods. Ltd. 1. 
Philips paectiontes Industries 
Ltd. 3 
The Plessey Co. of Canada Ltd. 
3. 


Thermovolt Insts. Ltd. 1-8. 
Thermovolt Instruments Ltd. 8-9. 


Altec Lansing Corp. 4. 

Antlab, Inc. 9. 

Atlas Engineering Corp. 8. 

Atomic Labs., Inc. 3 

Belling & Lee Ltd. 7. 

California Technical Industries 
Div. of Textron Inc. 1 

Chirana Corp. 8. 

Conrad, Inc. 1-4-6-8-9, 

Consolidated Electrodynamics 
Corp., Rochester Div. 1. 

Development Engrg. Co., Inc. 1- 

Electronics Instruments Ltd. 3. 

Emerson & Cuming, Inc. 7. 

General Radiological Ltd. 3. 

Instron Engrg. Corp. 8-9. 

International Radiant Corp. 1-2-3- 


-5-6-7-8-9. 


Itemco, Inc. 1-2-4-5-6-8-9. 

Lustraphone 3. 

McMillan Industrial Corp. 7. 

Murphy & Miller, Inc. 1-2-8-9. 

NRC Equipment Corp. 1. 

Savage & Parson Ltd. 1-2-8. 

Shielding, Inc. 7. 

Statham Development Corp. 8-9. 

Tenney Enegrg., Inc. 1-2-3-4-5-6- 
7-8-9. 

Trop Arctic Inc. 4-6-8-9. 

The Victoreen Instrument Co. 3. 


CHANGERS—Automatic 


Record 
Canadian Admiral Corp. Ltd. 


= Canadian General Electric Co. 
Ltd. 
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Daystrom Ltd. (Heath) 

Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 

The Plessey Co. of Canada Ltd. 

Sea Breeze Mfg. Ltd. (V-M) 


Birmingham Sound Keproducers 


td. 
Collaro Ltd. 
Dual, Gebr. Steidinger 
Dukane Corp. 
Electroacoustic GmbH 
= Engineering & Mfg. Co. 
td. 
Geerz-Gebr 
Hammarlund Mfg. Co., Inc. 
Luxor Radio s 
Perpetuum- -Ebner 
Tesa Construzzioni 
Ellettromeccaniche 
Webcor Inc. 


CHASSIS—Metal 


Ashman Electronics Ltd. 

Benco Television ~~ a Ltd. 
Bishop Sons & Co. 

Canadair Ltd. 

me ty Radio Co. of Canada 


Electronic Communications Ltd. 
Dominion Aluminum Fabricating 
Ltd 


Electronic Research & 
Development Co. Ltd. 

Hammond Mfg. Co. 

Lenkurt Electric Co. of Canada 
Ltd. 

Measurement Engrg. Ltd. 

Pylon Electronic Devel. Co. Ltd. 

Raytheon Canada Ltd. 

RCA Victor Co. Ltd. 

Renfrew kiectric Ltd. 

Research Industries Ltd. 

Standard Television Prod. Ltd. 

St. Johns Metal Stamping Co. 

Strippit Tool & Machine Co. 

Waterloo Metal Stampings Ltd. 


A. P. T. Electronics Ltd. 

All Power Transformers Ltd. 

Bud Radio, Inc. 

Falstrom Co. 

Alfred Imhof, Ltd. 

Meridian Metalcraft, Inc. 

Metal Works, Inc. 

R. W. Neill Co., Inc. 

Premier Metal Products Co. 

U.M. & F. Mfg. Co. 

Union Stee: Chest 

United Aircraft Prods., Inc. 

Van Norman Industries, Inc., 
Electronics Div. 

Vector Electronic Co. 

=~ Electrical Radio Co. 

td. 


CHECKERS—Cable 


# Canadian Research Institute 


Lenkurt Electric Co. of Canada 
Ltd. 


California Technical Industries 
iv. of Textron, Inc. 

Manson Labs., Inc. 

Metra Corporation 

Peschel Electronics, Inc. 

Savage Co. 


CHOPPERS—dc-ac 


The Bristol Co. of Canada Ltd. 
Daystrom Ltd. 

Honeywell Controls Ltd. 
Tinsley Instruments 

Vector Labs. Inc. 


Airpax Products Co. 

Barnes Development Co. 

The Bristol Co. 

Etelco Ltd. 

General Radiological Ltd. 

Hastings Raydist Inc. 

~~ Development Labs., 
ne. 

Kearfott Co. Inc. 

P. R. Mallory & Co., 

Metropolitan V ickers Electrical 
Co. Ltd. 

Millivac Instr., Div. of Cohu 
Elec. 

Oak Mfg. Co 

Servomechanisms, Inc., 
Mechatrol Div. 

Solid State Electronics Co. 

Stevens-Arnold, Inc. 

Telectro Ind. 

Transval Engineering Corp. 

Universal Transistor Prods. 
Corp. 


CIRCUITS 


1. Computer, 2. Plug-in 
3. Potted 


. — Circuit Techniques Ltd. 


Autotronics Control 2. 
Bailey Meter Co. Ltd. 2. 
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Croname (Canada) Ltd. 1. 

Ferranti-Packard Electric Ltd. 

The Garrett Mfg. Corp. of 
Canada Ltd. 1-2-3. 

Lucas-Rotax Ltd. 2-3. 

Measurement Engrg. Ltd. 1-2. 

Micarta Fabricators Ltd. 1-2-3. 

Oki & Willadsen Ltd. 2. 

as * * ‘womens (Canada) Ltd. 

Sharpe Instruments Ltd. 2. 

F. V. Topping Electronics Ltd. 2. 

United-Carr Fastener Co. of 
Canada Ltd. 1-2-3. 

Vector Labs. Inc. 2-3. 


Airpax Products Co. 1. 

B. J. Electronics Borg-Warner 
Corp. 1. 

Bulova Watch Co. 2. 

Burroughs Corp. 1. 

Bendix Aviation Corp. (CDC) 1. 

C. G. Electronics Corp. 1-2. 

Centralab Div., Globe-Union, 
Inc. 2-3. 

Cinch Mfg. Co. 1-2-3. 

Computer Control Co., Inc. 1. 

Cubic Corp. 2-3. 

Di-An Controls Co., Inc. 1-2-3. 

Donner Scientific Co. 1. 

Electronic Assoc., Inc. 2. 

Electronic Specialty Co. 1-2-3. 

Elliott Bros. Ltd. 1-2-3. 

Engineered Electronics Co. 1-2. 

Gulton Industries, Inc, 1-2. 

Hoover Electronics Co. 2. 

Litton Industries, Components 


Div. 2. 
Onondaga Pottery Co. Electronics 


Iv. &. 
Opad Electric Co. 2-3. 
Patterson, Moos Div. of 
Universal Winding Co. Inc. 
1-2-3. 
Photocircuits Corp. 
Polyphase Instrument Co. 3. 
Potter Instrument Co. 1. 
S. A. Rochar Electronique 1-2. 
Servonics, Inc. 1-2-3. 
Sprague International Ltd. 1-2-3. 


Trio Labs., Inc. 1. 
United Aircraft Co., Norden Div. 
1-2. 


Venner Electronics Ltd. 1-2. 

Walkirt Co. 1-2-3. 

Whiteley Electrical Radio Co. 
Ltd. 3. 


CIRCUITS, PRINTED 


1. Etched 3. Stamped & 

2. Plated embossed 

= Allied Circuit Techniques Ltd. 
1-2-3. 


Ashman Electronics Ltd. 1. 
Canadian Glass Works. 1. 
Croname (Canada) Ltd. 1. 

Dial & Instrument Finishers Ltd. 


Electronic Communications Ltd. 
Ferranti-Packard Electric Ltd. 


Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 1-2-3. 

Measurement Engrg. Ltd. 1. 

Micarta Fabricators Ltd. 1-2-3. 

National Fibre Co. of Canada 
Ltd. 1. 

Oki & Willadsen Ltd. 1-2. 

Polytronics Co. 1-2. 

Precision Dials Ltd. 1-3 

RCA Victor Co., Ltd. .. 

Spaulding Fibre Co. of Canada 
Ltd. 1-2-3. 

United-Carr Agro Co. of 
Canada Ltd. 

X- tm ay & Radium Sebestsiee Ltd. 


BJ Electronics, Borg-Warner 
Corp. 1. 

C. G. Electronics Corp. 1. 

Centralab. Div., Globe-Union, 
Inc. 1-2. 

Cinch Mfg. Co. 1-2. 

Computer Coutrol Co., Inc. 1. 

Cossor Instruments Ltd. 1. 

Croname, Inc. 1-2. 

Dale Products., Inc. 1-2-3. 

Donner Scientific Co. 1. 

Hugh H. Eby Co., Inc. 1-2-3. 

Electra Lab., Inc. 1-2. 

Electronic Assoc., Inc. 1. 

Elliot Bros. Ltd. 1-2-3. 

Engineered Electronics Co. 1. 

Formica Ltd. 2. 

Gulton Industries, Inc. 1-2. 

Litton Industries Components, 
Div. 1-2. 

Murphy Radio Ltd. 2. 

Patterson, Moos Div. of 
Universal Winding Co., Inc. 

Photocircuits Corp 

S. A. Rochar Electronique 1-2-3. 

Sanders Associates, Inc. 1-2. 

Ucinite Co. 3 


United Aircraft Co., Norden Div. 


Whiteley Electrical Radio Co. 
Wiedemann Machine Co. 1-2-3. 


CLAMPS for TUBES 


Amphenol Canada Ltd. 
Dominion Fasteners Ltd. 
® Hellerman Canada Ltd. 


Atlas E-E Corp. 
The Birtcher Corp. 
Henry & Thomas Ltd. 
® International Electronic Re- 
search Corp. 
National Co., Inc. 
Nems Clarke. Inc. 
Staver Co., Inc. 


CLIPS—Fuse 
®# Canadian General Electric Co. 
- .&T.D. 


Electronic Components Ltd. 


Great Lakes Electrical Spec. Ltd. 


Holub Industries Inc. 
Raytheon Canada Ltd. 


Aerolite Electronics Corp. 

Amatom Electronic Hardware 
Co., Inc. 

Atlas E-E Corp. 

Belling & Lee Ltd. 

A. F. Bulgin & Co. Ltd. 

Bussmann Mfg. Div. McGraw- 
Edison Co. 

Commercial Plastics Co. 

Hugh H. Eby Co., Inc 

Littelfuse Inc. 

Rytel Corp. 

Siemens Edison Swan Ltd 


CLIPS—Grid 


Amphenol Canada Ltd. 


Aerolite Electronics Corp. 

Amatom Electronic Hardware 
Co., Inc. 

Bud Radio Corp. 

A. F. Bulgin & Co. Ltd. 

Commercial Plastics Co. 

National Co., Inc. 


CLIPS—Test 


# Canadian Research Institute 
Electronic Components Ltd. 


Aerolite Electronics Corp. 

Amatom Electronic Hardware 
Co., Inc. 

Belling & Lee Ltd. 

Birnbach Radio Co., Inc. 

Bud Radio Corp. 

A. F. Bulgin & Co. Ltd. 

Commercial Plastics Co. 

Grayhill, Inc. 

Harwin Engineers Ltd. 

Mueller Electric Co. 

Siemens Edison Swan Ltd. 


CLUTCHES—Magnetic 
The Canadian Fairbranks-Morse 
Co. Ltd. 


Dominion Electrohome Indus- 
tries, Ltd. 

Ferranti-Packard Electric Ltd. 

Found Bros. Aviation Ltd. 

Helipot Div., Beckman Instr., 


Inc. 
Marsland Engrg. Co. Ltd. 


Autotronics, Inc. 

Dynamic Gear Co., Inc. 

The Electric Construction Co. 
Globe Industries Inc. 

The A. W. Haydon Co. 
International Resistance Co. 
Kearfott Co. Inc. 

Lear, Inc. 

M.T.E. Control Gear Ltd. 
Magtrol, Inc. 

P.L.C. Design Corp. 

Servo Corp. of America 
Siemens-Schuckertwerke A.G. 
Technology Instrument Corp. 


COILS 
1. af Choke 
Choke 


Aerovox Canada Ltd. 10-15, 
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s Allied Circuit Techniques Ltd. 8. 
Automatic Telephone & Sound 
Services Ltd. 
Automatic Coil Mfg. Ltd. 
2-10-11-13-14. 
Bayly Engrg. Ltd. 1-3-5-15. 
Cambridge Thermionic 8-10. 
Canadian Glass Works. 6. 
Douglas Randall (Canada) Ltd 
1-2-3-5-8-9-15, 
Electronic Components Ltd. 
Electronic Craftsmen Ltd ss. 10- 
il. 
Electronic Engrg. 1-2-3-5-10-11- 
13-14. 
Ericsson Telephone Sales of 
Canada Ltd. 9-15. 
Essex : - ee of Canada Ltd. 
2-10-15 
Ferr —~ P: ackard Electric Ltd 
1-2. 


L. H. Frost (Canada) Ltd. 2-5-9, 
General Instrument-F. W. Sickles 
of Canada Ltd. 2-8-10-11-13-15. 
Hackbusch Electronics Ltd 
(Stromberg-Carlson) 9. 
Hammond Mfg. Co. Ltd. 1-2-3-5- 
-15. 
The Hoover Co. Ltd. 7. 
Lenkurt Electric Co. of Canada 
Lid. 1-15. 
Lucas-Rotax Ltd. 3-5-7-9-15. 
Magnetic Coil Co. 2-5-7-9. 
Marsland Engrg. Co. Ltd. 12. 
Measurement Engrg. Ltd. 15. 
Micarta Fabricators Ltd. 3-4. 
Muirhead Instruments Ltd. 2-3. 
Oki & Willadsen Ltd. 8. 
Osborne Electric Co. Ltd. 
2 7-8-9-11. 


The Plessey Co. of Canada Ltd. 
1-2-3-4-5-9-10-11-12-13-14-15. 

Polytronics Co. 8. 

RCA Victor Co. Ltd. 10-13-14. 

Renfrew Electric Co. Ltd. 1-2-9- 
10-12. 

Servomechanisms (Canada) Ltd. 
15. 

S. G. Smallwood Ltd. 10-11-14-15, 

Spilsbury & Tindall Ltd. 1. 

Standard Telephones & Cables 
Mfg. Co. (Canada) Ltd. 10-15. 

Standard eg Prod. Ltd. 
1-2-3-5-8-9-10-11. 

Stanwyck C Si Products Ltd. 1-2- 
3-8-9-10-11-14. 

Stegg Electric Ltd. 9. 

Taylor-Leslie Mining & Engrg. 
Corp. 10. 

Tinsley Instruments. 2. 

F. V. Topping Electronics Ltd. 
10. 


Valeriote (Guelph) 
Ltd. 2-3-9-10 

Acromag, Inc. 3-15. 

Aemco, Inc. 9. 

Aladdin Electronics, Inc. 2-3-10- 
15. 

Arnold Magnetics Corp. 1-2-3-5- 
10. 

Associated American Winding 
Machinery 
1-2-3-4-5-6-7-8-9-10-11-12-13-14. 

Automatic Coil Co. Inc. 
2-5-8-10-11-14. 

Belling & Lee Ltd. 3 

Burnell & Co., Inc. 15. 

C. G. Electronics Corp. 15. 

Caledonia Electronic Transfor- 
mer Corp. 1-2-3- 

Carad Corp. 15. 

Cinema Engrg. Div., 


Corp. 15. 
Coil Winders, Inc. 1-2-3-8-10-11- 


Aerovox 


Control, A Div. of Magnetics 
Inc. 15. 

Corning Glass Works; Electrical 
Products Div. 6. 

Del Electronics Corp. 2-11. 

Delevan Electronics Corp. 8-10. 

Dinion Coil Co., Inc. 1-2-3-7-8-9- 
12-13-14-15. 

Eddystone Co. Ltd. 1-2-3. 

Eitel-McCullough, Inc. 5. 

Electro Engrg. Works 1-2-3-5. 

Epco Feeaees, Inc. 1-2-3-15. 

Etelco Ltd. 

Film beeaten. Inc. 2-10. 

Filtron Co. Inc. 10-11. 

Firma Jorgen Schou. 2-3. 

General Radio Co. 2. 

Goodman Industries Ltd. 13. 

Grundig Radio Werke 13-14. 

Guardian Electric Mfg. Co. 9. 

Gulton Industries, Inc. 15. 

a Seal Transformer Co. 
1-2-3. 

Hillburn Electronic Products Co. 

Industrial Transformer Corp. 1-2- 

15 


Industrial Ww inding Machinery 
Corp. 15. 

Ingenier Buro Atlas 13-14. 

Johnson Electronics, Inc. 10-15, 

Kelvin Electric Co. 15. 


Keystone Prods. Co. 2-3-15. 

The Keyswitch Co. 9. 

Litton Industries, Inc. 
1-2-3-5-9-10-11-14. 

Merit Coil & Transformer Corp. 
1-2-3-8-9-10-12-13-14. 

Mico Instrument Co. 15. 

Microtran Co., Inc. 10. 

Murphy Radio Ltd. 1-2-3. 

National Co. Inc. 2-3-10. 

R. W. Neill Co., Inc. 15. 

Opad Electric Co. 15. 

Ortho Filter Corp. 15. 

Painton & Co. Ltd. 10-14, 

Phillips Control Corp. 5-9. 

Polyphase Instrument So. 
8-15 

Servomechanisms Inc., Special 
Prods. Div. 15. 

Siemens & Halske A.G. 10. 

Mark Simpson Mfg. Co., Inc. 1-2- 
10 


Sioux Radio Prod. 
1-2-3-5-8-9-10-11-12-14-15. 
Sprague International Ltd. 3-4. 

Stratton & Co. Ltd. 10. 

Superex Electronics Corp. 
1-2-8-10- 

Superior Electric Co. 15. 

Telephone Mfg. Co. \ on 9. 

Teleradio Corp. 13-14 

Thordarson Meissner 2- 10-13-14, 

Torotel, Inc. 2-3-15. 

Torotor A/S 10-13-14, 

Triad Transformer 14. 

United Transformer Corp. 1-2-3- 
5-15, 

Vari-L Co., Inc. 15. 

Varo Mfg. Co., a. 

= Waters Mfg., Inc. 

Whiteley E ay Radio Co. 

Ltd. 2-3-10-11-12-13-14-15. 


COMMUNCATION 
SYSTEMS 


6. Marine 
Radio- 


Telephone 
7. Microwave 
8. Portable In- 
stallation 
ad 


9. 
10. ae 


. Induction 


Addison Industries Ltd. 8-12. 
Amalgamated Electric Corp. Ltd, 
3- 


Automatic Electric (Canada) Ltd. 
9. 


Automatic Telephone & Sound 
Services Ltd. 3-4-5-8-9. 

Aviation Electric Ltd. 1-6. 

Beaconing Optical & Precision 
Matis. Co. Ltd. 7-8. 

Brown, Boveri (Canada) Ltd. 3-7. 

Canadian General Electric Co. 
Ltd., 1 
1-2-3-4-6-9-12. 

Canadian Marconi Co., ¢ 
Prods. Div. 6. 

Canadian Marconi Co., 
Relay Div. 7-9. 

Canadian Motorola Electronics 
Lid. 3-4-7-8-9-12. 

Canadian Westinghouse Co. 
Ltd., Electronics Div. 
3-4-7-8-9-10-11-12. 

Canadian Westinghouse Co. Ltd, 
1-2-6-7-8-12. 

Collins Radio Co. of Canada 
Ltd. 1-2-3-7-12. 

Decca Radar Ltd. 1-2-6-7-8, 

E.M.1.-Cossor Electronics Ltd. 
1-2-6-8-12. 

Electronic Communications Ltd. 

2 


omm 


Radio 


§ > 
Electronic Materiels Int'l Ltd. 
1-2. 


Electronic Research & , Davelop- 
ment Co. Ltd. 2-6-8 2. 

Ericsson Telephone Seles of 
Canada Ltd. 1-3-5-6-8-9-12. 

Ferranti-Packard Electric Ltd. 2. 

Fisher Research Lab. Ltd. 6. 

Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 3. 

Humble Mfg. Co. Ltd. 6-8. 

International Systcoms Ltd. 1-6- 

Lenkurt Electric Co. of Canada 
Ltd. 3-7-8-9-10-12. 

Measurement Energ. Ltd. 6. 

Muirhead Instruments Ltd. 4. 

National Sound Services Ltd. 8-9 

Northern Electric Co. Ltd. 3-9-10. 

Northern Radio Mfg. Co. Ltd 
1-3-4- ° 

Philco Corp. of Canada Ltd. 12. 

The Plessey Co. of Canada Ltd 
1-2-3-4-6-8-9-10-12. 

Pye Canada Ltd. 6-12. 

Radio Communications Equip- 
ment & Engrg. Ltd 
2-3-5-6-8-12. 

Radelin Ltd. 10. 

Raytheon Canada Ltd. 6-7-8. 





RCA Victor Co. Ltd. 1-2-6-7-8-9- 
-12 


Sinclair Radio Labs. Ltd. 1-7-12. 

Spilsbury & Tindall 6-8-12. 

Standard Telephones & Cables 
Mfg. Co. (Canada) Ltd. 


3-4-9. 
T.M.C. (Canada) Ltd. 2-6-10-12. 
Tele-Radio Systems Ltd. 1-3-8-9. 
F. V. Topping Electronics Ltd. 
1-2-6-8-10-12. 
The Wind Turbine Co. of 
Canada Ltd. 7. 


Adler Electronics, Inc. 15. 

Alfax Paper & Engrg. Co. 4. 

American Electronics Labs., Inc. 
1 bd 

Amplivox Ltd. 2. 

Automatic Telephone & Electric 
Co. Ltd. 3-7- 

Rex Bassett, Inc. 6. 

Bendix — ation Corp. (CDC) 
1-2-9-12 

Budelman. Electronics Corp. 3. 

Frank R. Cook Co. 9. 

Craig Systems, Inc. 2-4-8. 

Crosby Labs., Inc. & 

Dukane Corp. 2-8. 

Allen B. Du Mont Labs., Inc. 12. 

Electronic Specialty Co. 1-2-7. 

Eteico Ltd. 3-7-1 

FXR, Inc. 

Felten & Guilleaume ae 
deanlagen GmbH. 

The General Electric Co. Ltd. 7. 

Dr. Ing. Rudolph Hell 4. 

Industrial Radio Corp, 8. 

1.T.E. Circuit Breaker Co. 7. 

Kaar Engrg. Corp. 6-12. 

Kellogg Switchboard & Supply 
Co. 3-8-12. 

Kleinschmidt Labs. 10. 

Levinthal Electronics Prods., 
Inc. 7. 

Ling Systems, Inc. 7. 

Lynch Carrier Systems, Inc. 3. 

Manson Labs., Inc. 7 

Metra Corporation 6. 

Moore Associates, Inc. 3-11. 

Multi-Products Co. 6-12. 

Multitone Electric Co. Ltd. 5. 

Murphy Radio Ltd. 1-2-3-6-7-12. 

National Co., Inc. 1-2-3-6-7-9. 

R. W. Neill Co., Inc. 9. 

North Electric Co. 3. 

Pacific Automation Prods., Inc. 


Racal Energ. Ltd. 2-6-12. 

Radio Specialty Mfg. Co. 8. 

Railway Communications, Inc. 9. 

Redifon England Ltd. 6-1 

Sarkes Tarzian, Inc. 7. 

Siemens & Halske A.G. 2-3-6-8- 

12. 

Mark Simpson Mfg. Co., Inc. 8. 

Telectro Industries 1. 

Telephone Mfg. Co. Ltd. 3-9. 

Telerad Mfg. Corp. 7. 

Television Utilities Corp. 
-2-4-8-9-12. 

Transco Prods., Inc. 1-7. 

Ultradyne, Inc. 

Varo Mfg. Co., Inc. 2. 

Western Electric Co. 1-2-3-4-5-6- 
7-8-9-10-11-12. 


COMMUTATORS— 
Switching 
Allied Circuit Techniques Ltd. 
United-Carr Fastener Co. of 
Canada Ltd 


California Computer Products, 
Inc. 
Cinch Mfg. Co. 
Edo Corp. 
Electro-Miniatures Corp. 
Electro-Tek 
ec A. W. Haydon Co. 
Instrument Development Labs., 


nc. 
Librascope Inc. 
Nems Clarke, Inc. 
The J. M. Ney Co. 
Owen Labs., Inc. 
Radiation, Inc. 
Ucinite Co. 
The Walkirt Co. 
Watliff Co. Ltd. 


COMPARATORS 


1. Automatic 4. Inductance 
—~ coed 5. Iron Core 


3. 
® Canadian Research Institute. 
1-3-4-5-6-7. 
The Garrett Mfe. Corp. of 
Canada Ltd. 2. 
Helipot Div., 
Inc. 2. 
= Measurement Engrg. Utd. 3. 
Thermovolt Instruments Ltd. 


6. Q 
Linearity 7. Voltage 
Dielectric 


Beckman Instr., 


Automatic Telephone & Electric 
Co. Ltd. 7. 
Barnes Development Co. 1. 
British Physical Labs. 3-4-7. 
A/S Bruel & Kjaer 1-3-4-5-6. 
A/S Danbridge. 1. 
Electro Instruments, Inc. 7. 
Electro-Measurements ea 4. 
General Radio Co. 
P. Gossen & Co. GmbH. 1. 
Hathaway Instrument Co. 7. 
Industrial Test Equipment Co. 
1-3-4. 
s Jones & Lamson (Optical). 
Litton Industries, Components 
Div. 12 
Metronix 1-4, 
Owen Labs., Inc. 7. 
Peschel Electronics, Inc. 3. 
Photovolt Corp. 7. 
Radiometer. 6. 
Savage Co. 1-2-3-4-5-6-7. 
H. H. Scott, Inc. 7. 
Sensitive Research Instrument 
Corp. 7. 
Servonics, Inc. 1-2-4-7. 
Telephone Mfg. Co. Ltd. 7. 
Trio Labs., Inc. 7 


COMPUTERS 
A Analog D Digital 


Bailey Meter Co. Ltd. A. 
The Bristol Co. of Canada Ltd. 


A. 
Burroughs Corp. Electro Data 
iv 
Canadian Applied Research Ltd. 


Canadian Aviation Electronics 
Ltd. A 


# Canadian General Electric Co. 
Lid., E. E. & T. D. AD 
# Canadian Research Institute. 
+ Canadian Westinghouse Co. Ltd., 
Electronics Div. A-D. 
Computing Devices of Canada 
Ltd. A. 
Daystrom Ltd. (Heath) A. 
Ferranti-Packard Electric Ltd 


A-D. 
Garrett Mfg. Corp. of Canada 
D 


Ltd. A-D. 
International Business Machines 
Co. Ltd. A-D 
Radio Communications Equip- 
ment & Engrg. Ltd. A. 
Rayiheon Canada Ltd. A. 
Remington Rand Ltd. D. 
a encima (Canada) Ltd. 


Sharpe Instruments Ltd. A-D. 

Sperry Gyroscope Co. A. 

Standard ae lume Co. of 
Canada Ltd. 

Standard 1. + & Cables 
Mfg. Co. (Canada) Ltd. D. 


Analogue Controls, Inc. A. 
Baird-Atomic, Inc. A-D. 
Beckman Berkeley Div. A. 
Bendix Aviation Corp. D. 
Chadwick-Helmuth Co. A. 
Computer Control Co., Inc. D. 
Cubic Corp. D 
Donner Scientific Co. A. 
Electro-Measurement, Inc. A. 
Electronic Assoc., Inc. A. 
Engineered Electronics Co. 1. 
Evershed & Vignoles Ltd. A. 
Feedback Controls, Inc. A. 
Gulton Industries, Inc. A-D. 
Hewlett-Packard Co. D. 
Librascope Inc. A-D. 
Metropolitan Vickers Electrical 
Co. Ltd. A-D. 
Norden Div., United Aircraft 
Corp. D. 
Patterson, Moos Div. of Uni- 
versal Winding Co., Inc. A-D. 
i Corp. Gov. & Ind. Div. 


Potter Instrument, Inc. D. 

Redifon England Ltd. A 

Reeves instrument Corp. 

Reflectors Corp. A. 

S. A. Rochar Electronique. A. 

Servonics, Inc. A-D. 

Siemens & Halske A.G. D. 

Southern Instrument Ltd. A. 

Subsystems Div., Servomechan- 
isms, Inc. D. 


CONNECTORS 


1. Anode 8. Interlock 
2. Audio 9. Miniature 
3. Antenna 10. Phono 
4. Coaxial Cable 11. Power 
5. Diode 12. Printed 
6. Electrical, AN Circuit 


or MIL 13. 
7. Hermetically 14. Subminiature 
Sealed 15. Waterproof 
® Aircraft Marine Prods. of 
Canada Ltd. 4-7-10-12. 
Airtron Canada Ltd. 11. 
Amphenol Canada Ltd. 1-2-3-4- 


A-D. 


# Andrew Antenna Corp. Ltd. 3-4. 


Armaco. 9-14, 
Aviation Electric Ltd. 4-6-7-9-15. 
Benco Television Associates Ltd. 


4. 

Burndy Canada Ltd. 
4-6-7-9-11-12. 

Cambridge Thermionic 5-9-12. 

Canadian Marconi Co., Radio 
Relay Div. 4. 

Cannon Electric Canada Ltd. 2-3- 
4-5-6-7-9-11-12-13-14-15. 

Electronic Components Ltd. 11. 

Ericsson Telephone Sales of 
Canada Ltd. 8 

Holub Industries, Inc. 5. 

Jerrold Electronics Corp. 4-9-13. 

Joy Mfg. Co. (Canada) Ltd. 4. 

Lucas Rotax Ltd. 8. 

Phalo Plastics Corp. 10. 

Phillips Electrical Co. Ltd. 4. 

The Plessey Co. of Canada Ltd. 
4-6-7-9-11-15. 

Quality Hermetics Ltd. 7. 

Sinclair Radio Labs. Ltd. 3-4. 

N. Slater Co. Ltd. 11. 

S. Smith & Sons (Canada) Ltd. 4. 

T.M.C. (Canada) Ltd. 3 

Tenatronics Ltd. 3-4. 

United-Carr Fastener Co. of 
Canada Ltd. 1-2-3-4-6-9-10-11- 
12-13-14. 


Aerialite Ltd. 3-4, 

Aerolite Electronics Corp. 10-11. 

Alcon Metal Products, Inc. 3-10. 

Allied Industries, Inc. 
4-6-7-9-13-15. 

Anton Electronics. 7-8-12. 

Associated Engrg. Corp. 11. 

—— Metal Prod. Corp. 
3-4-6- 

= m Lee 
2-3-4-7-8- asic. 13-14. 15. 

Bendix pene Corp., Scintilla 
Div. 6-7-9-11-14-15. 

Birnbach Radio Co., Inc. 
1-2-9-10. 

Blonder-Tongue Labs. Co. 4-13. 

Bogart Mfg. Corp. 3 

Breeze Corporation, Inc. 9-14. 

A. F. Bulgin & Co. Ltd. 2-10-11. 

Cinch Mfg. Co. 1-2-3-4-5-6-8-9-10- 
11-12-13-14, 

Circon Component Co. 
1-2-3-5-8-9-10-11-12-13-14. 

Coaxial Connector Co., Inc. 
1-2-3-4-5-9-10-11-13-14-15. 

Commercial Plastics. 10-11. 

Connector Corp. 3-5-10. 

Continental Connector Corp. 
1-4-6-7-9-11-12-14. 

A/S Danavox. 10-14, 

Danbury-Knudsen Div. of 
Amphenol. 

The Deutsch Co. 2-6-7-9-15. 

Dialight Corp. 2. 

Diamond Antenna & Microwave 
Corp. 3-4. 

Dielectric Prods. Engrg. Co., 
Inc. 3-4-13. 

Eagle Electric Mfg. Co., Inc. 
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6-8-11. 
Eby Sales Co. 1-2-3-10. 
Hugh H. Eby Co., Inc. 
Eitel-McCullough, Inc. 1. 
Elco Corp. 2-4-6-9-11- iz. 14. 
Electrical Industries Div. of 
Philips Electronics, Inc. 7. 
Electronics Corp. 11. 
Elextrix Terminals & Connectors 
Ltd. 6. 
Entron, Inc. 13. 
Felten & Guillaume Carlswerk 
A.G. 4. 
Fusite Corp. 7. 
General Radio Co. 4. 
Gorn Elec. Co., Gorn Electronics 
Div. 7-9-12. 
Grayhill, Inc. 5. 
Gremar Mfg. Co., 
Gulton Ind. 4. 
Harwin Engineers Ltd. 9-14, 
Harvey Hubbell, Inc. 8-9-12. 
Illumitronic Engrg. 2-10. 
Industrial Prods. Co. 4-14. 
Insulators Ltd. 11. 
E. F. Johnson. 9. 
— Electronics Corp. 2-4- 


3-8-9-12- 


Inc. 4. 


Malco Tool & Mfg. Co. 
14. 


Mayfair Molded Prods. Corp. 1. 

The McMurdo Instr. Co. Ltd. 6-9. 

Microdot, Inc. 4-6-7-8-9-12-14-15. 

Microwave Associates. Inc. 
5-10-13-15. 

Mosley Electronics, Inc. 3. 

Murphy Radio Lt d. 3-6. 

National Co., Inc. 1-2-3. 

National Tel-T ronics Corp. 1-2-3- 
8-10. 


Oxley Developments Co. Ltd. 2-9. 
Painton & Co. Ltd. 2-6-12. 
Penn-East Engineering Corp. 11- 


Permonite Mfg. Co. 10. 
Richards Electrocraft, Inc. 6-9-10. 


Specialty Engrg. & Electronics 
Co. 11-15. 

Stratton & Co. Ltd. 1. 

Switchcraft, Inc. 2-10, 

Tru-Connector Corp. 4-9-14, 

U. S. Components, Inc. 2-7-9-12- 
14 


U cinite Co. 1-5-12. 

Union Electronics & Machine 
Corp. 4-6-13. 

Waldom Electronics, Inc. 8-10. 

Waltham Horological Corp. 


Whiteley Electrical Radio Co. 
Ltd. 15. 
Winchester Electronics, Inc. 1-2- 
3-4-5-6-7-8-9-11-12-13-14-15. 
Daniel Woodhead Co. 6. 
Workman TV, Inc. 10. 


CONTACTS—Electrical 


Amphenol Canada Ltd. 
Cannon Electric Canada Ltd. 
Engelhard Ind. of Canada Ltd. 
Osborne Electric Co. Ltd. 


Aemco, Inc. 
Electro-Miniatures Corp. 
Fansteel Metallurgical Corp. 
Johnson Matthey & Co. Ltd. 
The Keyswitch Co. 

P. R. Mallory & Co., Inc. 
Permonite Mfg. Co. 
Siemens Edison Swan Ltd. 
Staver Co., Inc. 


CONTROLS 


Mechanical 
Switch 
29. Moisture 


1. Alarm System 28. 
2. Automatic 
Tuning 


3. Automatic 30. Oxygen 


1 
1 
1 


Voltage 31. 
Regulating 
. Capacitance 32. p 
Operated 33. Photoelectric 
.- Chemical 34. Protographic 
. Counting & Exposure 
Sorting 35. Positioning 
- Dimension 36. Power Level 
. Door 37. Pressure 
. Electric de 38. 
motor 39. 
0. Electronic ac 
motor speed 40. 
1. Elevator 41. 
Leveling 
2. Film Thickness 42. § 
3. Flame Failure 43. Smoke and 
4. Flexible Combus- 
Mechanical tion 
Push-Pull Electronic 
. Fluid Con- 44, Sound 
System 
45. Specific 
Gravity 
46. Strain 
Frequency 47. Temperature, 
Heat Treating Electronic 
. Humidity 48. Tentering 
- umination 49. Timing 
. Inspection 50. Torque, 
. Liquid Level Electronic 
Loop Regula- 51. Turbidity 
n 52. Ultrasonic 
Machine 53. Vacuum 
Safety 54. Ventilating 
. Materials 


Control 
Thickness 55. Systems 
. Mechanical 56. 
Overload 57. 
Amalgamated Electric Corp. Ltd. 
43 


Package 
Wrapping 


. Food Process- 


7 Automatic Electric Canada Ltd. 
1 


Automatic Telephone & Sound 
Services Ltd. 

Autotronics Control "23-33-54. 

Aviation Electric Ltd. 16-23-30- 
35-37-42. 

Bailey Meter Co. Ltd. 15-16-23- 
30-32-35-37-43-45-4 7-49 51-53-55. 

Barber Colman of Canada Ltd. 
8-13-20-32-47. 

Beaconing Optical & Precision 
Matl. 33-35-39. 

Bepco Canada Ltd. 4-8-23-33-43- 
5 


The Bristol Co. of Canada Ltd. 
15-16-17-18-19-20 .23-30-32-35-37- 
43-46-47-49-51-52. 

Brown Boveri (Canada) Ltd. 3-39. 

Canadian Chromalox Co. Ltd. 
19-47. 

Canadian Curtis-Wright Ltd. 7- 
12-16-23-26-29-45. 

Canadian Cutler-Hammer Ltd. 
— — sjeners al Electric Co. 

E.E .D. 9-10-23-24- 
25.03.38. “36-38-39-40-41.43-49- 
5 

Canadian Marconi Co. 3-8-23-33- 

40-49. 


Canadian Motorola Electronics 
Ltd. 39. 


® Canadian Research ed 20- 


1-2-3-4-7, 5-6-7-8-9-10-11-12-13-14-15, ® Siemens Edison Swan Ltd. 10, 21-22-32-33-39-43-4 
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Canadian Sonic Co. 26-46-52. 

« Canadian Westinghouse Co. 
Ltd., Electronics Div. 
1-3-6-7-9-10-18-19-22-25-26-33- 
35-39-40-4 1-42-43-46-49-56. 

Central Scientific Co. of Canada 
Ltd. 32-33-53. 

Collins Radio Co. of Canada 
Ltd. 42. 

Controls Co. of Americ 
Canada Ltd. 13- 16-23-28-49-55. 

Daystrom Ltd. (Weston) 47. 

Dominion Electrohome Indus- 
tries Ltd. 1-5-6-7-8-9-10-11-12- 
13-15-16-17-23-24-25-26-27-31- 
32-33-35-36-40-41-43-45-46-47- 
48-49-50-5 1-52-53. 

Douglas Randall (Canada) Ltd. 
10. 


Edo (Canada) Limited 42. 

Edwards High Vacuum Canada 
Ltd. 53. 

Electrolabs 3. 

Electronic Associates Ltd, 22-23- 
26-33-39-45-49-50 

Electronic Communications Ltd. 
9-10-21-33-35-39-44-52-55-57. 

Electronic Controls Ltd. 9-10. 

Electronic Research & Develop- 
ment Co. Ltd. 

Electronic Corp. of America 
(Canada) Ltd. 8-13-21-22-23-33- 


9. 
Engineered Sound Systems Ltd. 


Ericsson Telephone Sales of 
Canada Ltd. 1-8-18-43-49, 

Executone Communications 
Systems Ltd. 44, 

Ferranti-Packard Electric Ltd. 7- 
15-16-21-22-23-33-35-37-38-39- 
41-42-46-47-49-55. 

F meee : & Porter Canada Ltd. 

37. 


— Research Lab. Ltd. 23-29- 
4 
-* Scientific Co. Ltd. 5-32-47- 


Found Bros. Aviation Ltd. 14-16- 
35-42-50. 

The Foxboro Co., Ltd. 15-16-17- 
19-20-23-26-30-32-25-27-45-47- 
54-56. 

E. H. Frost Canada Ltd. 44-54, 

Garrett Mfg. Corp. of Canada 
Ltd 3-9-10-16-18-35-37-42-47- 

oun al Controls Co. (Canada) 
Ltd. 6-7-22-37 

Helipot Div., Beckman Instr., 
Inc. 18. 

Honeywell Controls Ltd. 8-10-13- 
15-16-17-18-19-20-23-25-26-28- 
29-30 -32-37-42-43-45-46-47-51- 
§3-54-55. 

Humble Mfg. Co. Ltd. 43. 

Ind. Electronics Div., C. C. 
Meredith 33-49. 

International Business Machines 
Co. Ltd. 49. 

George Kelk Ltd. 3-6-7-22-33-42- 
46-47-48. 


Lenkurt Electric Co. _* Canada 
Ltd. 18-24-36-39-44-5 

Lucas-Rotax Ltd. 9-10- ie. 27-28- 

McC urdy Radio Industries Lim- 
ited 

Measurement Engrg. Ltd 

-4-5-6-7-8-9-10-11-12-13-14-15- 

16-17-18-20-21-22-23-25-26-29- 
31-32-33-35-37-38-40-41-43-47- 
48-49-50-51-55. 

Meredith C. C. & Co. Ltd, 10-33- 
36-55 


Milltronics Ltd. 3-16-24-36-46. 

Muirhead Instruments Ltd. 42-55. 

National Sound Services Ltd. 44, 

R. H. Nichols Ltd. 3-39, 

ee i Radio Mfg. Co. Ltd. 

Osborne Electric Co. Ltd. 1-3-25. 

Philips Electronics Industries 
Ltd. 6-19-20-21-32-37-47-53. 

be ed Co. of Canada Ltd. 


3-44. 
Polytronics Co. 13-31-33-35-43-47- 


i mee Equipment Ltd. 1-3- 


nae Welder & Flexopress 
(Canada) Ltd. 56. 

Pye Canada Ltd. 39. 

Radio Communications Equip- 
ment & Engrg. Ltd 
1-6-17-33-39. 

Raytheon Canada Ltd. 10-35-42, 

Renfrew Electric Co. Ltd. 42. 

Research Industries Ltd. 1-6-7. 

a (Canada) Ltd. 

Sha Instruments Ltd. 
5-6-16-17-1 

C. R. Snelgrove Co. Ltd. 18. 

Sola Electric (Canada) Ltd. 3. 

Sperry Gyroscope. . 

Springfield Labs. 
3-6-10-16-37-46-47-54-55. 


Standard Electric Time Co. of 
Canada Ltd. 1. 

R. W. Stark. 36-47. 

Taylor Instrument Co. of Can: 
Ltd. 16-17-20 TSSD aT AT SSeS 

Tecneek Associates 

Tele-Radio Systems Ltd. 55. 

Thermo Electric Canada Ltd. 47. 

Thermovolt Instruments Ltd. 16- 
19-20-23-29-32-33-37-42-47. 

F. V. Topping Electronics Ltd, 
1-3-4-18. 

TranSonic Ltd. 52. 

Triad Instrument & Controls Ltd. 
9-10-19-33-42-47. 

Vector Labs. Inc. 7-8-17-18-21-22- 
25-33-35-39-42-43-47-49-50-55- 


56. 
Ward Leonard of Canada Ltd. 9- 
23. 


AEG, Stuttgart 43. 

Acoustica 7 23-52. 

Acromag, Inc. 

Advance ¢ ~+ ae Ltd. 18. 

Aemco, Inc. 49. 

Aero Research Instrument Co., 
Inc. 16-23-47. 

Aga Div. of Esna. 49. 

Airborne Instrument Lab., Inc. 


35. 
Allegany Instr. Co., Inc., 21-33- 
37-46-4 


Allied Control Co., Inc. 16-23. 

Alto Scientific Co., Inc. 49. 

American Electric Mfg. Corp. 
21-33. 

a. Controls, Inc. 
26-27-42 

Andersen Labs. , Inc. 52. 

Assembly Prods., Inc. 9-27. 

Atkomatic Valve Co., Inc. 16. 

Atlas Valve Co. 16-20-23-37. 

Atronic Prods., Inc. 

Automatic Timing & Controls, 
Inc. 42-35-49-55. 

Automatic Vaive Co., Inc. 16. 

Automation Prods., Inc. 23. 

Avien, Inc, 4-23-47. 

B & F Instruments, Inc. 50. 

BJ Electronics, Borg-Warner 
Corp. 37. 

Bailey Meters & Controls Ltd. 


Baird- Atomic, Inc. 3-4-6-20-22-39- 
47-49. 


Barber-Colman 9-10. 

Barnes Development Co. 6. 

Bassett Rex Inc. 18. 

Beckman Instr. Inc., Scientific 

Instr. 5-26-30-32-45-51. 

Beckman Instruments, Systems 
Div. 6. 

Belling & Lee Ltd. 49. 

Bendix Aviation Corp. 23-52. 

Brooks Rotameter Co. 16. 

Bowman Instrument Corp. 
6-35-42-43-49. 

Bruel & Kjaer 37-44-46. 

—— Electronics Corp. 18- 


Cambridge Instrument Co. Ltd. 
15-32-47. 

Cinema Engrg. Div. of Aerovox 
Corp. 44 

Compagnie Francaise Hortson 44, 

Computer Measurements Corp. 
6-18-49, 

Consolidated Electrodynamics 
Corp., ao, Div. 53. 

Control Panel Cor; 
1-6-9-10-12- 13-31.33-54-55. 

Controls Electronics Co. Inc. 
18-42. 


Cramer Controls Corp. 49. 

The S. H. Couch Co., Inc. 1. 

Dale Prods., Inc. 39. 

Daytronic Corp. 7-35-37-46-56. 

Detroit Controls Corp. 10-28. 

Designers for Industry, Inc, 7-17- 
26-28-31. 


Deuta-Werke GmbH 
25-26-27-28-29-30. 

Dewhurst & Partner Ltd. 11. 

Diehl Mfg. Co. 42-50. 

Dukane Corp. 44. 

Allen B. Du P Mont Labs., Inc. 
(Int. Div.). 39. 

Dunn Engineering Associates, 
Inc. 6-15-16-29-32. 

Dyna, Inc. 44. 

Eastern Industries, Inc. 42. 

Ebert Electronics Corp. 
15-16-22-23-33. 

Elcontrol Ltd. 13-23. 

Electrical Communications, Inc. 


1- 
The Electric Construction Co. 


Electric Eye Equipment Co. 29. 

Electronic Assoc., In 

My te © 400 
lectrgnic Control Corp. = 
33-4-47-49 


Electronic Instruments Ltd. 5-32. 
Electronic Specialty Co. 
1-2-3-9-10-18- 
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Electronics Corp. of America, 
Photo Switch Div. 33. 

Electro-Snap Co: 
14-21-27-28-29- 

El-Tronics Corp. 20-29. 

George Ellison Ltd. 16-28. 

Engineered Electronics Co. 1-6- 
22-23-26-33-39-45-49-50 

Evans Electroselenium Ltd. 43. 

Evershed & Vignoles, Ltd. 16-23- 
37-47 


F.A.J. Tools Co. 35. 

Fairchild Controls Corp., Com- 
ponents Div. 1-5-10-16-17-23- 
35-36-37-42-45-47. 

Falcon Machine & Tool Co. 14. 

Farmer Electric Products Co., 
Inc. 6-17-22-23-25-28-31-33-35- 
40-4 1-43-49-55-56. 

Fav ag Fabrique Dappareils Elec 
S.A # 7. 

Feedback Controls, Inc. 42. 

Fenwal Controls, Inc. 5-19-47. 

E. Fischer & Co. 7-26. 

General Communications Co. 45. 

General Radio Co. 

Globe Ind., Inc. 30. 

Gorn Elec. Co., Aircraft Con- 
trols Div. 23-37. 

Gorrell & Gorrell. 49, 

Great Lakes Mfg. Co. 20-42. 

Greenleat Mfg. Co. 42-43-46-54. 

Cae See 12-16-23-26-37-46- 


Hz aenni & Co. A.G. 53. 
Hallamore E —ye Co, 44, 
Hartman & Braun 


15-16-19-20-2 350-32 '33-37-43-49, 


The Hartman Electrical Mfg. Co 
9-15-16-19-20-23-30-32-33-37. 

The A. W. Haydon Co. 
9-22-28-34-49 

Holt Instrument Co. 3. 

Hoover Electronics Co. 55. 

Horstmann Gear Co. Ltd. 21. 

Hughey & Phillips. 39. 

Industrial Control Co. 42. 

Industrial Instruments, Inc 
5-15-20. 

Instrument Development Labs., 
Inc. 33. 

Isotope Developments Ltd 
6-23-26 


I/S Jensen E lectric. 47. 

Jensen Mfg. Co. 44. 

Jaquet Ltd. 49. 

Joens. 3-15-16-18-19-20-23-27-28- 
29-32-40-42-43-47-53-54-55. 


Kearfott Co., Inc. 16-23-26-35-42. 


Kepco Labs., Inc. 3-24. 

Kupfrian Mfg. Corp. 14. 

Dr. B. Lange 8-33. 

J. Langham ay ¥ Ltd. 56. 

Lavoie Labs., Inc. 22. 

Leach Corp. 3-9- -10-14- 18-24-27- 
28-31-36-37-42-43-50-54. 

Lear, Inc. 35-39-42, 

Legpa 7-26. 

Lesa Construzzioni Ellectro- 
meccaniche, 2, 

Librascope, Inc. 1-2-5-6-12-16-17- 
23-34-37-42-43-49-50. 

Lintronic Ltd. 16-46-47. 

The Lux Clock Mfg. Corp. 49. 

M.T.E. Control Gear Ltd. 
9-10-19-27-28-36-38-42-49. 

Machinery Electrification, Inc. 
7-8-13-16-17-23-33-35-49. 

Magnavox Co. 28-33. 

Magtrol, Inc. 35-56, 

Manson Labs., Inc. 18. 

Metals & Controls Corp. 47. 

Metra Corp. 9-21-23-32. 

Metropolitan Vickers Electrical 
Co. Ltd. 1-3-6-9-10-11-18-33-35. 

Montgomery Mfg. Co. 49. 

Moog Servocontrols, Inc. 16-35- 
42. 


Moore Associates, Inc. 1-39. 

F. I. Moseley Co. 42. 

Murphy Radio Ltd. 39. 

N.J.E. Corp. 18. 

N.R.C. Equipment Corp. 53. 

Narda Ultrasonics Corp. 52. 

Nash & Thompson Ltd. 16. 

National Co., Inc. 18-42-43-50. 

National Instr. Labs., Inc. 16-30- 
3 


37. 

National Theatre Supply Co. 44, 

R. W. Neill Co., Inc. 44, 

Nems Clarke, Inc. 34, 

Norden Div., United Aircraft 
Corp. 7-35-42. 

Northam Electronics, Inc. 37. 

Northern Radio Co., Inc. 39-55. 

Nuclear Corp. of America, Inc. 
12-26. 

Opad Electric Co. 3-6-9-18. 

Owen Labs., Inc. 46, 

Pacific Automation Prods., Inc. 


Paragon Electric Co. 49-54, 
Patterson, Moos Div. of Uni- 
versal Winding Co., Inc. 

143-4 


Perkin Engrg. Co. 3. 
Philips Electronics, Inc. 39. 
Photocon Research Prod. 34. 


= Waters Mfg.. Inc 


Photovoit Corp. 5-21-32-33-43. 
Pneu-Trol, Inc. 16. 

Polarad Electronics Corp. 32. 
Polyphase Instrument Co. 46. 
Potter Instrument, Inc.6-18-40-49. 
bal Pye Co. Ltd. 15-16-17-29- 


Racal Engrg. Ltd. 39. 

Radiat.on Counter Labs., Inc. 23. 

Radio Corp. of America. 39-43. 

Radio Frequency Lab., Inc 
Comm. Div. 39. 

Radiometer 32. 

Revere Corp. of America 16-23- 
46-56 


Ripley Co., Inc. 23-33-43-57. 
Robertshaw-Fulton Controls Co. 
The Instrument Div. 4-23 
S.A poche ar Electronique 7-9- 
10-55-57. 
Rohde & Schwarz 4. 
, Inc. 47. 


Sanborn Co. 

Schae - E nere. 7-9-16-27-28-35- 

Schomand! K.G 

Seely ay * Co., Inc. 49, 

Serdex, Inc. 7. 

Servo Corp. ar America. 42. 

Servomex Controls Ltd. 9-30-42. 

Servonics, Inc. 22-?6-27-42-46. 

Sheffield Corp. 7-22-26. 

Siemens Edison Swan Ltd. 9-42. 

Siemens & Halske A.G. 7-15-16- 
17-18-19-20-21-22-23-25-26-27- 
29-30-32-33-36-37-39-42-43-44- 
45-46-47-49-50-53-54. 

Sifam Electrical Instruments Co. 
Ltd. 47 

Simmonds Aerocessories, Inc. 
14-23. 

Simplex Co. 3. 

Sinclair-Collins Valve Co. 16. 

Skinner Electric Valve Div. 16. 

Skydyne, Inc. 55. 

Slaughter Co. 21. 

Sodeco, Societe des Compteurs 
de Geneve. 6. 

Soensen & Co., Inc. 18. 

- Instuments Ltd. 46-47- 
0. 


Standard Instruments, Inc. 33. 
Statham Labs., Inc . 
Stromberg C arlson Co. Div. of 
Gen. Dynamics. 44. 
Stromberg Time Corp. 49. 
Superior Electric Co. 3. 
Tally Registe Corp. 55. 
Telefunken GmbH. 44. 
Television Utilities Corp. 33-43. 
Telextro Inc. 1-49. 
T : Instrument Electronics Corp. 


Texas Instruments Inc. 23-55. 

Transistor Devices, Inc. 3. 

The Trix Electrical Co. Ltd. 44, 

Cae Aircraft Prods. Inc. 37-42- 
47- 

U shed rE Sectrle Controls Co 
§-8-17-19-20-23-27-28-29-31-37- 
47-53-54. 

Vactric (Control Equipment) 
Ltd. 9-42. 


Varo Mfg. Co., Inc. 10-18-42. 
Vectrol Engrg., Inc. 10-18-21-33- 
42-47-50. 
Veeco Vacuum Corp. 53. 
Venner Electronics Ltd. 6-10-49, 
Walkirt Co. 17- . 
3-18-19. 21-22- 


25-33-36-37-39-47-51-55 
Waugh Energ., Co. 18. 
Webster Electric Co. 23-49. 
Wells Industries Corp. 20-30-37. 
Westport Electric 6. 
W. M. Welch Mfg. Co. 12-34-38. 
Whiteley Electrical Radio Co. 
Ltd. 44. 


CONVERTERS 


8. —— Fre- 
Electronic 

9%. Power Fre- 
quency, 


Rotary 
10. Power Fre- 


1. Analog to 
Digital 


2. Card to Tape 
3. Computing 
4. Digital to 


A 
5. Frequency 
Shift 


Vibrator 
11. ssb Receiver 
Vibrator 


12. rf 
quency 13. T to Card 
14. Television 
(uhf to vhf) 
Airtron Canada Ltd. 6. 
- eee Electric Corp. Ltd. 


Aviation Electric Ltd. 1-4, 
Bailey Meter Co. Ltd. 1 

Beama Engrg. Ltd. 14. 

Benco Television Associates Ltd. 


Brown-Boveri (Canada) Ltd. 5-9. 


® Canadian General Electric Co. 
D 


Ltd., E.E. & T.D. 14. 





= Canadian Research Institute 8-10. 

Canadian Sonic Co. 10. 

Collins Radio Co. of Canada 
Ltd. 2-5-13. 

Daystrom Ltd. (Heath) 6. 

ElectroData Div., Burroughs 
Corp. 3. 

Electronic Associates ¥* 1-3-4, 

Electronic Controls Ltd. 

Electronic Research . Seiten 
ment Co. Ltd. 10-11 

Ferranti-Packard Electric Ltd. 

-2-3-4. 

Fischer & Porter Canada Ltd. 1. 

The Garrett Mfg. Corp. of 
Canada Ltd. 4-8. 

The Hoover Co. Ltd. 9. 

Ind. Electronics Div., C. C. 
Meredith 9. 

International Business Machines 
Co. Ltd. 1-2-3-13. 

Jerrold Electronics (Canada) Ltd. 


Lenkurt Electric Co. of Canada 
Ltd. 


Lucas- Ltd. 6-9. 

Northern Radio Mfg. Co. Ltd. 5 

The Plessey Co. of Canada Ltd. 
5-6- 


9. 
Pylon Electronic Development 
Co. Ltd. 7-8. 
RCA Victor Co. Ltd. 5. 
Regency Electronics Ltd. 14. 
Research Industries Ltd. 10. 
Servomechanisms Canada Ltd. 1. 
Sharpe Instrument Ltd. 
~3-4-13. 
Sperry Gyroscope Co. 1-3-4, 
Standard Television Prod. Ltd. 


9-10. 
T.M.C. (Canada) Ltd. 5-6-7. 
F. V. Topping Electronics Ltd. 
5-6-7-8-12. 
Triad Instruments & Controls 


Ltd. 8. 
Watkins Electronics Ltd. 14. 


Aerialite Ltd. 14. 
American Television & Radio. 
9-10 


Applied Research Inc. 14. 

Arnoux Corp. 

BJ Electronics, Borg-Warner 
Corp. 1. 

Baird-Atomic, Inc. 9-10. 

Beckman Instruments Inc., 
Systems Div. 1-2-3-4. 

Berkeley Div., Beckman Instru- 
ments Inc. 1-2-3-4-13. 

Behlman Engrg. Co. 8. 

Blonder Tongue Labs., Co. 12-14, 

David Bogen Co. Inc. 14. 

California Computer Prods., Inc. 
1-4. 


Carter Motor Co. 9. 

Chadwick-Helmuth Co. 3. 

Coleman Engrg. Co. Inc. 1-4. 

Communications Measurements 

abs. 

Computer C Control Co. Inc. 

Control Panel Corp. 1-3-4. 

Cornell-Dubilier Elec. Corp. 10. 

Croydon Precision Instruments 
Co. 6-7-8. 

Cubic Corp. 1. 

Di-An Controls, Inc. 2-13. 

Donner Scientific ‘- = 

Eddystone Co. Ltd. 

Eicor, Inc. 9. 

The Electric Construction Co. 9, 

Electric Specialty Co. 9, 

Electro Development Cop. 8-10. 

Electro Instruments, Inc. 

Electronic Associates, Inc. 1. 

Electro Measurements, Inc. 13. 

Electronic Research Associates 


td. 8. 
Elliot Bros. Ltd. 3. 
Engineered Electronics Co. 1-3-4, 
Entron, Inc. 12-14. 
Epsco, Inc. 1-4, 
Gulton Industries, Inc. 1. 
Hammarlund Mfg. Co. Inc. 12. 
Hoover Electronics Co. 1-4, 
1.D.E.A., Inc. 14, 
Industrial Control Co. 1-3. 
Industrial Test Equipment Co. 8. 
Instrument Development Labs., 
Inc. 1. 
Jack & Heintz, Inc. 9. 
James Vibrapower Co. 10-14, 
Kato Engrg. Co. 9. 
Kupfrian Mfg. Corp. 8. 
Librascope Inc. 1-2-3-4-13. 
Lintronic Ltd. 1-5. 
Mark Simpson Mfg. Co. Inc. 10. 
Menlo Park Engrg. 6. 
Motor Generator Corp. 
N.J.E. Corp. 8. 
Newton Bros. (Derby) Ltd. 9. 
Non-Linear Systems, Inc. 1. 
Norden Div., United Aircraft 
Corp. 1-2-4. 
Northern Radio Co., Inc. 5, 
Owen Labs., Inc. 4. 
Pacific Automation Prods., Inc. 


Perkin Engrg. Corp. 7-8. 

Polyphase Instrument Co. 8. 

Potter Instrument, Inc. 1-2. 

Racal Engrg. Ltd. 5-6-7. 

Radiation Instrument Dev. Labs. 

Radiation, Inc. 1-4. 

Radio Frequency Lab., Inc., 
Comm. Div. 5. 

Reeves Instrument Corp. 1-3-4. 

S. A. Rochar Electonique 9. 

Servonics, Inc. 1-3. 

Siemens & Halske A.G. 5. 

Siemens-Schuckertwerke A.G. 9. 

Sorensen & Co., Inc. 7-8. 

Southern Instruments Ltd. 1-2-4- 

Telechrome Mfg. Corp. 5. 

be Instrument Electronic Corp. 


Trio Labs., Inc. 3. 

Ultradyne, Inc. 8. 

Universal Transistor Products 
Corp. 

Varo Mfg. ‘Co., Inc. 8-9. 

Vectrol Engrg., Inc. 8. 

Vokar 10. 

Waugh Engrg. Co. 8. 


CORD SETS 


Amphenol Canada Ltd. 
= Manufacturing Co, 
d 


Cords (Canada) Ltd. 
Electronic Components Ltd. 
Fleck Mfg. Ltd. 

Len Finkler & Co. 


Associated Engrg. Corp. 

Audio Development Co. 

Circle ““F”’ Mfg. Co. 

Daniel Woodhead Co. 

Eagle Electric Mfg. Co., Inc. 
Pacific Automation Prods., Inc. 
Peerless Prods., Inc. 

Phalco Plastics Corp. 

Trimm Inc. 

Waldon Electronics, Inc. 


CORDS 


1. Line 3. Retractile 


2. Patch 


s Aircraft Marine Prods. of Can- 


ada Ltd. 2. 
Amalgamated Electric Corp. Ltd. 
1-2-3. 
Boston Insulated Wire & Cable 
Co. Ltd. 1-2-3. 
Cords (Canada) Ltd. 1. 
Electronic Components Ltd. 1-3. 
Len Finkler & Co. 1-2. 
Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 1-2-3. 
Lenkurt Electric Co. of Canada 
Ltd. 2. 
Northern Electric Co. Ltd. 2. 
Northern Radio Mfg. Co. Ltd. 2. 
Phillips Electrical Co. Ltd. 
T.M.C, (Canada) Ltd. 2. 
ss aad & Radium Industries Ltd. 


Aerialite Ltd. 1- - 

Amplivox Ltd. 1. 

Associated .. Corp. 1-2. 
Audio Development Co. 1-2. 
Berkshire Electic Cable 1-3. 
Birnbach Radio Co., Inc. 1-2-3. 
Eagle Electric Mfg. Co., Inc. 1. 
Electrosonic Corp. 2. 

General Radio Co. 1-2. 

Lapp Insulator Co.. Inc. 2. 
Nems-Clarke, Inc. 2. 

roe Automation Prods., Inc. 


Phalco Plastics Corp. 1-2. 
Pomona Electronics Co. 2. 
Royal Electric Corp. 1. 
Siemens & Halske A.G. 1-2-3. 
Telectro Industries Corp. 3. 
Telephone Mfg. Co. Ltd. 1-2-3. 
Trimm, Inc. 2 

Universal Circuit Controls 2, 
Vector Electronic Co. 2 
Waldom Electronics, Inc. 


CORES 


6. Iron 

7. Powdered 

8. Slug Tuning 

4. Ferrite Units 

5. High Perme- 9%. Tape Wound 
ability 10. Toroidal 
Magnetic 

Aerovox Canada Ltd. 

1-3-4-5-6-7-8-10. 
Allen-Bradley Canada Ltd. 4. 
Canadian Stackpole Ltd. 4. 


1. C Type 
2. - oe 


® Canadian Westinghouse Co. 


Ltd., Electronics Div. 
1-2-3-4-5-6-7-9-10. 
El-Met Parts Ltd. 1-5-6-10. 
Ericsson Telephone Sales of 
Canada Ltd. 7-10. 
LCR Mfg. Co. Ltd. 2-4-5-8-10. 
Lenkurt Electric Co. of Canada 
Ltd. 4-5-7-10. 


Neosid (Canada) Ltd. 5-6-7-8-10. 
Micarta Fabricators Ltd. 
2-4-9. 


Moloney Electric Co. of Canada 
Ltd. 1-9. 

The Plessey Co. of Canada Ltd. 
2-4-7- 

Raytheon Canada Ltd. 1. 

Rogers Electronic Tubes & 
Components 4. 


Acromag, Inc. 10. 
Airtron Inc. 4. 
The Arnold Engrg. Co. 
1-5-6-7-9-10. : 
Associated American Winding 
Machinery. 1-9. 
Automatic Mfg. Div., General 
Instrument Corp. 4-7. 
Burroughs Corp. 
c.@%. iceustes Corp. 10. 
The Carborundum Co. 2. 
Custom Components, Inc. 5-6-7. 
Delevan Electonics Corp. 8. 
Di-An Controls, Inc. 
Electro- ~—~e y Inc. 2. 
Ferrotec, Inc. 
General vation Corp. 4-5. 
Gulton Industries 2. 
International Resistance Co. 10. 
Kearfott Co. Inc. 4. 
Magnetic Core Corp. 4-5-6-7-8-10. 
Magnetic Metals Co. 5-7-9-10. 
Magnetics, Inc. 5-7-9-10. 
Murex Ltd. 
National Mouldite Co. 
“6-7 le 
Polypenco, Inc. 5-7-8. 
Polyphase Instrument Co. 10. 
Pyroferric Co., Inc. 5-6-7-8. 
Sprague International Ltd. 2-4-9. 
D. M. Stewart Mfg. Co. 4. 
Superex Electronics Corp. -4-8. 
Telcon Magnetic Cores Ltd. 1-3- 


Telephone Mfg. Co. Ltd. 5-7. 
Whiteley Electrical Radio Co. 
Ltd. 1-5-6-9. 


COUNTERS 


1. Alpha 8. Geiger 
Sensitive . Mechanical 
Beta 10. Neutron 
Sensitive 
11. Photoelectric 
12. ing, 
Medical 
13. Proportional 
14. Revolution 
15. Scintillation 
16. X-Ray 


Amalgamated Electric Corp. Ltd. 
u 


Bailey Meter Co. Ltd. 14. 

Beaconing My ern al & Precision 
Matl. 4-5-9-11. 

Bepco Canada Ltd. I1. 

Canadian Marconi Co. 5-6. 

Canadian Research Institute. 
1-2-3-5-7-8-10-11-12-15. 

Canadian Westinghouse Co. 
Ltd., Electronics Div. 11. 

Computing Devices of Canada 
Ltd. -5- 

Davis Automatic Controls Ltd. 

Dial . Instrument Finishers Ltd. 

8-10-12-13-15-16. 

Dominion Electrohome Indus- 
tries L 
1d 5-7-8:10-11- 12-14-15-16. 

Electronic Associates Ltd. 1-2-3 
7-8-11-12-13-14-15-16. 

Electronic Communications Ltd. 

Electronics Corp. of America 
(Canada) Ltd. 11. 

Ericsson Telephone Sales of 
Canada Ltd. 4-5. 

Ferranti-Packard Electric Ltd. 
3-5 

Fisher Research Lab. Ltd. 8-15. 

General Controls Co. (Canadian) 
Ltd. 4-5-9-14, 

Honeywell Controls Ltd. 5 

Humble Mfg. Co. Ltd 

George Kelk Ltd. 11. 

Marsland Engrg. Co. Ltd. 4. 

Measurement Engrg. Ltd. 
1-2-4-5-6-7-8-11-15. 

R. H. Nichols Ltd. 14. 

Northern Radio Mfg. Co. Ltd. 

Philips Electronics Industries 
Ltd. 1-2-3-5-7-8-13-15-16. 

Pie Co. of Canada Ltd. 8-10- 


Polytronics Co. 11. 
Research Industries Ltd. 3. 
Rogers Electronics & Compo- 
nents Div. of ig Elec- 
tronics Ind. 
sermuenons Canada Ltd, 3- 
any Ltd. 
oe <’ t 


S. a. & , (Canada) Ltd. 


Sperry Gyroscope Co. 5-10. 
Standard Electric Time Co. of 
Canada Ltd. 5. 


‘Tecneek Associates 4-9-11-14. 
1. 


Vector Labs. Inc. 1 


Advance Electronics Lab., Inc. 5. 

Airmec Ltd. 1-2-5-6-7-8-9-11-14. 

Anton Electronics. 2-7-8-10-12-15. 

Atomic Accessories, Inc. 8. 

Automatic Electric Co. 4. 

Automatic Timing & Controls, 
Inc. 4-14, 

Baird Atomic, Inc. 12-13-15. 

Beckman Instruments, Inc. 
Berkeley Div. 3-5-6-11-14. 

BJ Electronics, Borg-Warner 
Corp. 1-2-3-5-7-8-10-12-13-15- 
16 


Boesch Mfg. Co., Inc. 4-5-9. 

Bowman Instrument Corp. 
4-9-14. 

Burroughs Corp. 3-5. 

Computer Controls Co., Inc. 3. 

Computer Measurements Corp. 
3-5-6-11 

Data Instruments Div., Telecom- 
puting Corp. 3-5-6-13-14. 

Dawe Instrument Ltd. 3-5-6-14. 

Di-An Controls, Inc. 3. 

Drello Ing. Paul Drewell. 5. 

Durant Mfg. Co. 4-5-9-11-14. 

Dynapar Corp. 5. 

Electronic Assoc., Inc. 3-4-5. 

Electronic Instruments Ltd. 
1-2-10-16. 

Electronic Prods. Div., Post 
Machinery Co. 3-5- 11-14, 

Electronic Specialty Co. 5. 

Engineered Electronics Co. 1-2- 
3-5-7-8-11-12-13-14-15-16. 

English Numbering Machines 
Ltd. 9-14. 

Etelco Ltd. 3-5-6-7-8-15. 

FXR, Inc. 6. 

Farmer Electric Prods. Co., Inc. 


Fleming Radio Developments 1-2- 

General R: ee al Ltd. 1-2-5: 
8-10-13-15 

Guardian Electric Mfg. $ 

Gulton Industries 12. 

Hewlett-Packard Co. 
1-3-5-6-11-14. 

= Electronic Prods. Co. 


Hoffman Electronics Corp. 11. 

Industrial Winding Machinery 
Corp. 14. 

Isotope .Developments Ltd. 
1-2-5-7-8-10-13-15-16. 

J.B.T. Instruments. 14. 

oe Co., Inc. 6. 
Labgear Ltd. 3-4-7-8-10-15. 

Dr. B. Lange. 11. 

Lavoie Labs., Inc. 6. 

Librascope, Inc. 4-5-9-11. 

Machinery Electrification, Inc. 
4-9-14. 

Metra Corp. 11. 

Moore Associates, Inc. 1-3. 

Mueller Labs. 4. 

Nash & Thompson Ltd. 15. 

New London Instrument Co. 6. 

Norden Div., United Aircraft 
Corp. 3. 

Northeastern Engrg., Inc. 3-5-6. 
Nuclear Corp. of America Inst. 
Div. 1-2-3-7-8-10-12-13-15-16. 
—— Measurements Corp. 13- 


Nucleonic Corp. of America 1. 
Patterson, Moos Div. of Uni- 
versal Winding Co., Inc. 

1-2-7-8-14-15-16. 

Photocon Research Prods. 
5-9-14-4. 

Photo-Crystals, Inc. 11. 

Photovolt Corp. 11. 

Potter Instrument, Inc. 
3-5-6-13-14, 

Precision Radiation ppeeemaneate, 
Inc. 1-2-7-8-10-12- on 

Pyroferric Co., Inc. 

Racal Engrg. [td. 3-8.6-13- 14, 

Radiation Counter Labs., Inc. 
1-2-7-8-10-12-13-15. 

Rank Cintel Instr. 15. 

Revere Corp. of America. 4. 

Rheem Mfg. Co. 6. 

Ripley Co., Inc. 5-11. 

S. A. — Electronique 


Siemens & Halske A.G. 1-2-3- 
4-5-7-8-10-11-12-15-16. 

Sodeco, Societe des Compteurs 
de Geneve. 4-11. 

Geo. ree Mfg. Co., Inc. 


4-5 
Tally Register Cor 
Telechrome Mfg. AY 3. 

Telecomputing Corp. Data 


Instrument Div. 3-5-6-13-14. 
Television Utilities Corp. 5. 
J. o: m Thompson Ltd, 


14, 
nua Co. Ltd, 4-9-14, 
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Universal Atomics Corp. 
1-2-7-8- 

Universal Transistor Products 
Corp. 1 

Van Norman Industries, Inc., 
Electronics Div. 5. 

Veeder-Root, Inc. 4-5-9-11-14, 

Venner Electronics Ltd. 3-5-6- 
11-14. 

Victoreen Instrument Co. 1-2-7- 


0-16. 
Walkirt Co. 3-5-6-14. 


COUPLERS—Directional 


Airtron Canada Ltd. 
Bayly Engrg. Ltd. 
— Radio Co. of Canada 


Ferranti-Packard Electric Ltd. 
® Raytheon Canada Ltd 
Research Industries Ltd. 
® Sinclair Radio Labs. Ltd. 
Sperry bane yy Co. 
TMC (Canada) Ltd. 
Watkins Electronics Ltd. 


Automatic Metal Prod. Corp. 
Blonder-Tongue Labs. Co. 
Bogart Mfg. Corp. 

# Bomac Labs., Inc. 
Coaxial Connector Co. Inc. 
California Tech. Industries Div. 

of Textron Inc. 

Controls Electronics Co., Inc. 
Diamond Antenna Microwave 


Corp. 

a or Prods. Engrg. Co., 
nc. 

Douglas Microwave Co., Inc. 

Entron, Inc. 

FXR, Inc. 

General Radio Co. 

B. F. Goodrich Sponge Prods. 
Div. 

Hewlett-Packard Co. 

I-T-E Circuit Breaker Co. 

E. F. Johnson Co. 


M. C. Jones . ~ ee Co., Inc. 


Kearfott Co. In 

Meridian Metalcraft, Inc. 

Microwave Associates Inc. 

» on Development Labs., 
nc. 

Narda Microwave Corp. 

Radar Design Corp. 

Reeves Instrument Corp. 


W. H. Sanders (Electronics) Ltd. 


Sierra Electronic Corp. 
Telerad Mfg. Corp. 
Transco Products, Inc. 
Waveline, Inc. 


COUPLINGS—Microwave 


Airtron Canada Ltd. 

Collins Radio Co. of Canada 
Ltd. 

Ferranti-Packard peel Ltd. 

RCA Victor Co. Lt 

Sinclair Radio Labs. Ltd. 

Sperry Gyroscope Co. 


Bogart Mfg. Corp. 

Coaxial Connector Co., Inc. 
Controls Electronics Co., Inc. 
De Mornay Bonardi 
Diamond Antenna Microwave 


Corp. 
Dielectric Prods. Engrg. Co., 


ne. 
Dougias Microwave Co., Inc. 
FXR, Inc. 

I-T-E Circuit Breaker Co. 
Jensen Industries, Inc. 
Kearfott Co., Inc. 

Laboratory for Electronics, Inc. 

Meridian Metalcraft, Inc 
a Development Labs., 

ne. 
Narda Microwave Corp. 

Prodelin, Inc. 

Reeves Instrument Corp. 
W. H. Sanders Ltd. 
® Technicraft Lab., Inc. 

Telerad Mfg. Corp. 

Waveline, Inc. 


COUPLINGS, SHAFT 


E. Reducers & F. Rigid & 
Extensions Flexible 
s Bach Simpson Ltd. F. 
The Canadian Fairbanks-Morse 
Co. Ltd. E-F. 
=: Guna (Canada) Ltd. 


Amatom Electronic Hardware 
Co., Inc. E. 

Birnbach Radio Cry Inc. E-F. 

Breeze Corp., In F. 

British Insulated | Callender’s 
Cables Ltd. F. 

A. F. Bulgin & Co. Ltd. F. 

Falcon Machine & Tool Co. F. 

The Finney Co. E-F. 

General Cement Mfg. Co. 


E. 
= Jackson Bros. London Ltd. E-F. 


E. F. Johnson Co. F. 

Kearfott Co. Inc. F. 

Kupfrian Mfg. Corp. F. 

Litton Industries Compounds 
iv. E-F. 

Lord Mfg. Co. 

National Co., Inc. E. 

PIC Design Corp. E-F. 


® Reflectone Corp. E-F. 


Stratton & Co. Ltd. 
= Waters Mfg., Inc. E-F. 


CRYSTAL CARTRIDGES 


Canadian Astatic Ltd. 
Len Finkler & Co. 

= R. Mack & Co. Ltd. 
Monarch Radio Mfg. Co. 


Cosmocord, Ltd. 
Electro Voice, Inc. 


Garrard | Engrg. & Mfg. Co. Ltd. 

=F Goodrich, Sponge Prods. 
iv. 

Japan Piezo Electric Co. 

Microwave Associates, Inc. 

Shane Bros., Inc. 

Standard Crystal Co. 

The Staver Co., Inc 

Webster Electric Co. 


CRYSTAL MOUNTS AND 
MIXERS 


Airtron Canada Ltd. 
Quality Hermetics Ltd. 
Raytheon Canada Ltd. 
C. R. Snelgrove Co. Ltd. 


Allied Industries, Inc. 
American Electronic Labs., Inc. 
Bogart Mfg. Cor; 
Coaxial Connecter Co. Inc. 
Diamond Antenna & Microwave 
Corp. 
FXR, Inc. 
* E Goodrich Sponge Prods. 
iv. 
Henry & Thomas Ltd. 
Hewlett-Packard Co. 
Meridian Metalcraft, Inc. 
Microlab. 
Microwave Associates, Inc. 
vine. Development Labs., 
nc 
Narda Microwave Corp. 

Nems Clarke, Inc. 

® Siemens Edison Swan Ltd. 
Sierra Electronic Corp. 
Standard Crystal Co. 
Telerad Mfg. Corp. 
Waldom Electronics, Inc. 
Waveline, Inc. 


CRYSTALS 
1. Barium 


(for Trans- 
ducers) 
2. Color TV 


icy 
Control 
3. Grown, Ger- 
manium & 
Silicon, 
Uncut 
4. Quartz, Fre- 


— ‘ontro! 
trol 12. Unfinished 
ducer 
5. Quartz, 
Trans- 


® Cambridge Thermionic 4. 


® Canadian General Electric Co. 4. 


Canadian Motorola Electronics 
Ltd. 4 


Canadian Sonic Co. 1-6. 

Croven Limited 2-4-5. 

Dominion Electrohome Indus- 
tries Ltd. 10. 

Electronic Associates Ltd. 10. 

E.M.1.-Cossor Electronics Ltd. 2. 

Engelhard Ind. of Canada Ltd. 


Ericsson Telephone Sales of 
Canada Ltd. 4. 

Lenkurt Electric Co. of Canada 
Ltd. 4. 

Linde Company 9. 

Philips Electronics Industries 


Ltd. 10. 
=~ Plessey Co. of Canada Ltd. 


RCA Victor Co. Ltd. 2. 

Raytheon Canada Ltd. 3. 

C. R. Snelgrove Co., Ltd. 2-4-5, 

Spilsbury & Tindall Ltd. 4. 

Standard Telephones & Cables 
Mfg. Co. (Canada) Ltd. 4. 

Taylor Leslie Mining & Engrg. 


rp. Ltd. 
Titania Electric Corp. of Canada 
Ltd. 1-4-5. 


Acoustica Associates 1. 
Anderson Labs., Inc. 4-5. 
The Arnold Engrg. Co. 1. 
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Automatic Telephone & Electric 
Co. Ltd. 4. 

Atomic Accessories, Inc. 10. 

Baird-Atomic Inc. 10. 

BJ Electronics, Borg-Warner 
Corp. 10. 

Rex Bassett, Inc. 4. 

Bliley Electric Co. 4. 

Branson Instruments, Inc. 5. 

Bulova Watch Co. 4. 

Curtiss Wright Corp. 1-5. 

Edo Corp. 1-5-7. 

Endevco Corp. 1. 

General Electric Co., 
Glass Dept. 6. 

Gulton Industries 1. 

Hughes Prods. Div., 
Aircraft Co. 4. 

Japan Piezo Electric Co. 4. 

Kistler Instruments Co., Inc. 5. 

James Knights Co. 4. 

Levinthal Electronic Prods. 10. 

Metrix Instruments Ltd. 2. 

Nash & Thompson Ltd. 10. 

Narda Ultrasonics Corp. 1-5. 

National Instrument Laboratories 
Inc. 11. 

Nuclear Corp. of America, 
Instrument Div. 10. 

Petersen Radio Co., Inc. 4. 

Quarzkeramik GmbH. 4-5. 

Radiation Counter Labs., Inc. 


Lamp 


Hughes 


12. 

Radio Corp. of America. 2. 
Rank Cintel Instr. 10. 
S. A. Rochar Electronique. 1-4. 
am, Inc. 3-6-7-8-9-10- 

11-12. 
Shane Bros., Inc. 7. 
Solar Mfg. Corp. 1. 
Sonotone Corp. 1. 
Standard Crystal Co. 4. 
Telechrome Mfg. Corp. 2. 
Texas Crystals Div. 4. 
Thermosen, Inc. 3. 
J. Langham Thompson Ltd. 9. 


D 


DATA RECORDING 
EQUIPMENT 


Bailey Meter Co. Ltd. 
The Bristol Co. of Canada Ltd 


® Canadian General Electric Co. 


aeens Devices of Canada 

td 

ae Associates Ltd. 
.M.1.-Cossor Electronics Ltd 

Sion Telephone Sales of 
Canada Ltd. 

Fischer & Porter Canada Ltd. 

Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 

International Business Machines 
Co. Ltd. 

George Kelk Ltd. 

Radio Communications Equip- 
ment & Engrg. Ltd. 

Sharpe Instruments Ltd. 

S. Smith & Sons (Canada) Ltd 

X-Ray & Radium Industries Ltd 


Allegany Instrument Co., Inc. 

Ampex Corp. 

Antlab Inc. 

Automatic Telephone & Electric 
Co. Ltd 

Barnes Development Co. 

Beckman Instruments, Inc., 
Berkeley Division 

Beckman Instruments, Inc., 
Systems Div. 

Bensen Lehner Corp. 

BJ Electronics, Borg-Warner 
Corp. 

Century Electronics & Instru- 
ments Inc. 

Ciorell & Ciorell 

Coleman Engrg. Co. Inc. 

Cubic Corp. 

A/S Danbridge. 

Electro-Instruments Inc. 

Electronics Assoc. Inc. 

Evershed & Vignoles Ltd. 

General Radio Co. 

Gulton Industries Inc. 

Hewlett-Packard Co. 

J. Langham Thomson Ltd. 

Librascope, Inc. 

Lintronic Ltd 

oo. Vickers Electrical 
Co. Ltd. 


Moore Associates Inc. 

Nalder Bros. & Thompson Ltd. 
Non-Linear Systems Inc. 
Offner Electronics 

Potter Instrument Inc. 
Radiation, Inc. 

Radio Corp. of America. 
Sanborn Co. 

S. A. Rochar Electronique 
Southern Instruments Ltd. 
Tally Register Corp. 

Telectro Industries Corp. 
Television Utilities Corp. 
Texas Instruments Incorporated 
Zeiss Aerotopograph GmbH 


DECADE BOXES 


1. itance 3. Resistance 
2 Inductance 


Aerovox Canada Ltd. 1-2-3 
Bayly Engrg. Ltd. 3. 

® Canadian Research Institute. 1-3. 
Daystrom Ltd. (Heath) 1-3. 
—— Communications Ltd 


Honeywell Controls Ltd. 3. 
International Resistance Co. Ltd. 


Leeds & Northrup Canada Ltd 
1-3. 


® Muirhead Instruments Ltd. 1-2-3 
Polytronics Co. 3. 
Renfrew Electric Co. Ltd. 
Tecneek Associates 1-2-3. 

® Tinsley Instruments. 1-2-3, 


Advance Components Ltd. 1. 

British Physical Labs. 1. 

Copaeee Instruments Co. Ltd. 

Cinema Engineering Div. of 
Aerovox Corp. 

Chadwick- Helmuth Co. 1-2-3. 

Clarostat Mfg. Co., Inc. 3. 

Consolidated Resistance Co. of 
America 1-2-3. 

Cornell-Dubilier Elec. Corp. 1-3. 

A/S Danbridge. 1-2-3. 

The Daven Co. 3. 

Dawe Instruments Ltd. 1-2-3. 

Electro-Measurement, Inc. 1-2-3. 

Elektromesstechnik Wilhelm 
Franz 1-2-3. 

Electronic Instrument Co. Inc. 


General Radio Co. 1-2-3. 

P. Gossen & Co. GmbH. 1-3. 

Hartmann & Braun A.G. 1-2-3. 

Industrial Instruments Inc. 1-3. 

Julie Research Labs. Inc 

Measurements, a McGraw- 
Edison Div. 3. 

Metra Corp. 1-2-3. 

Muirhead & Co. Ltd. 1-2-3. 

W. G. Pye Co. Ltd. 1-2-3. 

Rinco, Inc. (East) 3. 

Servomex Controls Ltd. 1. 

Shallcross Mfg. Co. 1-3. 

Simmonds Aerocessories, Inc. 

Specialty Engrg. & Electronics 
Co. 1-2-3. 

Taylor Electrical Instruments 
Ltd. 2-3. 


Tech. Labs., Inc. 3. 

United Transformer Corp. 2. 
Venner Electronics Ltd. 3. 
Winston Electronics Ltd. 1-3. 


DELAY LINES 
1. Color TV 

2. Digital 

3. Distributed 


« Aircraft Marine Prods. of Canada 
Ltd 


3-4. 
Bayly Engrg. Ltd. 5. 

s Cambridge Thermionic 5-6. 
Canadian Sonic Co. 7. 

s E.M.1.-Cossor Electronics Ltd. 1. 
Ferranti-Packard Electric Ltd. 2. 
General Instrument—F. W 

Sickles of Canada Ltd. 1-2-3-5, 
Gomard Electronics Ltd. 5. 
Helipot Div., Beckman _Instru- 

ments, Inc. 3-4. 

RCA Victor Co. Ltd. 1. 

Renfrew Electric Co. Ltd. 1-3-5. 
TranSonic Ltd. 7. 

X-Ray & Radium Industries Ltd. 

7. 


Acoustica Associates 7. 

Advance Electronics Lab., Inc 
1-2-3-4-5-6. 

Ad-Yu Electronics Lab., Inc. 5-6. 

Anderson Labs., Inc. 7. 

Bliley Electric Co. 3-7. 

Burnell & Co. Inc. 3-5. 

Carad Corp. 5. 

Coil Winders, Inc. 5-6. 

Columbia Technical Corp. 1-2-3- 

Computer Control Co., Inc. 2. 

Control Electronics Co. Inc. 
1-2-3 6. 

Corning Glass Works 7. 

Allen B. Du Mont Labs., In 


Filtron Co., 

General Radio Co. 

Globe Industries, Inc. 3-4. 
Gulton Industries, Inc. 3-5-6-7. 
International Resistance Co. 4. 
J. F. D. Electronics, Inc. 3-4-5-6. 
Librascope, Inc. 

— Industries Compound Div. 





Ortho Filter Corp. 1-2-5. 
Shallcross Mfg. Co. 1-3-5. 
F. W. Sickles Div. General 
Instrument Corp. 1-2-3-4-5-6, 
Southern Instruments Ltd. 7. 
be oy een Instruments 
td. 1. 


Tel Instrument Electronics Corp. 


Telechrome Mfg. Corp. 1-3. 
Torotel, Inc. 3-4-5 

United Transformer Corp. 5 
Valor Electronics, Inc. 5-6. 
Workman TV Inc. 1. 


DEMODULATORS 

E. Electronic M. Magnetic 
Airtron Canada Ltd. E. 

. i? General Electric Co. 
Collins Radio Co. of Canada 


® Hackbusch Electronics Ltd. E. 


Jerrold Electronics (Canada) Ltd. 


E. 
Lenkurt Electric Co. of Canada 
Ltd. E. 


Northern Radio Mfg. Co. Ltd. E. 
E. 


RCA Victor Co. Ltd. 

Sharpe Instruments Ltd. E. 

TMC (Canada) Ltd. E. 

— : aes & Controls 
Ad. 


Airpax Products Co. M. 
Airtron Inc. E. 
American Electronic Labs., Inc. 


Automatic Timing & Controls, 
nc. E. 

Electro-Mechanical Research. E. 

Entron Inc. E. 

The General Electric Co. Ltd. E. 

Industrial Control Co. E-M 

Northern Radio Co., Inc. E. 

Rheem Mfg. Co. E-M. 

Sanders Associates, Inc. E. 

Schaevitz Engrg. M. 

Solid State Electronics Co. E. 

Stevens-Arnold, Inc. M. 

Torotel, Inc. M. 

Ultradyne Inc. E. 

Varo Mfg. Co. E 


DETECTORS 


1. Crystal 
2. Explosive 
Gas 


3. Fire, 
Electronic 
4. Flaw & 


14, Standing 
Wave 
15. Vibration 


6. 
7 16. Water Leak 


. Impedance 
Amalgamated Electric 
13. 


Bailey Meter Co. Ltd. 13 


Barber-Colman of Canada Ltd. 3. 


Canadian General Electric Co. 
Ltd., E.E. & T.D. 8-13-15. 

Canadian Marconi Co. 13-14. 

Canadian Research Institute. 
8-9-10-11-12-13-15-16. 

Canadian Sonic Co. 5. 

Canadian Westinghouse Co. 
Ltd., a Div. 
9-10-13-15. 

wanbies Electrohome Indus- 
tries Ltd. 9-13-16. 

Electronic Associates Ltd. 4-13. 

Electronic Communications Ltd. 


3-9. 

Electronics Corp. of America 
(Canada) Ltd. 3-13. 

Ericsson Telephone Sales of 
Canada Ltd. 3-13. 


Fisher Research Lab. Ltd. 8-9-16. 


Fisher Scientific Co. Ltd. 8. 

Hackbusch Electronics Ltd. 1. 

International Business Machines 
Co., Ltd. 3. 

George Kelk Ltd. 4-10. 

Lenkurt Electronic Co. of 
Canada Ltd. 1. 

Measurement Engrg. Ltd. 3-4-9- 


Philips Electronics Industries 
Ltd. 15. 


Polytronics Ltd. 13. 

Powertronic Equipment Ltd. 7. 

Raytheon Canada Ltd. 2. 

Sinclair Radio Labs. Ltd. 1-14. 

Tecneek Associates 8. 

TranSonic Ltd. 15. 

Triad Instruments & Controls 
Ltd. 10. 

Vector Labs. Inc. 13. 

The Wind Turbine Co. of 
Canada Ltd. 14. 

at od & Radium Industries Ltd. 
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Corp. Ltd. 


Acromag, Inc. 10. 

Acton Labs., Inc. 10-11. 

American Electronic Lab., Inc 
1-10-12. 

Atlantic Instruments, Inc. 1. 

BJ Electronics, Borg-Warner 
Corp. 14, 


Bailey Meters & Controls Ltd. 13. 


Baird-Atomic, Inc. 8-9-10-11-12- 
15-16. 

Ballantine Labs. Inc. 12. 

Barnes Development Co. 10. 

Beckman Instruments, Inc., 
Instruments Div. 8. 

Boonton Electronics Corp. 10-11- 
12. 


Branson Instruments, Inc. 4-5. 
A. S. Bruel & Kjaer. 15. 
Ca _— Instrument Co. Ltd. 


Chadwick- Helmuth Co. 15. 

Consolidated Electrodynamics 
Corp., Rochester Div. 8. 

Curtiss-Wright Corp. 5. 

Dawe Instruments Ltd. 15. 

Designers for Industry, Inc. 4. 

Diamond Antenna & Microwave 
Corp. 14. 

Donner Scientific Co. 12. 

Dunn Engineering Associates 
Inc. 4. 

Edo Corp. 1. 

Electro-Measurement, Inc. 10. 

Empire Devices Prods. Corp. 11. 

Endevco Corp. 15. 

Evans Electroselenium Ltd. 13. 

FXR, Inc. 14 

M. Falk 4. 

General Electric Co. (Lamp 
Wire & Phosphors). 9. 

General Radio Co. 1-5. 

B. F. Goodrich, Sponge Prods. 
Div. 1-7-14. 

Gulton Industries, Inc. 5-15. 

Hanovia Lamps. 4-8. 

Hartmann & Braun A.G. 10-11. 

Hewlett-Packard Co. 1-11-12-14. 

Hoffman Electronics Corp. 

Industrial Control Co. 10. 

Industrial Test Equipment Co. 


Intitut Dr. Forster. 4-9. 

Iron Fireman Mfg. Co. 3. 

Isotope Developments Ltd. 1. 

Jerrold Electronics Corp. Ind. 
Products Div. 7-14 

Kin-Tel. 12. 


Kistler Instruments Co., Inc. 1-15, 


Dr. B. Lange 13. 

J. Langham Thompson Ltd. 15. 

Legpa 4. 

Eric Lindgren Associates Inc. 
1-11-12-14. 

M. B. Manufacturing Co. 15. 

Meridian Metalcraft, Inc. 1 

Microlab. 1. 

Microwave Associates, Inc. 
1-7-14, 

Millivac Instruments Div. of 
of Cohu Electronics 10-11-12. 

NRC Equipment Corp. 8. 

Narda Microwave Corp. 1-14. 

Nuclear Corp. of America, 
Instruments Div. 5. 

Owen Labs. Inc. 10. 

Patterson, Moos Div. of Uni- 
versal Winding Co., Ltd. 1-2-3. 

Photocon Research Prods. 5. 

Photovolt Corp. 13. 

Potter Instruments Inc. 4. 

Precision Radiation Instruments. 


9. 
Radio Corp. of America. 9. 
Ripley Co., Inc. 13. 
Robertshaw-Fulton Controls Co., 
The Instrument Div. 
* H. Sanders (E lectronics) Ltd. 


Semi-Elements, Inc. 1 

Servomechanisms Inc., Sub- 
systems Div. 3. 

Shallcross Mfg. Co. 12. 

Siemens & Halske A.G. 5-13. 

Sierra Electronic Corp. 1. 

Sylvania Electric Products, Inc. 


Taylor Electrical Instruments 
Ltd. 1-13-16. 

Tel Instrument Electronics Corp. 

Telectro Industries. 3. 

Telonic Industries, Inc. 1-14. 

Trio Labs Inc. 12. 

Veeco Vacuum Corp. 8. 

Viking Instruments, Inc. 4. 

Waveline, Inc. 14 


DIALS—Instrument 


Amalgamated Electric Corp. Ltd. 
Aviation Electric Ltd. 


® Bach Simpson Ltd. 
® Barber-Colman of Canada Ltd. 


® Canadian Research Institute. 
Croname (Canada) Ltd. 
Dial & Instrument Finishers Ltd. 
The Foxboro Co. Lt 
Hathaway Kraemer Ltd. 


Helipot Div., Beckman 
Instruments, Inc. 

London Wood & Plastics Ltd. 

R. Mack & Co. Ltd 

Muirhead Instruments Ltd. 

Oki & Willadsen Ltd. 

Precision Dials Ltd. 

Radelin Ltd. 

Mrs. B. Whittaker 

X-Ray & Radium Industries Ltd. 


Allied Plastics Supply Corp. 

Baird-Atomic, Inc. 

The British Electric Resistance 
C 


o. 
F. Bulgin & Co. Ltd. 

Circuit Instruments Inc. 

Evershed & Vignoles Ltd. 

General Radio Co. 

Jackson Bros. (London) Ltd. 

E. F. Johnson Co. 

Kearfott Co. Inc. 

Metallics Inc. 

Metra Corp. 

National Co. Inc. 

PIC Design Corp. ; 

Pace Electrical Instruments Co. 

Painton & Co. Ltd. 

Roller-Smith Instruments Inc. 

Sifam Electrical Instrument Co. 


Ltd. 
Weldom Electrionics Inc. 


DIALS—Precision 

Aviation Electric Ltd. 

Barber-Colman of Canada Ltd. 

Canadian Research Institute. 

Dial and Instrument Finishers 
Ltd 

Helipot Div., Beckman 
Instruments, Inc. 

Muirhead Instruments Ltd. 

Oki & Willadsen Ltd. 

Precision Dials Ltd. 

Radelin Ltd. 

Renfrew Electric Co. Ltd. 

Mrs. B. Whittaker 

X-Ray & Radium Industries Ltd. 


Baird-Atomic, Inc. 
Eddystone Co. Ltd. 
General Radio Co. 
Jackson Bros. (London) Ltd. 
Metallics Inc. 
National Co. 
PIC Design Corp. 
Sifam Electrical Instrument Co. 
Ltd. 
Wirepots Ltd. 
DIODES—Microwave Mixer 
Ericsson Telephone Sales of 
Canada Ltd. 
# Raytheon Canada Ltd. 
= Rogers Electronic Tubes & 
Components 
# Standard Telephones & Cables 
Mfg. Co. (Canada) Ltd. 


« Bomac Labs Inc. 

B. F. Goodrich, Sponge Prods. 
Div. 

International Rectifier Corp. 

Kemtron Electron Prods. Inc. 

Microwave Associates, Inc. 

Nucleonic Prods. 1. 

Sylvania Electric Products Inc. 
Electronics Div. 

Transitron Electronic Corp. 

Westinghouse Electric Corp., 
Semi-conductor Div. 


DIODES 
1. Germanium 3. Silicon 
2. Silicon Power 
# Canadian General Electric Co. 
Lid. 1-3-4. 


= Canadian Line Materials Ltd. 3. 


s Canadian Westinghouse Co. Ltd. 


3. 
..General Instrument——-F. W. 
Sickles of Canada Ltd. 1-2-3 
Raytheon Canada Ltd. 1-2-3. 
Renfrew Electric Co., Ltd. 1-3 
Rogers Electronic Tubes & 
Components 1-2-3. 
Standard Telephones & Cables 
Mfg. Co. (Canada) Ltd. 1-2-3. 
Taylor- Leslie Mining & 
Engineering Corp. Ltd. 2-3. 
Tecneek Associates 1. 


Amperex Electronic Corp. 

Automatic Mfg. Div., General 
Instrument Corp. 3 

Bomac Labs. Inc. 2. 

Bud Radio, Inc. 1-2-3. 

CBS-Hytron, Div. of Columbia 
Broadcasting System, Inc. 1-2. 

Clevite Transistor Prods. 1-2-3. 

Fansteel Metallurgical Corp., 
Rectifier-Capacitos Div. 3. 

General Radio Co. 1. 

Genera! Transistor Corp. 1-2. 

Hoffman Electronics Corp. 2-3. 

B. F. Goodrich Sponge Prod. 
Div. 2-3. 
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Hughes Aircraft Co. 1-2-3, 

International Rectifier Corp. 
1-2-3. 

International Telephone & 
Telegraph Corp. 2-3. 

a Electron Prods., Inc. 


Microwave Associates, Inc. 2-3. 
Motorola Inc., Semiconductor 
Prods. Div. 2-3. 
Ohmite Mfg. Co. 1. 
Pacific Semiconductors Inc. 1-2. 
Philco Corp. 1 
Radio Receptor Co., Inc. 1-2-3-4, 
Siemens & Halske A.G. 1-2. 
Sylvania Electric Products Inc., 
Electronic Div. 1-2-3. 
Texas Instruments Incorporated, 
Semiconductor-Components 
iv. 
Thermosen, Inc. 3. 
Transitron Electronic Corp. 1-2-3, 
U.S. Dyramics Inc. 2-3. 
Westinghouse Electric Corp., 
Semi-conductor Div. 1-2-3. 


DIVIDERS—Power 


# Raytheon Ci anada Ltd. 


Carad Corp. 

Diamond , an Microwave 
Corp. 

Douglas Microwave Co. Inc. 

E. F. Johnson Co. 

Microlab. 


DIVIDERS—Voltage 


# Canadian Research Institute. 

Helipot Div., Beckman 
Instruments, Inc. 

Polytronics Co. 

Raytheon Canada Ltd. 

A. F. Bulgin & Co. Ltd 

Croydon Precision Instrument Co, 

A/S Danbridge. 

Electro Measurement, Inc. 

Hartmann & Braun A.G. 

Julie Research Labs. Inc. 

Microlab. 

Painton & Co. Ltd 

Shailcross Mfg. Co. 


DOSIMETERS 
Dominion Electrohome Indus- 


tries . 
® Philips Electronics Industries, Ltd. 


Baird-Atomic, Inc. 

Bendix Aviation Corp. 

BJ Electronics, Borg-Warner 
Corp. 

Dawe Instruments Ltd. 

Electronic Instruments Ltd. 

Etelco Ltd. 

M. Falk 

General Radiological Ltd. 

Isotope Developments Ltd. 

G. T. Meillon. 

Nuclear Corp. of America, 
Instrument Div. 

Patterson, Moos Div. of 
Universal Winding Co. Ltd. 

Photovolt Corp. 

Radiation Counter Labs., Inc. 

Universal Atomics Corp. 

Universal Transistor Products 


Corp. 
Victoreen Instrument Co. 
Westinghouse Electric Int. Corp. 


DRIVES—Small Electric 
Drive Mechanisms 
The Canadian Fairbanks-Morse 
td 


Co. 

The G: arrett ° Corp. of 
Canada Lt 

Marsland on. Co. Ltd. 


Acton Labs Inc. 

Barber-Colman Co. 

Breeze Corp., Inc. 

Bristol Motor Div. Vocaline Co. 
of America. 

Diehl Mfg. Co. 

Globe Industries Inc. 

The A. W. Haydon Co. 

National Co. Inc. 

Norden Div., United Aircraft 
Corp. 

PIC Design Corp. 

Reeves Instrument Corp. 

Servomex Controls Ltd. 

U. S. Gear Corp. 

Vectrol Engrg., Inc. 


DRYERS, ELECTRONIC— 
Dehydration & Drying 


® Philips Electronics Industries Ltd. 


Beckman Instruments, Inc., 
Systems Div. 

Conrad Inc. 

Great Lakes Mfg. Co. 

Kahn & Co. 
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DUPLEXERS—Microwave 


Airtron Canada Ltd. 

® Andrews Antenna Corp. Ltd. 
Brown Boveri (Canada) Ltd. 

® Canadian General Electric Co. 


td. 
Collins Radio Co. of Canada 
Ltd. 


Decca Radar (Canada) Ltd. 
ae a Electric Co. of Canada 
t 


. Raytheon Canada Ltd. 
Research Industries Ltd. 
® Sinclair Radio Labs. Ltd. 


Automatic Metal Prod. Corp. 
Bogart Mfg. Corp. 

Budelman Electronics Corp. 
Coaxial Connector Co. Inc. 
—" Antenna & Microwave 


Cor 
Dielectric Prods. Engrg. Co., 


Douglas Microwave Co., Inc. 
Electronic Speciality Co. 

FXR, Inc. 

The General Electric Co. Ltd. 
B. F. Goodrich, Sponge Prods. 


iv. 

Kearfott Co. Inc. 

Meridian Metalcraft, Inc. 

Microwave Associates Inc. 

Microwave Development Labs., 
Inc. 

Prodelin, Inc. 

Transco Prods., Inc. 

Telerad Mfg. Corp. 

Waveguide, Inc. 

Waveline Inc. 


DYNAMOMETERS 
. oe ” Electric (Canada) 
td. 
Bepco Canada Ltd. 
= Canadian Fairbanks-Morse 
‘o. Lt 
er General Electric Co. 
td 


Daystrom Ltd. (Weston) 


Philips Electronic Industries Ltd. 


Standard Electric Time of 
Canada Ltd. 

Tinsley Instruments (Canada) 
Ltd. 


Cambridge Instrument Co. Ltd. 

Electronic Co. 

Mess & Wiegtechnik GmbH. 

Radiation, Inc. 

Schaevitz Engrg. 

Sensitive Research Instrument 
Corp. 


DYNAMOTORS 


The Canadian Fairbanks-Morse 
Co. Ltd. 

Electronic Materiels Int'l Ltd. 

Spilsbury & Tindall Ltd. 


Barber-Colman Co. 

Carter Motor Co. 

Eicor, Inc. 

Electric Specialty Co. 
Electronic Specialty Co. 
Newton Bros. (Derby) Ltd. 
Sangamo Electric Co. 


E 


ELECTROCARDIOGRAPHS 


Electronic Associates Ltd. 
Raytheon Canada Ltd. 
Research Instrumentation Ltd. 


The Birtcher Corp. 

Cambridge Instrument Co. Ltd. 

Edin Company Inc. 

General Electric Co., X-Ray 
Dept. 

Godart-Mijnhardt 

Hathaway Instrument Co. 

Hughes Products Div., Hughes 
Aircraft 

Sanborn Co. 

E. H. Sargent & Co. 

s Siemens Edison Swan Ltd. 


ELECTRODES—High 
Frequency 
Fisher Scientific Co., Ltd. 


Wappler Inc. 


ELECTRO- 
ENCEPHALOGRAPHS 


Electronic Associates Ltd. 
Research Instrumentation Ltd. 


Edin Co., 
® Hughes Bonds Div., Hughes 
Aircraft Co. 
Offner Electronics 
® Siemens Edison Swan Ltd. 


ELECTRO- 
MAGNETOMETERS 
Canadian Applied Research Ltd. 
Electronic Associates Ltd. 
coat Kelk Ltd. 
The Plessey Co. of Canada Ltd. 
Sharpe Instruments Ltd. 


Institut Dr. Forster 


ELECTROMETERS 


® Canadian Research Institute 


Tecneek Associates 


A.E.G. 

Cambridge Instrument Co., Ltd. 
Curtiss Wright Corp. 

Electronic Instruments Ltd. 
General Radio Co. 

P. Gossen & Co. GmbH. 
Hartmann & Braun AG 

Isotope Developments Ltd. 
Keithley Instrument, Inc. 
Victoreen Instrument Co. 


ELECTRO-SURGICAL 
APPARATUS 


# Canadian Research Institute 
= Measurement Engrg. Ltd. 


Atlas Werke A.G. 

The Birtcher Corp. 

Chirana Corp. 

Daytronic Corp. 

Dunn Engineering Associates 


Inc 
General Electric Co., X-Ray 
Dept 


pt. 
Hathaway Instrument Co. 
Liebel Flarsheim Co. 
Photovolt Corp. 
Precision Radiation Instruments, 
Inc. 
Telco 
Wappler Inc. 
The Waters Corp. 
Winston Electronics Ltd. 


EMBEDDED ASSEMBLIES 
® Allied Circuit Techniques Ltd. 
Amphenol Canada Ltd. 
Electronic Craftsmen Ltd. 
Electronic Communications Ltd. 
® Erie Resistor of Canada Ltd. 
Ferranti-Packard Electric Ltd. 
Osborne Electric Co. Ltd. 
Standard Television Prod. Ltd. 
s United-Carr Fastener Co. of 
Canada Ltd. 
Vector Labs. Inc. 


Aero Research Instrument Co., 


Inc. 
Cinch Mfg. Co. 
Dale Prods., Inc. 
Electrofilm, Inc. 
Electro Miniatures Corp. 
Electronic Specialty Co. 
Emerson & Cuming, Inc 
- ~ a Development Labs., 
nc. 
Murphy Radio Ltd. 
Telectro Ind. Corp. 
Ucinite Co. 
The Walkirt Co. 


ESCUTCHEONS 


Amphenol Canada Ltd. 
Brown-Boveri (Canada) Ltd. 
Croname (Canada) Ltd. 
Hathaway-Kraemer Ltd. 
Oki & Willadsen Ltd. 
Osborne Electric Co. Ltd. 
Mrs. B. Whittaker 
Baird-Atomic, Inc. 
Croname, Inc. 
Dale Prods., Inc. 
Etelco Ltd. 
Fuze-On Prods. 


® Jackson Bros. (London) Ltd. 


Jan Hardware Mfg. Co. Inc. 
Metallics, Inc. 


® Rogan Bros. 


Waldom Electronics Inc. 


F 


FERRITES 
Aerovox Canada Ltd. 
Airtron Canada Ltd. 
Allen Bradley Canada Ltd. 


‘ollins Radio Co. of Canada Ltd. 


Reneneh Packard Electric Ltd. 

LCR Mfg. Co. Ltd. 

Micarta Fabricators Ltd. 

The Plessey Co. of Canada Ltd. 

Raytheon Canada Ltd. 

Renfrew Electric Co. Ltd. 

Rogers Electronic Tubes & 
omponents 

ue Gy: eee On 

D. M. Steward Mfg. Co. 
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Airborne Instrument Lab., Inc. 

Airtron Inc. 

Automatic Mfg. Div., General 
Instrument Corp. 

Cascade Research Div. 

Crowley Div., Aerovox Corp. 

Crucible Steel Company of 
America 

Elna Ferrite Lab. 

Ferrotec, Inc. 

Kearfott Co. Inc. 

Litton Industries, Components 
Div. 

National Moldite Co. 

Siemens & Halske A.G. 

wt: International Ltd. 

M. Steward Mfg. Co. 
At Electronics Corp. 
C. K. Williams & Co. 


FILMS—Capacitor 


® Aircraft Marine Prods. of 


Canada Ltd. 
Ericsson Telephone Sales of 
Canada Ltd. 
Micarta Fabricators Ltd. 
The Plessey Co. of Canada Ltd. 
Aerovox Corp. 
Radiation Counter Labs., Inc. 
Sprague International Ltd. 
Tobe Deutschmann Corp. 


FILTERS 


1 
2. Band Elimi- 


. Antenna 10. Lighting (for 
Radio 


Towers) 
. Low Pass 
. Microwave 


nation 
. Band Pass 
Continuous- 
ly Variable . Needle 
Crystal 


. Crys Scrat 
. Detonation . Radio Inter- 
. Electric ference 
Wave . Radio Range 
Section . Television 
. Equalizer . uhf & vhf 
. High Pass . Variable 
Electronic 
AA. ppdennrins Ltd. 1-9-11-13- 
14-16- 
PB -- G anada Ltd. 14-16. 
Airtron Canada Ltd. 1-2-3-9-11- 
12 


Allen Bradley Canada Ltd, 
11-17. 
Amphenol Canada Ltd. 1-3-9-11- 


6-17. 
Andrew Antenna Corp. Ltd. 1- 
Arrow Radio Co. 2-3 9-11-14. 
Bayly Engrg. Ltd. 2-3-7-8-9-11. 
Benco Television Associates Ltd. 
1-3-16. 
Brown Boveri (Canada) Ltd. 1-2- 
3-9-11-12-16 
~ambridge Thermionic 2-3-9-11. 
eats General Electric Co 
& T.D. 2-5-11-16. 
Marconi Co., Radio Relay 
1-2-3 .5-8-9-11-12 17. 
Collins Radio Co. of Canada 
Ltd. 1-2-3-9-11-17. 
Douelas Randall (Canada) Ltd 
-3-9-11-14. 
I M. I-Cossor Electronics Ltd 
3-14. 
Eclipse Electronics Co. 14. 
Electronic Communications Ltd 
2-3-8-9-11-13-14-18. 
Electronic Research & 
Development Co. Ltd. 1-3-17. 
Ericsson Telephone Sales of 
Canada Ltd. 3-9-11. 
Ferranti-Packard Electric Ltd. 12. 
The Garrett Mfg. Corp. of 
Canada Ltd. 14. 
General Instrument—F. W. 
Sickles of Canada Ltd. 3. 
Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 2-3-5-8-9- 


11. 

Hammond Mfg. Co. Ltd. 11. 

Jerrold Electronics (Canada) 
Ltd. 1-3-16-17. 

Lenkurt Electric Co. of Canada, 
Ltd. 2-3-5-7-8-9-11-12 

Lucas-Rotax Ltd. 14. 

R. Mack & Co. Ltd. 11. 

Micarta Fabricators Ltd. 14. 

Northern Radio Mfg. Co. Ltd. 
2-3-7-9-11. 

Osborne Electric Co. Ltd. 2-3-11. 

The Plessey Co. of Canada Ltd. 
14-16-17 

Powertronic Equipment Ltd. 11. 

Pye Canada Ltd., TV Trans. 
Div. 9-11. 

RCA Victor Co. Ltd. 1-2-3-8-9-10- 
11-12-14-15-16-17-18. 

Radio Compesenties Equipment 
& Energ. Ltd. 2-14 

Research Industries Ltd. 
1-2-3-8-9-11-12. 


® Rogers Electronic Tubes & 


Components 2-3-9-11. 


® Sinclair Radio Labs.. 


Ltd. 
1-2-3-4-9-10-11-12-14-17. 


C. R. Snelgrove Co. Ltd. 
2-3-5-9-11-17. 

eee Television Prod. Ltd. 

Stanwyk Cont Prods. 2-3-8-9-11-16, 

Tele-Radio Systems Ltd. 8-17. 

baw ry hone ig Co. Ltd. 

TMC (Canada) Ltd. 
1-2-3-5-8-9-11. 

F. V. Topping Electronics Ltd 
1-2-3-9-11. 

TranSonic Ltd. 

Triad oh & Controls 
Ltd. 3-9-11. 

Valeriote Electronics (Guelph) 
Ltd. 1-11 

Watkins Electronics Ltd. 3-16-17. 

The Wind Turbine Co. of Canada 
Ltd. 1-9-10-11, 


Advance Compenents Ltd. 
1-2-3-4-5-6-7- 

Aerialite Ltd 14-16. 

Aerovox Corp. 14-16 

Als ae Electronics, ‘Inc. 2-3-8-9- 


Alford Mfg. Co. Il, 

Allison Labs. 2-3. 

Alto Scientific Co., Inc. 2-3-9-11, 

American oom Labs., Inc. 
1-2-3-4-9-11-12. 

jae Electronics Co. 
2-3-9- 4-16. 

oat t abs., In 

Applied Research, ty “2-12-17. 

Automatic Metal Prod., Corp. 
3-9-11-17. 

Balco Research Labs. 1-2-3. 

Rex Bassett, Inc. 14, 

Belling & Lee Ltd. 3-14. 

Bliley Electric Co. 5. 

Blonder-Tongue Labs. Co. 
1-8-17. 

Bogart Mfg. Corp. 2-3-9-11. 

Bomac Labs., Inc. 12. 

A/S Bruel & Kjaer. 3-4-7-18. 

Bud Radio Inc. 9-11. 

Budelman Electronics Corp. 2-3- 
9-11-12-17. 

Bulova ae Co. Electronics 
Div. 2-3-5-9-11. 

Burnell & Co., Inc. 
2-3-5-8-9-11-12-14-15. 

Carad Corp. 2-3-9-11. 

Cinema Energ. Div. of 
Aerovox Corp. 2-3-8-9-11. 

Controls Electronics Co., Inc. 17. 

Cornell-Dubilier Elec. Corp. 


The Daven Co. 3-12. 
Diamond Antenna Microwave 
Corp. 1-2-3-4-5-9-11-12. 
Dielectric Prods. Engrg. Co., 
nc. 1-2-3-9-11-16-17. 
Douglas Microwave Co., Inc 
11-12. 
Donner Scientific Co. 3. 
Electrodyne Corp. 3-8. 
Electronic Research Associates 


Electronics Measurements Corp. 
1-3-9-14-16. 

Electronic Speciality Co. 
1-2-3-9-11-12-17. 

Entron, Inc. 1-2-3-4-8-9-16-17. 

FXR, Inc. 12. 

Federal Electronic Sales 3-14, 

Filtron Co., Inc. 
2-3-9-11-12-14-17. 

The Finney Co. 9-11. 

Frequency Standards Ltd. 
1-2-3-11-12. 

The General Electric Co. Ltd. 
2-5-11-12. 

General Radio Co. 3-9-11. 

B. F. Goodrich Sponge Prods. 
Div, 2-3-9-11-12. 

Grundig Radio Werke. 16. 

Gulton Ind. 3-9-11, 

Hammarlund Mfg. Co., Inc. 2-3 

Heldor Mfg. Co., Inc. 1. 

Hermetic Seal Transformer Co. 
2-3-7-9-11. 

Hewlett-Packard Co. 11-12. 

Hughes Aircraft Co. 2-3-5-8-9- 
11-17-18. 

Hughey & Phillips 10. 

1.D.E.A., Inc. 9. 

Industrial Transformer Corp. 

International Sapeh & ~ | 
Development Co 

E. F. Johnson Co. -_ 

Kearfott Co., Inc, 12. 

Kelvin Electric Co. 4-7-8-14-18, 

D > Kennedy & Co. 1-2-3-9-11- 
1 


Keystone Prods. Co. 3. 

James Knights Co. 1-2-3-5-9. 

Krohn-hite Export Corp. 3-4-9- 
11-18. 

Litton Industries, Components 
Div. 1-2-3-9-11-12, 

Maury & Associates 1-2-3-9-11- 
12-17. 

McMillan Industrial Corp. 12- 
14-17. 





Meridian Metalcraft Inc. 
1-2-3-9-11-12. 

Microlab. 
1-2-3-4-9-11-12-14-15-16-17. 

Minooere Associates, Inc. 
2-3-9-11 

Microwave Development Labs., 
Inc. 12. 

J. W. Miller C 

1-2-3-4-5-6-7-8-9-10-11- -12-13- 

1nis-1617-18. 

R. W. Neill Co., Inc. 2-3-8-9-11. 

Nems Clarke, Inc. 1. 

North Electric Co. 9-31. 

Northern Radio Co., Inc. 2-3-7- 


11. 

Onondaga Pottery Co., 
Electronics Div. 2-3-8-9-11-13. 

Opad Electric Co. 9-11. 

Ortho Filter Corp 
1-2.3-5-7-8-9-11-14-15-17. 

Penn-East Engrg. Corp. 12-14- 
15-18. 

Polyphase Instrument Co. 
2-3-7-9-11-17. 

Prodelin, Inc. 1-3-16-17. 

Quarzkeramik GmbH. 3-5. 

Radar Design Corp. 3-11-12. 

Radio ny Labs. 
2-3-7-9-11 

Rohde & Schwarz 1-2-3-9-11-18. 

San Fernando Electric Mfg. 2-3- 
9-11. 

F. W. Sickles Div. General 
Instrument Corp. 2-3-9-11. 

Siemens & Halske A.G. 2-3-8-9- 


11. 
Sierra Electronic Corp. 11-17. 
Southwestern Industrial 
Electronics Co. 3-9-11. 
Sprague International Ltd. 14. 
Standard Crystal Co. 5. 
Steatit- i i? 9-11-17. 
Stratton & Co. Ltd. 14. 
Superex Lae Corp. 
1-9-11-14-16. 
Technicraft Lab., Inc. 12. 
Telechrome Mfg. Corp. 
8-9-11-16. 
Telectro Industries Corp. 14. 
Telefunken GmbH. 3-8. 
Telerad Mfg. Corp. 12. 
Telonic Industries, Inc. 3-9-11. 
Thordarson Meissner 16. 
Torotel Inc. 2-3-9-11. 
Torotor A/S. 1-9-11. 
Transco Prods., Inc. 1-2-3-5-12. 
Transistor Devices, Inc. 18. 
Triad Transformer. 3-11. 
United Transformer Corp. 2-3-8- 
9-11-12-14. 
Varo Mfg. Co., Inc. 2-3-9-11. 
Vidaire Electronics Mfg. Corp. 


Wandel & Golterman 3-9-11. 

Waveline, Inc. 12. 

White Instrument Labs. 
2-3-7-9-11 


FLANGES—Microwave 


Airtron Canada Ltd. 
Andrew Antenna Corp. Ltd. 


Collins Radio Co. of Canada Ltd. 


Sinclair Radio Labs., 


CWS Waveguide Corp. 
De Mornay Bonardi 
Diamond Antenna Microwave 


Corp. 
Dielectric Prods. Engrg. Co., 


FXR, Inc. 
I-T-E Circuit Breaker Co. 
Meridian Metalcraft, Inc. 
Narda Microwave Corp. 
W. H. Sanders Ltd. 

® Technicraft Lab., Inc. 
Telerad Mfg. Co. 
United Aircraft Prods., Inc. 
Waveline, Inc. 


FLUXMETERS 
Bayly Engrg. Ltd. 
= Canadian Research Institute 
Daystrom Ltd. (Weston) 
Tecneek Associates 


Cambridge Instruments Co., Ltd. 
Dyna-Empire, Inc. 

Hartmann & Braun AG. 
Sensitive Research Instrument 


orp. 
Radio Frequency Labs. 
W. G. Pye Co. Ltd. 


FORKS—Tuning, Electrically 
Driven 


The Garrett Mfg. Corp. of 
Canada Ltd. 

Tinsley Instruments (Canada) 
Ltd. 


S. G. Brown Ltd. 

Cambridge Instrument Co., Ltd. 
Dr. Ing. Rudolf Hell. 

Metra Corp. 
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® Muirhead & Co. Ltd. 
Telectro Industries Corp. 
Varo Mfg. Co. 


FORMS 
1. Antenna 
2. Coil 
Amphenol Canada Ltd. 2. 
—. Fibre Co. of Canada 


2. 
Neosid (Canada) Ltd. 2-3. 
Oki & Willadsen Ltd. 2. 
Osborne Electric Co. Ltd. 1. 
Panelyte Div., St. Regis Paper 


Co. 2. 
The Plessey Co. of Canada Ltd. 


3. Resistor 


Spaulding Fibre Co. of Canada 
Ltd 
Standard Television Prod. Ltd. 


Delevan Electronics Corp. 2. 
Eddystone Co. Ltd. 1-2. 
Litton Industries, Inc. 2. 
National Moldite Co. 2. 
Peerless Prods. Industries. 2. 
Permonite Mfg. Co. 2. 
Saxton Products Inc. 1-2. 
Steatit-Magnesia A. G. 3. 
D. M. Steward Mfg. Co. 2. 
Superex Electronics Corp. 2. 
Torotor A/S. 2. 

Waters Mfg. Inc. 2. 


FUSES 


Bepco Canada Ltd. 
— General Electric Co. 
td 


Dominion Auto Accessories Ltd 

Electrical Mfg. Co. 

Electronic Components Ltd. 

Great Lakes Electrical Specialties 
Ltd. 

Hackbusch Electronics Ltd. 

Lenkurt Electric Co. of Canada 


Ltd. 
Smith & Stone Ltd. 


Belling & Lee Ltd. 

A. F. Bulgin & Co. Ltd 

Bussman Mfg., Div., McGraw 
Edison Co. 

Eagle Electric Mfg. Co., Inc 

Fuse Indicator Corp. 

Hughes Products Div., Hughes 
Aircraft Co. 

Littelfuse, Inc. 

Penn-East Engrg. Corp. 

Phoenix Telephone & Electric 
Works 

Siemens Edison Swan Ltd. 

Switchgear & Equipment Ltd. 

Telectro Ind. Corp. 

Trico Fuse Mfg. Co. 


G 


GALVANOMETERS 


Aviation Electric Ltd 

® Bach Simpson Ltd. 

® Barber-Colman of Canada Ltd 
The Canadian Fairbanks-Morse 

Co. Ltd. 

« Canadian Research Institute. 
Daystrom Ltd. (Weston) 
Fisher Scientific Co. Ltd. 
Honeywell Controls Ltd 
Leeds & Northrup Canada Ltd 
Polytronic Co. 

Tecneek Associates 
Thermovolt Instrument Ltd. 
s Tinsley Instruments. 


Brush Instruments, Div. of 
Clevite Corp 

Cambridge Instrument Co. Ltd. 

Century Electronics & 
Instruments, Inc. 

Dawe Instruments Ltd. 

Daytronic Corp. 

Eckel Valve Co. 

Edin Co., Inc. 

P. Gossen & Co. GmbH. 

Hartmann & Braun A.G. 

Hewlett-Packard Co. 

International Instruments, Inc. 

J B T Instruments Inc. 

I/S Jensen Electric. 


Metra Corp. 

Millivac Instr. Div. of Cohu 
Elec. 

Photron Instrument Co. 

W. G. Pye Co. Ltd. 

Radiometer. 

Roller-Smith Instruments, Inc. 

Ruhstraht 

Sanborn Co. 

Savage & Parsons Ltd. 

—" Research Instrument 


Cor 
Shallcross Mfg. Co. 
— Electrical Instrument Co. 
t 


Triplett Electrica! Instrument Co. 


Ernest Turner Electrical 
Instruments Ltd. 


GASES—Nitrogen & Rare 


Canadian Liquid Air Co. 

Fisher Scientific Co. Ltd. 

Linde Air Products Co., Div. of 
Union Carbide Canada Ltd. 


GAUGES 


1. Beta 9. Pirani 
2. Comparator 10. Pressure, 
3. Dimension, Electronic 
Photo- 11. Spring 
electric Checking, 
Displace- Electronic 
ment 12. Spring 
Tension 
13. Strain 
Indicator, 14, Thickness, 
Electronic Electronic 
. Gamma 15. Thickness, 
7. Inspection, Ultrasonic 
Electronic 16. Vacuum 
8. Ionization 


a algamated Electric Corp. Ltd. 


Aviation Electric Ltd. 5-10-16. 

The Bristol Co. of C anada Ltd. 
10-13-16 

Comin! Curtiss-Wright Ltd. 
1-8-14, 

Canadian Fairbanks-Morse Co. 
Ltd. 7-13-14-16, 


® Canadian General Electric Co. 
i. 


Lt 


= Canadian Research Institute 1-6-7. 


Canadian Sonic Co. 15. 
Canadian Westinghouse Co. Ltd., 
Electronics Div. 3-4-7. 
Davis Automatic C ontrols Ltd. 
-16. 
Daystrom Ltd. 3-14, 
—- Instrument Finishers Ltd. 
Dominion Electrohome Industries 
Ltd. 1-8-10-11-12-13-14-15-16. 
Edwards High Vacuum Canada 
Ltd. 8-9-16. 

Electronic Associates Ltd. 1-2-3- 
4-6-7-8-9-14, 

Ericsson Vr gy Sales of 
Canada Ltd. 

Ferranti-P ah E lectric Ltd. 

Fischer & Porter Canada Ltd. 16. 

Fisher Scientific Co. Ltd. 9-16, 

The Foxboro Co. Ltd. 1-10-14, 

or Controls Ltd. 10-14- 

Measurement Engrg. Ltd. 2-3-4- 
~8-10-14. 

Philips E 7 ee Industries Ltd. 
4-8-10-13- 

S. Smith & = (Canada) Ltd. 
§-13-15-16. 

Tecneek Associates 14. 

Thermovolt Instruments Ltd. 
10-16 

ba ‘Instruments Canada Ltd. 


Transonic Ltd. 15. 
Vector Labs, Inc. 3-7. 


Acoustica Associates, Inc. 5-15. 

Allegany Instr. Co., Inc. 10. 

Anton Electronics 8. 

Atlantic Research Corp. 10. 

Automatic Timing & Controls, 
Inc. 4 

Avien Inc. 5. 

BJ Electronics Borg-Warner 
Corp. 10. 

Baird-Atomic, Inc. 7. 

Bourns Labs., Inc. 10. 

Branson Instruments, Inc. 15, 

Bruel & Kjaer 4-7-13. 

Bytrex Corp. 13. 

a saa Instrument Co. Ltd. 
6. 


Columbia Research Lab. 13. 
Consolidated Electrodynamics 
Corp. Rochester Div. 8-9-16. 
Dawe Instruments Ltd. 4-7-14-15, 
Daytronic Corp. 4. 
C. Dillon & Co. 12. 
Dunn Eng. Associates, Inc. 8. 
Dynamic Instrument Co., Inc. 10. 
Edwards High Vacuum Ltd. 8-9. 
Eitel-McCullough, Inc. 16. 
Electronic Instruments Ltd. 8. 
Endevco Corp. 10. 
Engineered Electronics Co. 1-2-3- 
4-6-7-8-9-15 
Evershed & Vignoles Ltd. 4-10. 
Fairchild Controls Corp. 10. 
M. Falk 15. 
General Electric Co., X-Ray 
Dept. 14. 
Gulton Industries, Inc. 10-13-15, 
Haenni & Co. A.G. 11-16, 
Hartmann & Braun A.G. 13. 
Industrial Control Corp. 13. 
Instron Engrg. Corp. 13. 
Institut Dr. Forster 14. 


9. Signal, rf 
10. Signal, shf 
11. Signal, ssb 


Isotope Developments Ltd. 1-6- 
8-14 


Kearfott Co., Inc. 10. 

Metra Corp. 3-7-8-15. 

Metronix 10. 

Metropolitan Vickers Electrical 
Co. Ltd. 7-16. 

Micro-Test, Inc. 13. 

Nash & Thompson Ltd. 14. 

NRC Equipment Corp. 7-8-16. 

P. K. Neuses, Inc. 12. 

Norden Div., 
Corp. 10. 

Nuclear Corp. of America 1-6-8- 


United Aircraft 


Photocon Research Prods. 10-14- 
15 


Photovolt Corp. 8. 

Precision Radiation Instruments, 
Inc. 1-6. 

W. G. Pye Co. Ltd. 9. 

Radiation Counter Labs., Inc. 1-6. 

Rahm Instr. Div., Amer. Machine 
Metals 10. 

Revere Corp. of America 5-10-13. 

= eanesemee aw-Fulton Controls 


a aht 10-16. 

Savage & Parsons Ltd. 12. 

Schaevitz Engrg. 4. 

H. H. Scott, Inc. 6. 

Sheffield Corp. 7-14. 

Siemens Edison Swan Ltd. 7-16. 

Sierra Electronic Corp. 7. 

Simmonds Aerocessories, Inc. 5. 

Southern Instruments Ltd. 2-4-10. 

Statham Labs., Inc. 13. 

Telco 16. 

J. Langham Thompson Ltd. 
~10-13. 

U. S. Gauge Div. of Amer. 
Mach. Metals 16. 

Universal Atomics Corp. 

Veeco Vacuum Corp. 8-9- 10. 16. 

Waters Mfg., Inc. 11-12. 

Waugh Engrg. Co. 5. 

W. M. Weich Mfg. Co. 16. 


GEARS—Precision 


Aviation Electric Ltd. 

Beaconing Optical & Precision 
Matl. Co. Ltd. 

Canadian Applied Research Ltd. 

Computing Devices of Canada 
td. ; 

Helipot Div., Beckman Instr., 
nc. 

Douglas Randall Canada Ltd. 

Servomechanisms Canada Ltd. 

Spaulding Fibre Co. of Canada 
Ltd. 


Sperry Gyroscope Co. 
Thermovolt Instrument Ltd. 


Beaver Gear Works, Inc. 

Bowmar Instrument Corp. 

S. G. Brown Ltd. 

Dynamic Gear Co., Inc. 

General Radio Co. 

Jackson Bros. (London) Ltd. 

Librascope, Inc. 

Mechatrol Div. Servomechan- 
isms, Inc. 

Morton Mfg. Co. 

PIC Design Corp. 

Precision Mechanisms Corp. 

U. S. Gear Corp. 

Vactric (Control Equipment) 
Ltd. 


GENERATORS ELEC- 
I 


TRONIC 


1. am-fm 

2. Harmonic 
Frequency 

3. Microwave 


12. Signal, 
Sweeping 
13. Signal, TV 
Synchron- 
4. Noise 


izing 
5. Picture 14, Signal, uhf 
Signal or vhf 
6. Pulse 15. Square 
7. Signal, af Wave 
8. Signal fm 16. Ultrasonic 
17. Variable 
Frequency 
18. Wave form 


Addison Industries Ltd. 1-2-3-4-5- 
6-7-8-9-10-11-12-13-14-15-16-17- 
18. 


Bach Simpson Ltd. 13. 

Beaconing Optical & Precision 
Mati. Co. Ltd. 3. 

Canadian Sonic Co. 16. 

Canadian General Electric Co. 
Ltd., E.E. & T. D. 6-12 

Canadian Marconi Co., Comm. 
Prods. Div. 1-3-4-6-7-8-9-10-12- 
14-15-17. 

Canadian Motorola Electronics 
Ltd. 8. 

meee Research Institute 7-9- 

Collins Radio Co. of Canada 
Ltd. 1-3-4. 


Daystrom Ltd. (Heath) 7-9-12- 
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— + ieeel Electronics Ltd. 

Edo (Canada) Limited 6-7-8-9-18. 

Electronic Communications Ltd. 
7-16-17. 

Ferranti-Packard Electric Ltd. 
3-4-6-15-17-18. 

Fisher Research Lab., Ltd. 7-17. 

Jerrold Electronics (Canada) 
Ltd. 12. 

Lenkurt Electric Co. of Canada 
Ltd. 2-7. 

Measurement Engrg. Ltd. 7-17. 

Muirhead Instruments Ltd. 17-18. 

ao Radio Mfg. Co. Ltd. 


Philips Electronics Industries 
Ltd. 1-6-7-8-9-15. 

RCA Victor Co. 78, \- ~8-9-10- 
11-12-13-14-15-16- 

Radio eect ol Egpt. 
& Engrg. Ltd. 1-5-7-8-9-18. 

Sperry Gyroscope Co. 3. 

Standard Telephones & Cables 
Mfg. 4-7-8-9-10-11-16. 

Stark Electronic Instruments 
Inc. 1-3-4-8-9-12-13-14-15-17. 

Tecneek Associates 8-13. 

TMC (Canada) Ltd. 
2-4-7-9-11-17. 

F. ae, Topping Electronics Ltd. 


TranSonic Lid. 16. 


Acoustica Associates. 16. 

Adler Electronics Inc. 7-9. 

Advance Components Ltd. 1-7-8- 
9-10-11-14-15-16-17 

Advance Electronics Lab. Inc. 1- 
7-9-12-14-17. 

Ad-Yu Electronics Lab. Inc. 6-18. 

Airborne Instrument Lab., Inc. 


4. 
American Electronic Labs., Inc. 
Audio Instrument Co. Inc, 1. 
Avo Ltd. 7-8-9-14, 
BJ Electronics 3-6-8-9-10-12-14, 
B Mfg. Co. 5. 
Baird Atomic, Inc. 7-9-15-16-17. 
Beckman Instr., Inc., Berkley 
Div. 6-18. 
Behiman Engrg. Co. 7-17. 
Bogart Mfg. Corp. 3. 
Bomac Labs., Inc. 3. 
Boonton Radio Corp. 1-9-12, 
Branson Instr., Inc. 16. 
British Physical Labs. 7-15. 
A/S Bruel & Kjaer. 7-12-15-17. 
Burr Brown Corp. 15. 
Burroughs Corp. 6. 
Carter Motor Co. 17. 
Chadwick-Helmuth Co. 12. 
Clough-Brengle Co. 9-12. 
Communication Measurements 
Lab., Inc 
Control Electronics Co. Inc. 6, 
Crosby Labs., Inc. 
Cubic Corp. 6-18. 
Curtiss-Wright Corp. 16. 
A/S Danbridge. 9-15-18. 
Dawe Instruments Ltd. 


Diamond Antenna & Microwave 
Corp. 2-3. 

Divco Wayne Electronics 6-9-10. 

Donner Scientific Co. 7-15-18, 

Allen B. Du Mont Labs. Inc. 6. 

Electronic Measurements Corp. 
1-7-8-9-12-14-15-17. 

Electronic Tube Corp. 15-18. 

Empire Devices Prods. Corp. 
3-4-6-9-10-17 

FXR, Inc. 2-3-6. 

M. Falk. 6-17. 

Fleming Radio Developments 6. 

General Communications Co. 3-6- 
8-9-10. 

The Fea al Electric Co. Ltd. 


onan Radio Co. 
3-4-6-15-17. 

General Radiological Ltd. 18. 

General Ultrasonics Co. 16. 

B. F. Goodrich, Sponge Prods. 
Div. 3. 

Gulton Industries, Inc. 16-17. 

Hewlett-Packard Co. 
2-3-4-6-9-10-12-14-15-16-17-18. 

Hickock Electrical Instrument 
Co. 1-4-8-9-14-15, 

Seal Precision Meter Co., Inc. 

Industrial Test Equipment Co. 
7-16-17. 

Jackson Electrical Instr. Co. 13. 
F. Johnson <.. 1 

Kasama Co. Ltd 

Kay Electric Co. : 12- 13-17. 

Kearfott Co. Inc. 14-15. 

Wayne Kerr Labs. Ltd. 1-7-9-17. 

Kolisman Instrument Corp. 3. 

— Hite Export Corp. 1-7-15- 


+ for Electronics, Inc. 
3-6-8-9-10. 


Lampkin Labs., Inc. 2-17. 
Lavoie Labs., Inc. 3-6-8-9-12-14, 


Leach Corp. 17. 
Levinthal Electronic Prods., Inc. 
3-6-8- 


Lintronic Ltd. 6. 
Manson Labs. Inc. 
2-3-6-9-14. 
Measurements, A McGraw 
dison Di 
8-9-15. 
Menlo Park Engrg. 12. 
Metra Corp. 5. 
Microlab. 2. 
Microwave Associates, Inc. 1. 
Multitone Electric Co. Ltd. 7. 
Murphy Radio Ltd. 4. 
Nagard Ltd. 6. 
— Microwave Corp. 2-4-5-8- 


Narda ene Corp. 16. 
National Inc. 
1- 2-4-7-8-9-10-11- 12. 

New London Instrument Co. 
1-4-6-7-8-9-13-14-15-17. 

John Oster Mfg. Co. 3. 

Penn-East Engineering Corp. 4-8- 
9-15-18. 

Polarad Electronics Corp. 3-6. 

Potter Instr., Inc. 7-15. 

Precision Apparatus Co. Inc. 
1-5-6-7-8-9-10-11-12-13-14-15-16- 
17-18. 

Radio Corp. of America. 3-13. 

Radio Engrg. Labs. Inc. 11. 

Radio Frequency Labs., Inc. 17. 

Radio Heaters itd 16 

Radiometer. 1-4-7-8-9-14. 

RCA Victor Co. Ltd. 7. 

Ribet Desjardins 1-6-15. 

S. A. Rochar Electronique 2-6- 
7-9-15-16. 

Rohde & Schwarz 1-4-8-9-12-14- 
15-17-18. 

W. H. Sanders (Electronics) 

Ltd. 3-10-11-12. 

Savage & Parsons Ltd. 18. 

H. H. Scott Inc. 4. 

Schomandl K. G. 2-3-4. 

Servomex Controls Ltd. 15-17-18, 

Siemens & Halske A.G. 7. 

Southwestern Industrial Elec- 
tronic Co. 7-9. 

Strand Labs., Inc. 3-11-18. 

Taylor Electrical Instruments 
Co. 1-7-8-9-17. 

Tektronix Inc. 15-17-18. 

Telerad Mfg. Corp. 3-9-10. 

Television Utilities Corp. 5-6-13. 

Tel Instrument Electronic Corp. 
1-5-8-9-12-13-14-17. 

Telechrome Mfg. Corp. 
4-5-6-13-18. 

Teletronic Lab. Inc. 6. 

Telonic Industries, Inc. 
10-12-14-17-18. 

Trad Electronics Corp. 9-14. 

Triplett Electrical Instrument 
Co. 1-12-14. 

Ultra-Violet Prods. Inc. 6-15. 


2-6-7-8-9- 


® Van Norman Industries Inc. 


Electronics Div. 3-10-11-12-14. 

Varo Mfg. Co 

Walkirt Co. 6-15-18. 

Waltham Electronics Corp. 1-7- 
8-9-17. 

Wandel & Goltermann 1-2-4-6-7- 
8-9-14-15-17-18. 

Wappler, Inc. 6-7. 

Winston Electronics Ltd. 
7-15. 


GENERATORS 


1. Engine 


a Electric Corp. Ltd. 


Atlas Pols ar Co. Ltd. 
apenas Electric (Canada) 
t 3. 
Aviation Electric Ltd. 1-3. 
Brown Boveri (Canada) Ltd. 3. 
The Canadian Fairbanks-Morse 
Co. Ltd. 1-3. 
Conedion General Electric Co. 
Ltd 
Cc LF an Lister Blackstone Ltd. 


Canadian Westinghouse Co. 
Ltd. 


Canadian by a a Co. Ltd. 
Electronics 3. 

Consolidated Diesel Electric 
Corp. 1-3. 

E.C.C. Canada Ltd. 1-3. 

The Garrett Mfg. Corp. of 
Canada Ltd. 1-4, 

Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 2. 

Ind. Electronics Div., C. C. 
Meredith 1-3. 

Leland Electric Canada Ltd. 3. 

Lucas-Rotax Ltd. 1-2-3-4. 

Mechron Engrg. Prods. Ltd. 1. 

Muirhead Instruments Ltd. 3. 

The Plessey Co. of Canada Ltd. 


Powertronic uipment Ltd. 1-3. 


® Sinclair Radio . Ltd. 3. 
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Wind Turbine Co. of Canada 
Ltd. 4, 


Diehl Mfg. Co. 3. 

ba wees Construction Co. 

Electro-Dynamic Construction 
Co. 1-3. 

Etelco Ltd. 2. 

Globe Industries, Inc. 3. 

Jack & Heintz, Inc. 1-3. 

Kato Engrg. Co. 1. 

Kato Light Corp. 3. 

Leach Corp. 1-3. 

Lintronic Ltd. 2. 

Mechatrol Div., Servo- 
mechanisms, Inc. 3. 

Motor Generator Corp. 1-3 

Newton Bros. (Derby) Lts. 

Pelapon Engines Ltd. 1-3. 

Penn-East Engrg. Corp. 3. 

Radio Heaters Ltd. 3. 

Siemens-Schuckertwerke A.G. 1. 

Vactric (Control Equip.) Ltd. 3. 


GYROSCOPES 


Aviation Electric Ltd. 
® Canadian General Electric Co. 
d 


1-2-3. 


Ltd. 
Collins Radio Co. of Canada Ltd 
Daystrom Ltd. 
Ferranti-Packard Electric Ltd. 
Muirhead Instruments Ltd 
S. Smith & Sons (Canada) Ltd. 
Sperry Gyroscope Co. 


S. G. Brown Ltd. 

Electronic Specialty Co. 

Fairchild Controls Corp., 
Components Div. 

Globe Industries Inc. 

Iron Fireman Mfg. Co. 

Kearfott Co. Inc. 

Norden Div., United Aircraft 
Corp 

Reeves Instrument Corp. 


H 


HARNESSES—Wire 


Addison Industries Ltd. 
Aircraft Marine Prods. of 
Canada Ltd. 
Airtron Canada Ltd. 
Amcan Electrical Harness Ltd. 
Amphenol Canada Ltd. 
Autotronics Control 
Beaconing Optical & Precision 
Matl. Co. Ltd. 
Cannon Electric Canada Ltd. 
Circle “F”’ Mfg. Co. 
Electronic Components Ltd. 
Electronic Controls Ltd. 
Electronic Materials Int'l. Ltd. 
Fleck Mfg. Ltd. 
Hackbusch Electronics Ltd 
(Stromberg-Carlson) 
Mechron Engrg. Prods. Ltd. 
National Sound Services Ltd. 
R. H. Nichols Ltd. 
The Plessey Co. of Canada Ltd. 
Stark Electronic Instruments Ltd 
TMC (Canada) Ltd. 


Aerialite Ltd 

Allied Plastics Supply Corp. 

Alpha Wire Corp. 

Bendix Aviation Corp., Scin- 
tilla Div. 

Birnbach Radio, Co., Inc. 

Microdot, Inc. 

Phalo Plastic Corp. 

Permonite Mfg. Co. 

Revere Corp. of America 

Vidaire Electronics Mfg. Corp. 


HEADPHONES & HEAD- 
SETS 


Amalgamated Electric Corp 
Amplivox (Canada) Ltd. 
a Electric (Canada) 


Ltd. 
Copgnett Manufacturing Co. 
Ltd 


Canadian General Electric Co. 
Ltd. 

Electronic Materials Int'l, Ltd. 

Ericsson Telephone Sales of 
Canada Ltd. 

Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 

Len Finkler & Co. 

R. Mack & Co. Ltd. 

McCurdy Radio Industries Ltd. 

Northern Electric Co. Ltd. 

Sharpe Instruments Ltd. 

Spilsbury & Tindall Ltd. 

Standard Telephones & Cables 
Mfg. Co. (Canada) Ltd. 

TMC (Canada) Ltd. 


A/S Danavox 
Ampliven Ltd. 
. Brown Ltd. 
Dawe Instruments Ltd. 
Dyna-Magnetic Devices Inc. 


Etelco Ltd. 

Japan Piezo Electric Co 
Multitone Electric Co. Ltd 
The Murdock Corp. 
Siemens Edison Swan Ltd. 
Stratton & Co. Ltd 

Superex Sloctroaics Sop- 
Telephone Mfg. Co. 

Telex Labs., Inc 

Trimm, Inc. 


HEADS 


1. Magnetic 3. Recording 
Drum 


» Sape 
(Memory) Recording 
2. Magnetic 

Film 


* Canadian Astatic Ltd. 3. 
Ericsson Telephone Sales of 
Canada Ltd. 2-3-4, 
Ferranti-Packard Electric Ltd. 


1-3. 
= Plessey Co. of Canada Ltd, 


Ampex Corp. 4. 

BJ Electronics, Borg-Warner 
Corp. 1 

Di-an Controls, Inc. 1. 

General Transistor, Western 
Corp. 1-4. 

Librascope Inc. 1-3-4. 

Potter Instrument Co. 


3-4. 

D. M. Steward Mfg. Co. 3. 

Shane Bros., Inc. 3-4, 

Sonotone Corp. 3-4. 

The Soundscriber Corp. 3. 

Southwestern Industrial Elec- 
tronics Co. 

Truvox Ltd. 4. 

Webcor Inc. 4. 

Webster Electric Co. 4. 


HEARING AIDS 


Amplivox (Canada) Ltd. 
Electronic Communications Ltd. 
s Hackbusch Electronics Ltd 
(Stromberg-Carlson) 


A/S Danavox 

Audio Equipment Co., Inc. 
Dyna-Magnetic Devices, Inc. 
Fortiphone Ltd 

Multitone Electric Co. Ltd. 
Sonotone Corp. 


HEATING, ELECTRONIC 


1. Accessories 2. Dielectric 
& Asso- 3. Induction 
ciated 
Equipment 
Barber-Colman of Canada Ltd. 1. 
Brown Boveri (Canada) Ltd. 1-2- 
3 


Canadian Chromalox Co, Ltd. 1. 
® Canadian General Electric Co. 
Ltd. 3. 
# Canadian Research Institute. 2-3. 
Electronic Div. 2-3. 
Electronic Communications Ltd 
R. H. Nichols Ltd. 2. 
Philips Electronic Industries Ltd 


2-3. 
Powertronic Equipment Ltd 


Amperex Electronic Corp. 1. 
Baird Atomic, Inc. 2-3. 
Electro-Flex Heat, Inc. 1-2-3. 
Kahle Engineering Co. 1. 
Induction Heating Corp. 1-2-3. 
Powertronic Equipment Ltd. 2-3. 
Radio Frequency Co., Inc. 1-2-3. 
Radio Heaters, Ltd. 1-2-3. 
Redifon (England) 1-2-3. 
Arthur C. Ruge, Inc. 1. 
Sherman Industr. Electronics 2-3 
Siemens-Schuckertwerke A.G. 1. 
United Aircraft Prods., Inc. 
1-2-3. 
Welduction Corp. 3. 


HOLDERS—Crystal 


Airtron Canada Ltd. 

Aircraft Appliances & Egqpt. Ltd 
Amphenol Canada Ltd. 
Johnson Mathey & we Ltd. 
Quality Hermetics Ltd 

Allied Industries, Inc. 

American Electronic Lab., Inc. 
Automatic Metal Prod. Corp. 
The Birtcher Corp. 

Bliley Electric Co. 

Cinch Mfg. Co. 

Coaxial Connector Co. Inc. 

L. L. Constantin & Co. 
Diamond Antenna Microwave 


Corp. 
aa Goodrich Sponge Prods. 
iv. 
Henry & Thomas Ltd 
E. F. Johnson Co. 
Jackson Bros. (London) Ltd. 
James Knights Co. 





The McMurdo Instr. Co. Ltd. 
Meridian Metalcraft, Inc. 
Microwave Associates, Inc. 
Mosley Electronics, Inc. 
Narda Microwave Corp. 
Nems Clarke, Inc. 
Radio Corp. of America 
Sealtron Corp. 

= Siemens Edison Swan Ltd. 
Standard Crystal Co. 
Texas Crystals Div. 


HORNS—Microwave 


Airtron Canada Ltd. 
Beaconing Optical & Precision 
Matl. Co. Ltd. 
Dominion Aluminum Fabricating 
Ltd. 
Fleet Mfg. Ltd. 
Long Sault Woodcraft Ltd. 
® Raytheon Canada Ltd. 
# Sinclair Radio Labs. Ltd. 
Sperry Gyroscope Co. 


American Electronic Labs., Inc. 

DeMornay-Bonardi 

Diamond Antenna & Microwave 
Corp. 

Douglas Microwave Co., Inc. 

FXR, Inc. 

The General Electric Co. Ltd. 

B. F. Goodrich Sponge Prods. 
Div. 

Hewlett-Packard Co. 

D. S. Kennedy & Co. 

Meridian Metalcraft, Inc. 

Microwave Associates, Inc. 

Narda Microwave Corp. 

Prodelin, Inc. 

Technicraft Lab., Inc. 

Telerad Mfg. Corp. 

Waveline, Inc. 


HORNS—Speaker Projector 
Amalgamated Electric Corp. Ltd. 
® Hackbusch Electronic Ltd. 
(Stromberg-Carlson) 
EV of Canada Ltd. 


Altec Lansing Corp. 

Atlas Sound Corp. 

Diamond Antenna & Microwave 
Corp 

Magnavox Co. 

Peerless Fabrikkerne A/S 

Racon Electric Co., Inc. 

Rauland Borg. Corp. 

Rola Celestion Ltd. 

Telefunken GmbH. 

The Trix Electrical Co. Ltd. 

University Loud Speaker, Inc. 

Vitavox Ltd 

Waveline, Inc. 

Wharfedale Wireless Works Ltd. 


HOUSINGS 
1. Antenna 
2. Automobile 
Radio 


3. Instrument 
4. Plug-in 


Benco Television Associates Ltd. 


5. Public 
Address 
System 

6. Speaker 


1. 
Bishop Sons & Co. Ltd. 1-2-3-4-5- 
Canada Cabinets & Furniture Co. 
td. 6. 
Dominion Aluminum Fabricating 
Ltd. 1-3. 
Dominion Electrohome Industries 
Electronic Communications Ltd. 
3- 


Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 4-5-6. 

Industrial & Institutional Com- 
munications Ltd. 

Long Sault Woodcraft Ltd. 1. 

Northern Electric Co. Ltd. 5-6. 

be 1 Plessey Co. of Canada Ltd. 


RCA Victor Co. Ltd. 6. 
Research Industries . % 
Sinclair Radio Labs., . 
York Woodcraft Ltd. ‘ 


Aerialite Ltd. 1-2. 

Amco Engrg. Co. 3. 

Argos Products Co., Inc. 5-6. 
Blonder-Tongue Labs. Co. 3. 
David Bogen Co., Inc. 5. 

Bud Radio Inc. 6. 

Danbury Knudsen, Inc. 2. 
Dukane Corp. 5. 

E MI Sales & Service 6. 
Emerson & Cuming, Inc. 1. 
Falstrom Co. 1-3. 

The Finney Co. 5-6. 

Firma Tage Schouboe. 3. 
General Cement Mfg. Co. 1-2. 
Hartley Products Co. 6. 

Alfred Imhof, Ly 3. 

Jensen Mfg. 

Lowell Mfg Co. ‘. 
McMillan fadusirial Corp. 1. 
— Sound Services Ltd. 
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. ag ge Metal Prods. Co. 3-5-6. 


R. Neill Co., Inc. 5-6 

Reames Prod. Div. of Chisholm 
Ryder Co., Inc. 1. 

Rhein Sound Systems, Inc. 5. 

The Trix Electrical Co. Ltd. 6. 

Transco Products, Inc 

Vecto? Electric Co. 

Wharfedale Wireless w orks Ltd. 
6. 


HYBRID JUNCTIONS— 
Microwave 
Airtron Canada Ltd. 
Ferranti-Packard Electric Ltd. 
Peffer Sound System Ltd. 
Raytheon Canada Ltd. 
RCA Victor Co., Ltd. 
Sinclair Radio Labs. Ltd. 
Tele-Radio Systems Ltd. 


Alford Mfg. Co. 

Bogart Mfg. Corp. 

Bomac Labs., Inc. 

Coaxial Connector Co. Inc. 
Diamond Antenna & Microwave 


Corp. 
Dielectric Prods. Engrg. 
Ltd. 


Douglas Microwave Co., 

oe ne Specialty Co. 
FXR, 

The read Electric Co. Ltd. 
B. Goodrich Sponge Prods. 


Hewlett- Packard Co. 
I-T-E Circuit Breaker Co. 
Kearfott Co. Inc. 
Meridian Metalcraft, Inc. 
Microwave Associates,Inc. 
Microwave Development Labs, 
Inc. 
Narda Microwave Corp. 
Technicraft Lab., Inc. 
Telerad Mfg. Corp. 
Transco Prods., Inc. 
Waveguide, Inc. 
Waveline, Inc. 


INDICATORS— 
1 


Antenna 21. Oxygen 
Position 22. pH 


. Are Back 23. Photographic 
Broadcast 


Volume 24. 
Capacitor 
Le e Electronic 
- Detonation 26. Pressure 
. Dew Point 27. Pulse Time 
Dielectric Riser 
Constant . Recording 
. Film Engine 
Thickness . rf Probe 
. Fluid Cor- 30. Shorted 
ductivity Turn 
luid Flow, - Smoke & 
Electronic Combus- 
Frequency tion, 
Hardness Electronic 
. Humidity, . Sound Level 
Electronic . Specific 
. Tlumination Gravity 
. Strain 
- Temperature 
Electronic . Timing 
. Materials . Torque 
Thickness . Turbidity 
Moisture Vacuum 
Electronic 40. Volume 
. Nu - Weight 
. Null—Bai- . Wind 
ance, Po- Direction, 
tentio- Electronic 
meter . Wind Speed, 
Type Electronic 
. Ocean 
Depth 
Amalgamated Electric Corp. 31. 
Associated Electronic Com- 
ponents. 
Autotronics Control 15. 
Aviation Electric Ltd. 1-10-15-18- 
19-21-24-26-37- 47° 
Bailey Meter Co Ltd. 
9-10-15-19-21-22-26-31-38. 
Bach Simpson Ltd. 3-18-19-35-36. 
Bailey Meter Co. Ltd. 9-10-15-21- 
22-24-26-31-33-35-38-39. 
Barber-Colman of Canada Ltd. 
13-19-22-34-35, 
Beaconing Optical & Precision 
Mati. Co. Ltd. 
The Bristol ‘Co. of Can: ada Ltd. 
19-22-33-34-35-39-43. 
Guin Curtiss-Wright Ltd. 
8-15-16-17-33. 
The Canadian Fairbanks Morse 
Co. 37. 
Canadian General Electric Co. 
Ltd. 6-8-11-15-24-25-31-36. 
Canadian Marconi Co. 17-22. 
Canadian Research Institute 1-3- 
4-11-18-22-23-25-30-31-32-34-35- 
36-38. 


25. Power Level, 


Canadian Sonic Co. 12-16-20-34. 

Canadian Westinghouse Co. Ltd. 
Electronics Div. 14-15-16-18-24, 

Central Scientific Co. of Canada 
Ltd. 22-39 

n= Automatic Controls Ltd. 


Daystrom Ltd. 16-19, 

Daystrom Ltd. (Heath) 25. 

Daystrom Ltd. (Weston) 3-8-11- 
14-18-23-35-40. 

Decca Radar Canada Ltd. 42-43. 

Dial & Instrument Finishers Ltd. 


Dominion Electrohome Indus- 
tries Ltd. 6-8-9-10-11-12-13-15- 
16-17-20-24-24-31-34-35-36-37- 
38-41-42-43. 

———— Electronics Ltd. 

Edo (Canada) Ltd. 20. 

Edwards High Vacuum Canada 

Ltd. 39. 

Electronic Associates Ltd. 15-33. 

Electronic Communications Ltd. 
1-3-11-14-15-18-23-24-25-32-36- 
42-43 


Electronics Corp. of America 
(Canada) Ltd. 31. 

Ericsson Telephone Sales of 
Canada Ltd. 15. 

Ferranti-Packard Electric Ltd. 24, 

Fischer & Porter Canada Ltd. 
7-10-15-17-33-35-39. 

Fisher Research Lab. Ltd. 9-15- 
17-35. 

Fisher Scientific Co. Ltd 

9-12-19-21-22-33-35-38-39-41. 

Found Bros. Aviation Ltd. 6-10- 
35-36-37. 

The Foxboro Co. Ltd. 
15-17-20-21-22-24-26-33-34-35- 


46-41. 

The Garrett Mfg. Corp. of 
Canada Ltd. 1-9-10-11-18-19-24- 
26-33-42-43 

Honeywell Controls Ltd. 9-10-13- 


17-19-2 1-22 -26-31-33-34-35-38-39. 


Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 24-32. 

Humble Mfg. Co. Ltd. 31. 

International Business Machine 
Co. 36. 

George Kelk Ltd. 34-35. 

Leeds & Northrup Canada Ltd. 
19-22-31-35. 

Lenkurt Electric Co. of Canada 
Ltd. 25. 

R. Mack & Co Ltd. 26. 

Measurement Engrg. Ltd. 8-10- 
13-14-15-16-17-18-24-31- 
35-36-38. 

C. C. Meredith & Co. Ltd. 25. 

Milltronics Ltd. 25-32-41. 

National Semiconductors Ltd. 14. 

Philips Electronics Industries 
Ltd. 6-9-13-15-17-19-22-26-29- 
34-35-3 


The, Plessey Co. of Canada Ltd. 


Polytronics Co. 38. 

Raytheon Canada Ltd. 20. 

S. Smith & Sons (Canadaj Ltd. 
24-26-35-39. 

Stark Electronic Instruments Ltd 
2-4-11-18-29. 

TMC (Canada) Ltd. 

Taylor Instrument Co. of Canada 
Ltd. 22-26-33-35-39-42-43. 

Tecneek Associates 8-11-13-14-15- 
17-19-35-36. 

Thermo Electric (Canada) Ltd 


Thermovolt Instrument Ltd. 
10-13-15-22-26-31-35-39-40. 
Tinsley Instruments Canada Ltd. 

Triad Instruments & Controls 
Ltd. 19-30-35, 
Vector Labs., Inc. 11-19-35-36-37- 


1. 
The Wind Turbine Co. of Canada 
Ltd. 1. 


A. E. G. 11-22. 

Acoustica Associates. 15. 

Acromag, Inc. 11. 

Aero Research Instrument Co., 
Inc. 35-43. 

Aero Supply Co. 15. 

Aerolux Light Corp. 14. 

Airborne Instruments Lab., Inc. 

Airpax Products Co. 11. 

Allegany Instr. Co., Inc. 26-34- 


35. 
Antlab, Inc. 1. 
Assembly Products, Inc. 22-35. 
Automatic Timing & Controls 
Inc. 24-36-41. 
Avien Inc. 15. 
B & F Instruments, Inc. 37. 
BJ Electronics, Borg-Warner 


30. 
Bailey Meters & Controls Ltd. 31. 
Baird Atomic, Inc. 1-4-30-36. 


® Ballantine Labs Inc. 18. 


= Barber-Colman Co. 12. 


Barnes Development Co. 4-7. 

Beckman Instruments, Inc. 11-21- 
33-38. 

——— Electrical Instrument Co., 
nc 

— Aviation Corp. 13-24-42- 


Boonton Electronics Corp. 18. 
Boonton Radio Corp. 8. 

British Physical Labs. 3-4-11. 
Brooks Rotameter Co. 10. 

The British Rototherm Co. Ltd. 


A/S Bruel & Kjaer. 32-34. 

S. G. Brown Ltd. 20. 

Brush Instruments. 34. 

Burton-Rogers Co. 3-18-32. 

Cambridge Instruments Co. Ltd. 
13-21-22-35. 

Chicago Industrial Instrument 
Co. 3. 

Computer Measurements Corp. 


Consolidated Controls Corp. 26- 
Consolidated Electrodynamics 
orp., Rochester Div. 39. 
Cornell Dubilier Electrical Corp. 
4 


Coulter Industrial Sales Co. 18. 
Cramer Controls Corp. 36. 
Chicago Miniature Lamp Works. 


A/S Danbridge. 4. 

Dawe Instruments 32. 

Daytronic Corp. 16-26-34-41. 

Decker Engrg. Corp. 26. 

W. C. Dillon & Co. 35. 

Donner Scientific Co. 18. 

Dynamic Instrument Co, Inc. 
10-26. 

Edin Co., Inc. 34. 

Electric Eye Equipment Co. 17. 

Electronic Specialty Co. 1 

Electronic Instruments Ltd. 
7-22-36. 

Electro- yy Corp. 19. 

Electro Snap Corp 

Eldorado iectmticn Co. 14-23. 

Elima GmbH. 24. 

El-Tronics Inc. 17. 

Endevco Corp. 26. 

Esterline Angus Co. Inc. 24. 

Evershed & Vignoles Ltd. 
10-11-15-24-25-26-33-39-40-41-42. 

FXR, Inc. 1 

Fenwal Electronics, Inc. 35. 

John Fluke Mfg. Co. Inc. 18-19. 

General Communications. 33. 

Soueens Radio Co. 7-11-18-27-32. 
. F. Goodrich, Sponge Prods. 
Biv. 29. 

Gorrell & Gorrell. 36. 

P. Gossen & Co. GmbH. 3-11-14- 
18-25-32-35, 

Gulton Ind. 8-10-15-16-26-34-35. 

Haenni & Co. A.G. 10-13-15-17- 
26-35-39 

Hallikainen Instruments 7. 

W. Harrison 14. 

Hartmann & Braun A.G. 6-18-19- 
21-22-26-34-35. 

Hastings Raydist Inc. 42-43. 

The A, W. Hayden Co. 36. 

Haydon Div., General Time 
Corp. 36. 

Hewlett Packard Co. 25. 

Hoyt Electrical Instrument Works 
3-18-32 

Hy-Gain Antenna Prods. 1. 

1.B.T. Instruments. 11. 

Industrial Control Co. 18-34. 

Industrial Instruments, Inc. 9-17. 

ae Test Equipment Co. 


8. 
Industrial Winding Machinery 
Corp. 37. 
Iron Fireman Mfg. Co. 31-35. 
J.B.T. Instruments Inc. 35. 
Jackson Electrical Instr. Co. 29. 
Kay Electric Co. 29. 
Kearfott Co. Inc. 43. 
— Instruments Co., Inc. 5- 
8 


H. C. Kroeplin GmbH 8-16. 

Lampkin Labs., Inc. 11. 

Dr. B. Lange 22-31. 

Lectronics, Inc. 24. 

Lintronic Ltd. 10. 

Magtrol, Inc. 37. 

Marion Electrical Instr. Co. 3-18. 

Measurements, A McGraw 
Edison Div. 11. 

Megatron Ltd. 14. 

Metronix 25. 

Metra Corp. 11. 

Microwave Associates, Inc. 29. 

Millvac Instruments, a Div. of 
Cohn Electronics. 18. 

F. H. Moseley. 19-35. 

NRC Equipment Corp. 39. 

Nash & Thompson Ltd. 8-30. 

National Instr. Laboratories, Inc. 
10-21-26. 

Norden Div., United Aircraft 
Corp. 

Northam Electronics, Inc. 26. 
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Nuclear Corp. of America Inc. 
8-15-33. 


Opad Electric Co. 11-24. 

Owen Labs, Inc. 18-34. 

Patterson Moos, Div. of Uni- 
versal Indicator Co. Inc. 35. 

Peschel Electronics, Inc. 4-7. 

Phaosiron Instrument & Elec- 
tronic Co. 18-25-32. 

Philips Electronics, Inc. 

Photocon Research ry "8-16-26. 

Photovolt Corp. 22-31. 

Polarad Electronics Corp. 22-29. 

Polyphase Instrument Co, 34-37. 

W. G. Pye Co. Ltd. 6-9-18-19-22, 

Radiant Corp. 1 

Radiation Counter Labs., Inc. 
8-15 


Radio Corp. of America. 1. 

Radiometer 1 . 

Rahm Instr. Div. Amer. Machine 
Metals 20-26-39. 

Rheem Mfg. Co. 22. 

Ripley Co., Inc. 15-31. 

S. A. Rochar Electronique. 
10-11-36-41. 

Revere Corp. of America. 
10-15-41 


Robertshaw-Fulton Controls Co., 
The Instrument Div. 7-15. 
Rohde & Schwarz 1-10-25-32. 
Rosemount Engrg. Co. 35. 
Laboratorium Dr. Justus 
Rosenhagen —, 
Arthur C. Ruge Inc. 35 
Sanborn Co. 25. 
H. oe & Co. 39. 
Savage Co, 4- 
Savage & Pz irsons fa. 34-35. 
Schomandl K.P. 
Schaevitz Engrg. ie. 16-24-26-34- 
41. 


H. H. Scott, Inc. 32. 
Sensitive Research Instrument 


orp. 11. 
Serdex, Inc. 13-35, 
Servomechanisms, Inc. Sub- 

systems Div. 42-43. 

Servomex Controls Ltd. 21. 

Shallcross Mfg. Co. 18-19. 

Sharpe Instruments Ltd. 22. 

Sheffield Corp. 8-16. 

Shurite Meters. 11. 

Siemens & Halske A.G. 3-6-9-18- 
11-12 13-15 1 -17-19%.21-22 24- 
25-26-28-31-33-34-35-39-40-41- 

—_ Electrical Instrument Co. 

td. -36. 

Sigma Instrument Co. Ltd. 31. 

Simmonds Aerocessories, Inc. 
15-18-19-21. 

Sioux Radio Prod. 41. 

Southern Instruments Ltd. 
10-17-26-28-34-35. 

Statham Labs., Inc. 34. 

Sterline Mfg. Co. 1-15. 

H. W. Sullivan Ltd. 4. 

Tz _— Electrical Instruments Ltd. 


Technique Associates, Inc. 35. 
Telectro Industries Corp. 


35. 
Telefunken GmbH. 3. 
Telerad Mfg. Corp. 11. 
Television Utilities Corp. 14-31. 
Texas Instruments Incorporated 


il. 
J. Langham Thompson Ltd. 21- 
26-28. 


Inc. 18. 
Trimount Instrument Co. 26. 
Triplett Electrical Instrument Co. 


Trio Labs., 


Ernest Turner Electric 
Instruments 5 

United Electric Controls Co. 35. 

United States Guage. 26-35-39. 

Varo Mfg. Co., Inc. 11. 

Venner Electronics Ltd. 11-36. 

Veeco Vacuum Corp. 

Walkirt Co. 2. 

s Waters Mfg., Inc. 37. 

Waugh Engrg. Co. 11. 

Wayne Kerr Labs. Ltd. 7. 

W. M. Welch Mfg. Co. 8-14-23. 

West Instrument Corp. 35. 

Westronics, Inc. 19-26-34-35-37. 

Wilson Mechanical Instrument 
Div. of American Chains & 
Cable Co. 

Zwick & Co. K. J. 22. 


INDUCTANCES 
VARIABLE 
M. Mechanical S&S. Saturable 
Operation Reactors 
® Canadian Westinghouse Co. Ltd. 
—Electronic Div. 
Dees Randall (Canada) Ltd. 


Electronic Controls Ltd. S. 
Electronic Engineering. S. 
The Garrett Pog 3 Corp. of 


General Le F. W. 


Sickles of Canada Ltd. M. 
Gomard Electronics Ltd. S. 
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s Hammond Mfg. Co. Ltd. S. 
Honeywell Controls Ltd. 8. 
C. C. Meredith & Co. Ltd. S. 

® Muirhead Instruments Ltd. M. 
Servomechanisms (Canada) Ltd. 


Stanwyck Coil Prods. Ltd. M. 
Tinsley Instruments. M. 


Aladdin Electronics. M. 
Alto Scientific Co., Inc. M. 
Arnold Margnetics Corp. S. 
Burnell & Co., Inc. M. 
Carad Corp. S. 
Electro Engrg. Works. S. 
General Radio Co. 
E. F. Johnson Co. M. 
Ortho Filter Corp. M-S. 
. Pye Co. Ltd. M. 
S. A. Rochar Electronique M-S. 
Sorenson & Co., Inc. S. 
Special Prods. Div. Servo- 
mechanisms, Inc. S. 
Superex Electronic Corp. M. 
Taylor Electrical Instruments 
Ltd. M. 
Vari L Co., Inc. S. 


INSTRUMENT PARTS— 
Precision 
Aviation Electric Ltd. 
s Bach Simpson Ltd. 
s Barber-Colman of Canada Ltd. 
# Canadian General Electric Co. 
Ltd. 
# Canadian Research Institute. 
aes Devices of Canada 
td. 
Daystrom Ltd. (Weston) 
Dial & Instrument Finishers Ltd. 
Ferranti-Packard Electric Ltd. 
Muirhead Instruments Ltd. 
Polytronics Co. 
Servomechanisms, Canada, Ltd. 
Spaulding Fibre Co. of Canada 
Ltd. 


Thermovolt Instruments Ltd. 
Tinsley Instruments. 

X-Ray & Radium Industries Ltd. 
Y. W. Small Parts Ltd. 1. 


Allied Plastics Supply Corp. 

Dynamic Gear Co., Inc 

Emel Establishment 

Golay-Buchel 

Harwin Engineers Ltd 

Norden Div., United Aircraft 
Corp. 

Nuclear Corp. of America, 
Instrument Div. 

P I C Design Corp. 

Precision Tube Co., Inc. 

Roller-Smith Instruments Inc 

Sensitive Research Instrument 
Corp. 

Servomex Controls Ltd 


Sifam Electrical Instrumental Co. 
Ltd. 


J. Langham Thompson Ltd. 
. S. Gear Corp. 


INSTRUMENTS—Graphic 
Recording 
® Barber-Colman of Canada Ltd 
The Bristol Co. of Canada Ltd. 
Canadian Applied Research Ltd. 
ee General Electric Co. 
t 


Canadian Research Institute 
Daystrom Ltd. 

Electronic Associates Ltd. 
Fisher Scientific Co. Ltd. 

The Foxboro Co. Ltd 
Honeywell Controls Ltd. 

Leeds & Northrup Canada Ltd. 
Muirhead Instruments Ltd. 


ey = ——y Industries Ltd. 
1 


lessey Co. of Canada Ltd. 
S. Smith & Sons (Canada) Ltd. 
Tecneek Associates 
Thermovolt Instruments Ltd. 
Varian Assoc. of Canada Ltd. 


Alfax Paper & Engrg. Co. 

Alford Mfg. Co. 
tlab, Inc. 

Barnes Development Co. 

Beckman Instruments, Inc., 
Instruments Div. 

A/S Bruel & Kjaer. 

Brush Instruments. 

Cambridge Instrument Co. Ltd. 

Camille Bauer Ltd. 

Century Electronics & 
Instruments. 

Edin Co., Inc. 

Elima GmbH. 

Electronic Associates, Inc. 

Esterline-A’ Co. Inc. 

Evershed & Vignoles Ltd. 

General Radio Co. 

Gorrell & Gorrell 

Hartmann & Braun A.G. 

Hughes Products Div., Hughes 
Aircraft Co. 

Kay Electric Co. 

Metrawatt A.G. 
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Millivac Instruments, Div. of 
Cohu Electronics 

Nalder Bros. & Thompson Ltd. 

Offner Electronics 

Photron Instrument Co. 

Record Electrical Co. Ltd. 

Laboratorium Dr. Justus 
Rosenhagen 

Rust Industrial Co., Inc. 

Sanborn Co. 

Savage & Parsons Ltd. 

Schaevitz Energ. 

Siemens & Halske A.G. 

Siemens Edison Swan Ltd 

Southern Instruments Ltd. 

Staub & Co. 

Tally Register Corp. 

United States Gauge. 

Universal Transistor Prods. 
Corp. 

Westronics, Inc. 


INSTRUMENTS—Ultrasonic 


# Canadian Research Institute. 


Canadian Sonic Co. 

Dominion Electrohome 
Industries, Ltd. 

Electronic Communications Ltd. 

Raytheon Canada Ltd. 

S. Smith & Sons (Canada) Ltd. 

TranSonic Ltd. 

Acoustica Associates Ltd 

Atomic Accessories, Inc. 

Baird-Atomic, Inc. 

A/S Bruel & Kjaer. 

Branson Instruments, Inc. 

Curtiss-Wright Corp. 

Dawe Instruments Pia 

Gulton Industries, Inc. 


INSULATORS 


1. Antenna 
Insulators 
& Spring 
Assemblies 
2. Can Liner 


6. High Di- 
electric 


Paper 

7. Strain 

8. Test Clip 

9. Thermo- 
couple 

10. Tower 

11, Transmitting 
Antenna 

12. TV Yoke 


= Barber-Colman of Canada Ltd. 9. 
s Beatty Bros. Ltd. 7-10-11. 
s Centralab Canada Ltd. 2. 


Collben Mfg. Co. Ltd. 1. 


s Canadian General Electric Co 


Ltd. E.E. & T.D. 1. 
Engelhard Industries of Canada 
Ltd. 5. 

Ferranti-Packard Electric Ltd. 3. 
Fisher Scientific Co. Ltd. 9. 
Honeywell Controls Ltd. 3-9. 
Leeds & Northrup Canada Ltd. 


9. 

Minnesota Mining & Mfg. Co. of 
Canada Ltd., Electrical Prod- 
ucts Div. 3. 

National Fibre Co. of Canada 
Ltd. 1, 

N. Slater Co. Ltd. 7. 

Oki & Willadsen Ltd. 1. 

The Plessey Co. of Canada Ltd. 


Polytronics Co. 9. 

Quality Hermetics Ltd. 3. 

Sinclair Radio Labs. Ltd. 

S. Smith & Sons (Canada) Ltd. 3. 

Smith & Stone Ltd. 3. 

Spaulding Fibre of Canada Ltd. 
1-6-7. 

Telequipment Mfg. Co. Ltd. 1. 

Thermo Electric (Canada) Ltd. 9. 

Thermovolt Instruments Ltd. 9. 

Titania Electric Corp. of 
Canada 3. 

Valeriote Electronics Guelph 
Ltd. 1-7. 

The Wind Turbine -. of Can- 
ada Ltd. 1-4-10-11 

T.M.C. (Canada) Ltd. 1-10-11. 


Aerialite Ltd. 1. 

Amatom Electronic Hardware 
Co., Inc. 

Birnbach Radio Co., Inc. 
1-3-4-7-8. 

Geo. Bray & Co. Ltd. 3-9. 

A. F. Bulgin & Co. Ltd. 8. 

The Carborundum Co., Globar 
Plant. 3-4-9-10-11. 

Centralab Div., Globe-Union 
Inc. 3-4. 

ar. “ae Industrial Instrument 


Comseante Générale d’Electro- 
Ceramique 1-3-7- 

Electro Ceramics, Inc. 3. 

Electronic Mechanics, Inc. 3. 

Emerson & Cuming, Inc. 3. 

The Finney Co. 4-7-8. 

General Electric Co. (Lamp 
Glass Dept.). 5-9. 

Gravhill. Inc. 8. 

Gulton Ind. 3. 


Harwin Engineers Ltd. 8. 
Heldor Mfg. Co., Inc. 3. 
Henry & Thomas Ltd. 3. 
Industrial Devices, Inc. 8. 
Jackson Bros. (London) Ltd. 3 
E. F. Johnson Co. 1-11. 
Lapp Insulator Co., Inc. Radio 
Specialties Divn. 1-11. 
Mosley Electronics Inc. 
Mueller Electric Co. 8. 
National Co., Inc. 3. 
Onandaga Pottery Co. 3. 
Oxley Developments Co. Ltd. 


Premax Prod. Div. of Chisholm 
Ryder Co. Inc. 1. 

Quartz Fibre Prod. Co. 5. 

Revere Corp. of America. 9. 

Rosenthal Isolatoren GmbH. 
1-3-7. 

Steatite Insulations Ltd. 3-9. 

D. M. Steward Mfg. Co. 3. 

Stratton & Co. Ltd. 3. 

Tufnol Ltd. 1-7. 

Ucinite Co. 


INTEGRATORS-Electronic 


Amalgamated Electric Corp. Ltd. 

Aviation Electric Ltd. 

Barber-Colman of Canada Ltd. 

Canadian Applied Research Ltd. 

Computing Devices of Canada 
Ltd. 

Daystrom Ltd. (Weston) 

Electronic Associates Ltd. 

Ferranti-Packard Electric Ltd 

The Garrett Mfg. Corp. of 
Canada Lid 

George Kelk Ltd. 

Honeywell Controls Ltd. 

Raytheon Canada Ltd. 

Vector Labs., Inc. 


Airborne Instruments Lab., Inc. 

Allegany Instruments Co., Inc. 

Alto Scientific Co., Inc. 

Antlab, Inc 

Berkeley Division/Beckman 
Instruments, Inc. 

Donner Scientific Co. 

Electronic Assoc. Inc. 

Engineered Electronics Co. 

The Foxboro Co. 

Franklin Electronics, Inc 

Globe Ind., Inc. 

Greenleaf Mfg. Co. 

Instron Engrg. Corp. 

Librascope, Inc. 

Lintronic Ltd 

Moore Associates Inc. 

S. A. Rochar Electronique. 

Servonics Inc. 


INTERCOMMUNICA- 
TION SYSTEMS 
Amalgamated Electric Corp. Ltd. 
Audio Vox Intercom Inc. 
Automatic Electric (Canada) Ltd. 
Automatic Telephone & Sound 
Services Ltd. 

Canadian Marconi Co., 
Prods. Div 

Decca Radar Canada Ltd. 

E.M.1.-Cossor Electronics Ltd. 

Electrolabs 

Electronic Associates Ltd. 

Electronic Materiels Int’! Ltd. 

Electrovox Intercom, Inc. 

Engineered Sound Systems Ltd. 

Ericsson Telephone Sales of 
Canada Ltd. 

Executone Communication 
Systems 

Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 

Humble Mfg. Co. Ltd. 

Kitchener Electronics Industries. 

— Electric Co. of Canada 

td. 

Measurement Engrg. Ltd. 

Muirhead Instruments Ltd. 

National Sound Services Ltd. 

Northern Electric Co. Ltd. 

Northern Radio Mfg. Co. Ltd. 

Peffer Sound Systems Ltd. 

Philco Corp., Gov. & Ind. Div. 

Radio Communications Equip- 
ment & Engrg. Ltd. 

RCA Victor Co. Ltd. 

Standard Telephone & Cables 
Mfg. Co. (Canada) Ltd. 

Telecom Ltd. 

Tele-Radio Systems Ltd. 


Comm. 


Auth Electric Co., Inc. 

Automatic Electric Co. 

Automatic Telephone & Electric 
Co. Ltd. 

Autophone Ltd. 

David Bogen Co., Inc. 

The S. H. Couch Co, Inc. 

Dukane Corp. 

Electrolabs 

Electronic Specialty Co. 

Etelco Ltd. 

General Instrument Corp. 





caess Switchboard & Supply 


m. .. “Mfg. Co. Inc. 
Mark Simpson Mfg. Co., Inc. 
Merco Recording Co., Inc. 
Moore Associates Inc. 
Multitone Electric Co. Ltd. 
R. W. Neill Co., Inc. 
Rauland Borg Corp. 
Rheem Mfg. Co. 
Siemens Edison Swan Ltd. 
Siemens & Halske A.G. 
Talk-A-Phone Co. 
Telautograph Corp. 
Telectro Industries Corp. 
Telephone Mfg. Co. Ltd 
Transelectric Mfg. Co. 
The Trix Electrical Co. Ltd 
Webster Electric Co. 
Whiteley Electrical Radio C 
Ltd 


Winston Electronics Ltd. 


INVERTERS-dc-ac 


Aviation Electric Ltd. 


Benco Television Associates Ltd. 


Isotope Developments Ltd. 
New England Nuclear Corp. 
Nuclear Corp. of America Inst. 


iv. 
United States Radium Corp. 


J 


JACK PANEL ASSEMBLIES 


Addison Industries Ltd. 

Autotronics Control 

Canadian General Electric Co. 
Ltd., E.E. & T.D. 

Electronic Communications Ltd. 

Electronic Materials Int’l. Ltd. 

Electronic Research & Develop- 
ment Co. Ltd. 

Ericsson Telephone Sales of 
Canada Ltd. 

Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 

Honeywell Controls Ltd. 

—- Electric Co. of Canada 


McCurdy Radio Industries Ltd. 


Switchcraft, Inc. 

Trimm Inc. 

Ucinite Co. 

Waltham Horological Corp. 


JEWELS-Glass 


= Canadian Research Institute 
= Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 


Dialight og 

Drake Mfg. C 

E&C industrial Engraving 
Points 

General Cement Mfg. Co. 

Golay Buchel 

E. F. Johnson Co. 


‘ 


JOINTS—Rotary, Microwave 


Ferranti-Packard Electric Ltd. 
Fleet Mfg. Ltd. 
® Raytheon Canada Ltd. 


Airborne Instruments Lab., Inc. 


Airtron Inc. 


The British Electric Resistance 
Co 


A. F. Bulgin & Co. Ltd. 

Dale Prods., Inc. 

Harry Davies Molding Co. 

General Cement Mfg. Co. 

General Radio Co. 

Industrial Devices Inc. 

Jan Hardware Mfg. Co. Inc. 

E. F. Johnson Co. 

Kurz-Kash Inc. 

Lerco Electronics Inc. 

Litton Industries, Inc. 

# Muirhead & Co. Ltd 

National Co. Inc. 

Nems Clarke, Inc. 

Painton & Co. Ltd. 

# Rogan Bros. 

Stratton & Co. Ltd. 

Ernest Turner Electrical 
Instruments Ltd. 

bes ad Electrical Radio Co. 

td. 


L 


® Canadian Line Material Ltd. 
= Canadian Westinghouse Co. 
Ltd., Electronic Div. 


Bogart Mfg. Corp. 
De Mornay Bonardi 


National Sound Services Ltd. 
Northern Electric Co. Ltd. 


LAMINATES—Metal Clad 


Collins Radio Co. of Canada 
Ltd 


td. 
= Canadian General Electric Co. 
Ltd. 


Daystrom Ltd. 

The Garrett Mfg. Corp. of 
Canada Ltd. 

The Hoover Co. Ltd. 

Lenkurt Electric Co. of Canada 
Ltd. 

Lucas-Rotax Ltd. 

Powertronic Equipment Ltd. 

s Pylon Electronic Development 

Research Industries Ltd. 

Tele-Radio Systems Ltd. 

F. V. Topping Electronics Ltd. 

Arnoux Corp. 

Barnes Development Co. 

Carter Motor Co. 

Cornell-Dubilier Elec. Corp. 

Eicor, Inc. 

Electric Specialty Co. 

Electro Development Corp. 

Electro Dynamic Construction 
Co. 

Electronic Assoc. Inc. 

Electronic Research Associates, 


nc. 

Electronic Specialty Co. 

Greenleaf Mfg. Co. 

Gulton Industries Inc. 

Industrial Control Co. 

Jack & Heintz, Inc. 

Kupfrian Mfg. Corp. 

Mandrel Industrial Instruments. 

NJE Corp. 

Opad Electric Co. 

Perkin Engrg. Corp. 

Rheem Mfg. Co. 

Sorensen & Co., Inc. 

Telectro Industries Corp. 

Terado Co 

Transvaal Engineering Corp. 

Universal Transistor Products 
Corp. 

Varo Mfg. Co., Inc. 

Vibration Research Labs Inc. 


ION TRAPS 

The Plessey Co. of Canada Ltd. 
Clarostat Mfg. Co., Inc. 

General Cement Mfg. Co. 


Teleradio Engineering Corp. 
Whiteley Electrical Radio Co. 


IRONS-Soldering 


Amalgamated Electric Corp. Ltd. 


bag hy Coetee Fairbanks-Morse 
oO, 


. cman General Electric Co. 


Ltd. 
Linde Air Products Co., Div. of 
Union Carbide Canada Ltd. 
Ungar Electric Tool Co. of 
Canada. 


Adcola Prods. Ltd. 


= American Electrical Heater Co. 


A.N.T.E.X. Ltd 

Drake Electric Works. 

Electric Soldering Iron Co. 

Firma S. Samulevitz. 

The Gabriel Co. 

Gregg Electric Co. 

Kemode Mfg. Co. 

Kwikheat Mfg. Co. 

~ Preis Engraving Machine 
0. 

Wassco Electric Products Inc. 

Weller Mfg. Co 

Zeva-Elektrizitats A.G. 


ISOTOPES 
Atomic Energy of Canada Ltd. 


Northern Radio Mfg. Co. Ltd. 
Oki & Willadsen Ltd. 
Powertronic Equipment Ltd. 
Tele-Radio Systems Ltd. 
Thermo Electric (Canada) Ltd. 
T.M.C. (Canada) Ltd. 
United-Carr Fastener Co. of 
Canada Ltd. 


Associated Engrg. Corp. 
Audio Development Co. 
A. F. Bulgin & Co. Ltd. 
Cinema Engineering Div. of 
Aerovox Corp. 
Control Panel Corp. 
Coaxial Connector Co. Inc. 
Dialight Corp 
Enginecred Biectronics Co. 
The Finney Co. 
General Cement Mfg. Co. 
General Radio Co. 
The Keyswitch Co. 
Kellogg Switchboard & Supply. 
National Tel-Tronics Corp. 
Nems-Clarke Co. Div. of Vitro 
Corp. of America. 

= Siemens Edison Swan Ltd. 
Switchcraft, Inc. 
Trimm Inc. 
Ucinite Co. 


JACKS 


Ampheriol Canada Ltd. 
« Automatic Electric (Canada) 


Bayly “Engineering Ltd. 
= Cambridge Thermionic 

The Canadian Fairbanks-Morse 
Co. Ltd. 

Canadian General Electric Co. 
Ltd., E.E T.D. 

Ericsson Telephone Sales of 
Canada Ltd. 

Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 

Honeywell Controls Ltd. 

Lenkurt Electric Co. of Canada 
Ltd. 

National Sound Services Ltd. 

Northern Electric Co. Lt 

Powertronic Equipment Ltd. 

s Raytheon Canada Ltd. 

Thermo Electric (Canada) Ltd. 

T.M.C. (Canada) Ltd. 

United-Carr Fastener Co. of 
Canada Ltd. 


Aerolite Electronics Corp. 
Amatom Electronic Hardware 
Co., Inc. 

Associated Engrg. Corp. 

Audio Development Co, 

Automatic Electric Co. 

Belling & Lee Ltd. 

Birnbach Radio Co. Inc. 

A. F. Bulgin & Co. Ltd. 

Carter Parts Co. 

Cinch Mfg. Co. 

Cinema Engrg. Div. of Aerovox 

Corp. 

Commercial Plastics Co. 

Coaxial Connector Co., Inc. 

Etelco Ltd. 

The Finney Co. 

Henry & Thomas Ltd. 

Hugh H. Eby Co., Inc. 

General Cement Mfg. Co. 

General Radio Co. 

Grayhill, Inc. 

Jackson Bros. (London) Ltd. 

E. F. Johnson Co. 

The Keyswitch Co. 

— Industries Components 

iv. 

National Co. Inc. 

National Tel-Tronics Corp. 

Nems Clarke, Inc. 

Richards Electrocraft, Inc. 
# Siemens Edison Swan Ltd. 


Diamond Antenna & Microwave s Allied Circuit Techniques Ltd. 


Corp. 
Douglas Microwave Co., Inc. 
FXR, Inc. 
General Radio Co. 
B. ad, Goodrich Sponge Prods. 
I-T-E Circuit Breaker Co. 
Kearfott Co. Inc. 
Litton Industries Components 
Div. 
Meridian Metalcraft, Inc. 
Microwave Associates Inc. 
Microwave Development Labs. 
Radiation Inc. 
Telerad Mfg. Corp. 
Waveguide, Inc. 
Waveline Inc. 


K 


KEYERS & COUPLERS 
Bayly Engrg. Ltd. 
Northern Radio Mfg. Co. Ltd. 


The Plessey Co. of Canada Ltd. 


Coaxial Connector Co. Inc. 
Electronic Specialty Co. 


Nems-Clarke Co., Div. of Vitro 


Corp. of America. 


KEYERS—Frequency Shift 
Collins Radio Co. of Canada 
Ltd. 
Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 
Lenkurt Electric Co. of Canada 
Ltd. 


Northern Radio Mfg. Co. Ltd. 

The Plessey Co. of Canada Ltd. 
Tele-Radio Systems Ltd. 

Ps Ws Topping Electronics Ltd. 


Crosby Lab., Inc. 

Electronic Specialty Co. 

Manson Labs., Inc. 

National Co. Inc. 

Radiation, Inc. 

Radio Frequency Lab., Inc., 
Comm. Div. 


s Siemens & Halske A.G. 


KEYS & CODING EQUIP- 

MENT 

Ericsson Telephone Sales of 
Canada Ltd. 

Hackbusch Electronic Ltd. 
(Stromberg-Carlson) 

Henry & Thomas Ltd. 

Spilsbury & Tindall Ltd. 

The Finney Co. 


Great Northern Telegraph Co. 

E. F. Johnson Co. 

Nems-Clarke Co. Div. of Vitro 
Corp. of America. 

Siemens & Halske A.G. 


KNOBS 


Amphenc! Canada Ltd. 
Aviation Electric Ltd. 


Canadian Electric Resistors Ltd. 


Croname (Canada) Ltd 
Hackbusch Electronics Ltd. 

(Stromberg-Carlson) 
Hathaway Kraemer Ltd. 
Muirhead Instruments Ltd. 
Oki & Willadsen Ltd. 


The Plessey Co. of Canada Ltd. 


Raytheon Canada Ltd. 

Rogers Electronic Tubes & 
Components, Div. of Philips 
Electronics Industries Ltd. 

Spaulding Fibre of Canada Ltd. 


Bakelite Co. 

Continental Diamond Fibre of 
Canada q 

Cyanamid of Canada Ltd. 

— Fibre Co. of Canada 

td. 

Panelyte Div., St. Regis Paper 
Co. (Canada) Ltd. 

Spaulding Fibre of Canada Ltd. 


Allied Plastics Supply Corp. 
H. Clark & Co. (Manchester) 


td. 
Thomas De La Rue Ltd. 
Metals & Controls Corp. 
Mica Corp. 


LAMINATIONS— 
Transformer 
= Canadian Westinghouse Co. Ltd. 
Electronics Div. 
El-Met Parts Ltd. 
Osborne Electric Co. Ltd 


Magnetic Metals Co. 
Magnetics, Inc. 
Webcor, Inc. 


LEADS—Test 


Amphenol Canada Ltd. 

s Canadian Research Institute. 
Daystrom Ltd. (Weston) 
Len Finkler & Co. 

The Finney Co. 


A. F. Bulgin & Co. Ltd. 

General Cement Mfg. Co. 

Phaostron Instrument & Elec- 
tronic Co. 

Superex Electronics Corp. 

Waterman Products Co. Inc. 


LENSES 


1. Infra Red 4. Television 

2. Optical Magni- 

3. Television fying 
5. Television 


Projection 
= Canadian General Electric Co. 
Ltd. E.E. & T.D. 3-5. 
Sharpe Instruments Ltd. 2. 


Baird-Atomic, Inc. 1. 

R. & J. Beck Ltd. 2. 

A. F. Bulgin & Co. Ltd. 2. 
— B. Du Mont Labs., Inc. 


The English Glass Co. Ltd. 2. 
Hallamore Electronics Co. 3-4-5. 
Librascope, Inc. 1-2. 

McMillan Industrial Corp. 1. 
Servo Corp. of America. 1. 
=, Taylor, & Hobson, Ltd. 


ities ar Marketing Corp. 2-3. 


LIGHTS 
1. Dial, Panel 
& Pilot 


2. Photoelec- 
tric 
Source 

Aviation Electric Ltd. 

Beaconing Optical & ‘on 

Matl. 
Burgess Battery Co. 1. 
Lt ere General Electric Co. 

t 


3. Signal 
4. Stroboscopic 
Source 


= Canadian Research Institute. 2-4. 
® Canadian Westinghouse Co. Ltd. 
Electronics Div. 
Canadian Westinghouse Co. Ltd., 
Lamp Div. 1-2-3-4. 
a 1 & Instrument Finishers Ltd. 
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Electronic Assoc. Ltd. 2. 
Ericsson Telephone Sales of 
Canada Ltd. 1. 
Ferranti-rackxara Electric Ltd. 4. 
Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 1 
Measurement Engrg. Ltd. 2. 
Micarta Fabricators Ltd. 1. 
National Semiconductors Ltd. 2. 
Philips Electronics Ind. Ltd. 4. 
Tecneek Associates 2-3. 
United-Carr Fastener Co. of 
Can. Ltd. 1, 
X-Ray & Radium Industries Ltd. 
1. 


Aerolux Light Corp. 2-3-4. 

Allied Plastics Supply Corp. 1. 

Amatom Electronic Hardware 
Co., Inc. 1. 

A. F. Bulgin & Co. Ltd. 1-3. 

Chicago Miniature Lamp Works 
1-2-3-4, 

Circon Component Co. 1-3. 

Communication Measurements 
Lab., Inc. 4. 

Dialight Corp. + 

Drake Mfg. Co. 

Drello Ing. Paul a 4. 

Electro-Snap Corp. 

Firma Tage Schouboe. ) 

The Foxboro Co. 1-3. 

General Cement Mfg. Co. 1. 

General Radio Co. 4. 

Hetherington, Inc. 1-3. 

Industria! Devices, Inc. 1. 

E. F. Johnson Co. 1. 

Nems Clarke, Inc. 4. 

Oxford Components, Inc. 1. 

Permonite Mfe. Co. 1. 

Post Mach., Electronic Prods. 
Div. 2. 

Ripley Co.. Inc. 2. 

Savage & Parsons Ltd. 4. 

s Siemens & Halske A.G. 1. 
Telectro Industries Corp. 4. 
Transistor Electronics Corp. 1-3. 
Venner Electronics Ltd. 


LINES—Slotted 


® Andrew Antenna Corp. Ltd. 
Ferranti-Packard Electric Ltd. 


Alford Mfg. Co. 

DeMornay-Bonardi. 

Diamond Antenna & Microwave 
Corp. 

Douglas Microwave Co., Inc. 

General Radio Co. 

B. F. Goodrich, Sponge Prods. 


iv. 
Hewlett-Packard Co. 
Microwave Associates, Inc. 
Telerad Mfg. Corp. 


LINKS—Antenna 


Brown Boveri (Canada) Ltd 
= Radio Co. of Canada 


7 a a General Electric Co, 
td 
RCA Victor Co. Ltd. 


The General Electric Co. Ltd. 
Prodelin, Inc 
Telerad Mfg. Corp. 


LOCKS 

D. Dial S. Shaft 
s Cambridge Thermionic D. 
® Raytheon Canada Ltd. S. 


Birnbach Radio Co. Inc. D-S. 
The Finney Co. D-S. 

Jackson Bros. (London) Ltd. S. 
Jan Hardware Mfg. Co., Inc. 


D-S. 
E. F. Johnson Co. D-S, 
Keystone Electronics Corp. D-S. 
Litton Industries, Inc. § 
National Co.. Inc. D-S. 
PIC Design Corp. D-S. 
Waldom Electronics Inc. D. 


MACHINES 
1. Balancing, 
Electronic 


19. 


20. facturing 
- . Vibration & 
° Fatigue 
lectric Testing 
22. . Wire 
i Stripping 
23. Transistor nas 
Aviation Electric Ltd. 1-2-4-5. 
Brown & Boggs 2. 
Canadian Cinch Anchoring 
Systems 17-21-26. 
Canadian Liquid Air Co. Ltd. 9. 
*® Canadian Research Institute. 
7-12-17. 
Canadian Sonic Co. 4. 
® Canadian Westinghouse Co. Ltd. 
Electronics Division. 1. 
Cannon Electric Canada Ltd. 21. 
Collben Mfg. Co. Ltd. 13-26. 
Cosa Corp. of Canada Ltd. 


12-13. 
Dial & Instrument Finishers Ltd. 


Dominion Electrohome Industries 


Ltd. 7-25. 


. E.M.I.-Cossor Electronics Ltd. 


1-10. 
Electronics Communications Ltd. 


Engineered Sound Systems Ltd. 
2 


Ericsson Telephone Sales of 
Canada Ltd. 19. 

F.A.J. Tools Co. 4-13-17-18. 

Fisher Scientific Co. Ltd. 14. 

The E. Harris Co. Ltd. 17. 

George Kelk Ltd. 7. 

Lenkurt Electric Co. of Canada 
Ltd. 6. 

Linde Co. 9. 

R. Mack & Co. Ltd. 26. 

Marking Prods. Ltd. 17. 

Masson Seeley & Co. Ltd. 17. 

Muirhead Instruments Ltd. 25. 

— Electric Co. Ltd. 5-20- 


Polytronics Co. 
Servomechanisms (Canada) Ltd. 


> Ltd. 10-22. 

Tecneek Associates 7. 

United Shoe Mach. of Canada 
Ltd. 18. 


A.A. Tools. 2-13. 

Acoustica Associates 4. 

Airborne Instruments Lab., Inc. 
3 


23. 
Arnold Magnetics Corp. 6. 
Artos Engrg. Co. 9-17-26. 
Ampacines American Winding 
Mach. 
Atomic Labs. Inc. 14, 
Avo Ltd. 5. 
Rex Bassett, Inc. 8. 
Beckman Berkeley Div. 7. 
Boesch Mfg. Co., Inc. 5-6. 
Branson Ultrasonic Corp. 4. 
C. G. Electronics Corp. 6. 
bee > Winding Equipment Co. 


Computer Measurements Corp. 7. 


Consolidated Electrodynamics 
Corp., Rochester Div. 20. 
Crown Industrial Products Co. 

5-6 


Dawe Instruments Ltd. 

Decker Engrg. Corp. 12. 

David Dowling Ltd. 12. 

Edwards High Vacuum Ltd. 

Electro Devices, Inc. 6. 

Evershed & Vignoles Ltd. 5. 

P. X. Fox Ltd. 6, 

Fry’s Metal Foundries Ltd. 21. 

Goodman's Industries, Ltd. 25. 

Gulton Ind. 20-25 

Harvey Manufacturing 12. 

Dr. Ing. Rudolf Hell. 12. 

Ideal Industries Ltd. 21. 

Industria 2 big inding Machinery 
Corp. § 

beenniinan’ Research & 
Development Co. 1-25. 

Jan Hardware Mfg. Co., Inc. 20. 

Kahl Engrg. Co. 14-15 — 4. 

The Lewis Machine Co. 

Ling Electronics Corp. 25. 

Losenhausenwerk 1-25. 

M.B. Mfg. Co. 25. 

Macdonald & Co. 9-26, 

Mar-Tex Corp. 17. 

Micafil, 3-5-6. 

Mico Instrument Co. 6-12-15. 

Nash & Thompson Ltd. 20. 

Narda Ultrasonics Corp 4. 

NRC Equipment Corp. 8-16. 

Oil-Dyne, Inc. 21. 

The Pentron Corp. 10. 

Photovolt Corp. 12. 

Popper & Sons, Inc. 17. 

Potter Instrument Co. 7. 

H. P. Preis Engraving Machine 
Co, 2-12-13-17. 

Racal Engrg. Ltd. 7. 
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Rek-O-Kut Co. 11-19. 

Riehle Testing Machines 25. 

Arthur C. Ruge, Inc. 12. 

Sanders Associates Inc. 18. 

Schaevitz Engrg. 

Shalicross Mig. Co. 7. 

Sifam —_— Instrument Co. 
Ltd 

mA, Societe des Compteurs 
de Geneve. 7. 

The Sound Scriber Corp. 
10-11-22. 

Southern Instruments Ltd. 25. 

Taylor, Taylor & Hobson. 17. 

Technical Devices Co. 2-9-13-26. 

Tinius Olsen Testing Machine 
Co. 1. 

Trumeter Co. Ltd. 7. 

Universal Winding Co. 5. 

Virginia Electronics Company, 
Inc. 21. 

Wallace Manufacturing Supplies 


‘o. 2. 
Wassco Electric Products Inc. 


Winston Electronics Ltd. - 
Zeva Elektrizitaets A.G. 21. 


MAGNETIZERS & 
DEMAGNETIZERS 


Aviation Electric Ltd. 
The Canadian Fairbanks-Morse 


Co. 
Canadian Research Institute. 
The Indiana Steel Prods. Co. of 
Canada Ltd. 
National Sound Services Ltd. 
Osborne Electric Co. Ltd. 
The Plessey Co. of Canada Ltd. 
Triad Instruments & Controls 
Ltd 


Ampex Corp. 

Audio Devices, Inc. 

British Ferrograph Recorder. 

Cinema Engrg. Div. Aerovox 
Corp. 

Crucible Steel Company of 
America. 

Dr. Ing. Frank Fruengel GmbH 

Ideal Industries Ltd. 

Librascope, Inc. 

Microtran Co., Inc. 

Radio Frequency Labs. 

The Sound Scriber Corp. 


MAGNETOMETERS 


Canadian Applied Research Ltd. 
Sharpe Instruments Ltd. 
® Varian Associates of Canada 


Institut Dr. Foerster 
A. Rochar Electronique 
Telectro Industries Corp. 


MAGNETS—Permanent 
The Canadian Fairbanks-Morse 


o. 
# Canadian General Electric Co. 
Ltd. 


Canadian Stackpole Ltd. 
The Indiana Steel Prods. Co. of 
Canada Ltd. 
s Philips Electronics Ind. Ltd. 
The Plessey Co. of Canada Ltd. 
@ The Arnold Engrg. Co. 
Crucible Steel Company of 
America. 
General Ceramics Corp. 
Mullard Overseas Ltd. 
Murex Ltd. 
National Moldite Co. 
Peerless Fabrikkerne A/S. 
D. M. Steward Mfg. Co. 
Whiteley Electrical Radio Co. 
Ltd. 


MARKERS—Frequency, 
Microwave 
Control Electronics Co. Inc. 
Emerson & Cuming Inc. 
FXR Inc. 
Kay Electric Co. 
Laboratory for Electronics, Inc. 
Manson Labs. Inc. 
Narda Microwave Corp. 
Telerad Mfg. Corp. 


MARKERS—Wire 


s Hackbusch Electronics Ltd. 
® Hellerman Canada Ltd. 
Marking Prods. Ltd. 
Minnesota Mining & Mfg. of 
Canada Ltd. 


Artos Engrg. Co. 

W. H. Brady Co. 

Lake Chemical Co. 

North Shore Nameplate Inc. 

Westline Products Div., Western 
Lithograph Co. 


MEGA PHONES—Electronic 


® Canadian Marconi Co. 
Engineered Sound Systems Ltd. 
Len Finkier & Co. 
Hackbusch Electronics Ltd. 

(Stromberg-Carlson) 

R. Mack & Co. Ltd. 
Measurement Engrg. Ltd. 
F. V. Topping Electronics Ltd. 


Antrex Corp. 

Audio Equipment Co. Inc. 
Multitone Electric Co. Ltd 
Sound Craft Systems. 


MEMORY SYSTEMS 
Beaconing Optical & Precision 
Maitl. ; 
Canadian General Electric Co 
Ltd. 


Canadian Research Institute. 

Canadian Westinghouse Co. Ltd. 
Electronics Div. 

Computing Devices of Canada 


t 
Daystrom Ltd 
Electronic Associates Ltd. 
Ferranti-Packard Electric Ltd. 
® Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 
# International Business Machines 
Co., Ltd. 
The Plessey Co. of Saat Ltd. 
Raytheon Canada Lt 
Servomechanisms (C ce nada) Ltd 


Anderson Labs Inc. 

Automatic Telephone & Electric 
Co. Ltd 

BJ Electronics, Borg-Warner 
Corp. 

Computer Control Co. Inc 

Dian Controls Inc 

Electronic Assoc. Inc. 

Greenleaf Mfg. Co. 

Librascope Inc. 

Potter Instrument Co. Inc 

Radio Corp. of America, Memory 
Cores Div 

Telectro Industries Corp. 


METERS 
. Attenuation . Microwave 
. Cable . Moisture, 
Electronic 
. Null 


. pH 

. Phase Angle 

. Power 
Factor 

. Power, 
Microwave 

. Power, 
Output 


-Q 
. Sound Level 
. Standing 
Wave 
Ratio 
. Thermo- 
couple 
13. . Vibration 
14. y . Vot—Ohm, 
15. Electronic 
. Wave 
16. 35. Wow & 
17. Flutter 
18. Inductance . X-ray 
19. Light In ‘ensity 
Addison Electric Co. Ltd. 2. 
- wee Electric Corp. Ltd. 
1 


Automatic Electric Sales 
(Canada) Ltd. 2-6-8-33. 

Aviation Electric Ltd. 11. 

Bach Simpson Ltd. 5-6-8-10-17- 
22-31-33. 

Bailey Meter Co. Ltd. 11-23. 

Barber-Colman of Canada Ltd. 
§-22-23-31. 


Benco Television Associates Ltd. 
10 


Bepco Canada Ltd. 14-25. 

The Bristol Co. of Canada Ltd 
11-14-19-23-31. 

Canadian General Electric Co 
Ltd. 8-10-12-14-25 

Canadian Sonic Co. 11-32. 

Canadian Marconi Co. 14-15-21- 
26-27-30-33-34. 

Canadian Research Institute 1-2- 
3-4-5-6-9-13-14-16-17-18-19-21- 
22-23-24-25-27-29-31-33. 

Collins Radio Co. of Canada 
Lid. 15-26. 

Daystrom Ltd. (Heath) 7-16-27- 


Daystrom Ltd. (Weston) 5-6-9-13- 
14-19-22-24-25-27-31-33. 
Dial & Instrument Finishers Ltd. 


Dominion Electrohome Industries 
Ltd., Technical Prod. Div. %6. 
om Associates Ltd, 4-7-11- 





Electronic Communications Ltd. 
1-6-7-19-27-29-35. 

Ericsson Telephone Sales of 
Canada Ltd. 2. 


Ferranti-Packard Electric Ltd. 25. 


Fischer & Porter Canada Ltd. 
9-11-21-23. 
Fisher Research Lab. Ltd. 2-4-21- 
9-32. 


Fisher Scientific Co. Ltd. 23. 
Found Bros. Aviation Ltd. 11. 
The Foxboro Co. Ltd. 11-21-23- 


31. 
Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 29. 
Helipot Div., Beckman Inst. Inc. 


Honeywell Controls Ltd. 5-21-22- 
Jerrold Electronics (Canada) Ltd. 
6-10-12. 


George Kelk Ltd. 4. 

Leeds & Northrup Canada Ltd. 
23. 

Lenkurt Electric Co. of Canada 
Ltd. 6-7. 

Measurement Engrg. Ltd. 4-19- 

Muirhead Instruments Ltd. 17-24- 
25-28-32-35. 

The Northern Radio Mfg. Co. 
Ltd. 6-12-29. 

Philips Electronics Industries Ltd. 
2-4-10-16-21-23-32-33-34-36. 

Polytronics Co. 31. 

Radio Communications 
Equipment & Engrg. Ltd. 2-4- 
10 


Sharpe Instruments Ltd. 2-23-24. 
Sinclair Radio Labs., Ltd. 30. 
S. Smith & Sons (Canada) Ltd. 


CR. Snelgrove Co. Ltd. 14. 
Sperry Gyroscope Co. 15-20-26- 


Standard Telephones & Cables 
Mfg. Co. 1-7. 

Stark Electronic Instruments Ltd. 
1-2-3-4-5-6-7-8-9-14-17-18-25-27- 
31-33. 

Taylor Instrument Co’s. of 
Canada Ltd. 23-31. 

Tecneek Associates 13-14-17-18- 
19-8-9. 

Tele-Radio Systems Ltd. 20-26-27. 

— Electric (Canada) Ltd. 

1 


Thermovolt Instruments Ltd. 31. 

Tinsley Instruments 2-3. 

T.M.C. (Canada) Ltd. 14-30. 

Vector Labs. Inc. 4-14. 

The Wind Turbine Co. of 
Canada Ltd. 30. 

X-Ray & Radium Industries Ltd. 
36. 


A.E.G. 11-15-23-27. 

Acoustica Associates 11. 

Acromag, Inc. 14. 

Acton Laboratories, Inc. 17-24. 

Advance Components Ltd. 6-9- 
17-18-28-33. 

Advance Electronics Lab., Inc. 
24. 

Ad-Yu Electronics Lab., Inc. 24. 

Aerialite Ltd. 2. 

— Instrument Co., Inc. 


Alto Scientific Co., Inc. 16-30. 

Amos of Exeter Ltd. 32. 

Assembly Products, Inc. 5. 

Associated Research, Inc. 2-3. 

Automatic Mfg. Div. of General 
Instrument Corp. 33. 

Automatic Timing & Controls, 
Inc. 8. 

Avo Ltd. 13-19-33. 

BJ Electronics 4-30. 

Baird-Atomic, Inc. 4-8. 

Ballantine Labs., Inc. 22. 

Barnes Development Co. 9. 

Rex Bassett, Inc. 14. 

Camille Bauer Ltd. 24-25. 

Beckman Instr. Inc., Berkeley 
Div. 4-8-14-15-33. 

=~ ee Inc., Scientific 

iv. 23. 

Beede Electrical Instrument Co., 
Inc. 6-8-22-29. 

Blonder- Tongue Labs., Inc. 10. 

a Electronics Corp. 16-17- 


Boonton Radio Corp. 28. 

British Physical Labs. 5-6-9-33- 
14-17-22. 

Brooks Rotameter Co. 

Ag Bruel & Kjaer €.7-9:29-32- 


Budelman Electronics Corp. 14- 
26-27. 


Burton Rogers Co. 5-6-22-29-31. 

a Technical Industries 

Cambridge Instrument Co. Ltd. 
3-5-9-10-23-27-. 

A. E. Cawkell & Co. Ltd. 25. 
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Chemalloy Electronics Corp. 20- 
6. 


2 

Chicago Industrial Instrument 

Co. 33. 

Clough-Brengle Co. 33 

Coaxial Connector C o., Inc. 1. 

Computor Measurements Corp. 
4-8-14-24. 

Control Electronics Co., Inc. 
2-15-24-27. 

Cramer meg xt hi orp. 8. 

Cubic Corp. 26- 

A/S Danbridge 3. is- 24-25. 

The .Daven Co. 7-27-33. 

Dawe Instruments Ltd. 21-28-29. 

DeJur-Amsco Corp. 3-23-31. 

Diamond Antenna & Microwave 
Corp. 15-34. 

Divco-Wayne Electronics 14. 

Donner Scientific Co. 35 

Douglas Microwave Co., Inc. 


14-34. 
Allen B. Du Mont Lab., Inc. 
4. 


Dynamic Instrument Co., Inc. L1. 
Eldorado Electronics Co. 8-19. 
Electro-Instruments, Inc. 8-14-33. 
Electro-Measurements Corp. 17- 


22. 
Electro Mechanical Instrument 
Co. 33. 
Electronic Associates, Inc. 33. 
Electronic Instrument Co., Inc. 
16-33. 
Electronic Measurements Corp 
Elima “GmbH. 14-24-25. 
El-Tronics, Inc. 21. 
Empire Devices Prods. Corp. 10. 
Endevco Corp. 33. 
Esterline-Angus Co., Inc. 14-25. 
Evershed & Vignoles Ltd. 1. 
FXR, Inc. 20-26-30. 
John Fluke Mfg. Co. 22-27-33. 
Frequency Standards Ltd. 15-34. 
Dr. Ing. Frank Fruengel GmbH 
2. 


General Communications 15-20- 
26. 


General Radio Co. 1-2-3-6-7-8-9- 
14-17-18-22-27-29-30-32-34. 
General Time Corp., Haydon 
Div. 8. 
Gertsch Prods., Inc. 14-15. 
Goodman Industries Ltd. 32. 
F. Goodrich, Sponge Prods. 
Div. 1-15-17-20-26-30-34. 
P. Gossen & Co. GmbH. 3-5-6-9- 
13-14-i9-22-24-25-27-29-31. 
Greibach Instruments Corp. 5 
The Hartman Electrical Mfg. Co 


Hartman & Braun A.G. 2-3-5-9- 
10-14-17-22-23-24-25-31. 

The A. W. Haydon Co. 8. 

Hermann Wetzer 8. 

Hewlett-Packard Co. 6-7-14-15- 
17-22-26-27-30-33-34. 

Hickok Electrical Instrument Co. 
§-6-7-12-14-22-25-29-31-33. 

Hitachi Ltd. 2. 

Hoyt Electrical Instrument Works 
§-6-22-29-31. 

Industrial Control Co. 9-22. 

Industrial Development Labs., 
Inc. 11-22. 

——— Instruments, Inc. 2-3-8- 
1 


Industrial Test Eqiupment Co. 
5-6-27-31-33. 

Institut Dr. Forster 10-11. 

International Instruments, Inc. 
5-6-33. 

International Research & Devel. 
Corp. 14-32, 

J. B. T. Instruments, Inc. 8-14. 

I/S Jensen Electric 5-6-9-13-19- 
22-24-31-33 

Jerrold Electronics Corp. 10. 

E. J. Johnson Co. 30. 

a a Jones Electronics Co., Inc. 


Kay Electric Co. 1-2-14-28-32-35. 

Wayne Kerr Labs., Ltd. 1-7-9-17. 

Laboratory for Electronics, Inc. 
15-21-27. 

Lampkin Labs., Inc. 12-14, 

Dr. B. Lange 5-13-23. 

Lavoie Labs., Inc. 14-15, 

Lintronic Labs., Inc. 14-15. 

M. B. Mfg. Co. 32. 

Manson Laboratories, Inc. 14-15. 

Marion Electrical Instrument Co. 
5-6-8-22-29. 

Measurements, a McGraw Edison 
Div. 5-6-8-22-33. 

Megatron Ltd. 13-19. 

Metra Corp. 14-25-31-33. 

Metrawatt A.G. 2-13. 

Metronix 9-17-18. 

Microwave Assoc., Inc. 1-15-17- 
20-26-30-34, 

Microwave Development Lab., 
Inc. 15-34, 

Mid Eastern Electronics 8-21. 

Millivac Instr. Div. of Cohu 
Elec. 22-23. 


Moses Electronics 8. 

Narda Microwave Corp. 15-20- 
26-30-34, 

Nash & Thompson Ltd. 33. 

National Theatre Supply Co. 29. 

Nems Clarke, Inc. 10-1 

New London Instrument Co. 12. 

Non-Linear Systems, Inc. 6-29. 

North Atlantic Industries, ?nc. 


4. 
North Eastern Engrg., Inc. 14-33. 
Nuclear Corp. of America, 
Instrument Div. 36. 
Opad Electric Co. 11. 
Peschel Electronics, Inc. 
Phaostron Instrument * 
Electronic Co. 5-6-33. 
Photocon Research Prods. 19. 
Photovolt Corp. 13-19-21-23. 
Pola - ad Electronics Corp. 20-23- 


Post "Mach., Electronic Prods. 
Div. 4. 

Potter Instrument Co., Inc. 14-8. 

Precision Apparatus Co., Inc. 33. 

Precision Instrument Corp. 33. 

Precision Radiation Instruments, 
Inc. 4. 

W. G. Pye Co. Ltd. 23. 

Radar Design Corp. 15-34. 

Radio Corporation of America 
10-14-15-29-33. 

Radio Frequency Labs.. Inc. 2. 

Radiometer 9-16-17-18-22-23. 

Racal Energ. Ltd. 8. 

noose Electrical Co. Ltd. 14-24- 
5 


Revere Corp. of America 4-11-31. 
Ribet Desjz urdins 32. 
Robertshaw-Fulton Controls Co. 


9-3 

S.A Roch: ar Electronique 3-9-11- 
14-17 

Rohde & Schwarz 1-10-11-15-17- 
18-20-22-26-27-28 .29-30-34-7. 

Roller-Smith Instruments, Inc. 1. 

Ruhstraht 31. 

W. H. Sanders Ltd. 15 

Sanwa Electric Instrument Works 
29-33. 

Schaevitz Engrg. 11. 

Schomandl K. G. 14 

H. H. Scott, Inc. 2-29. 

Sensitive Research Instrument 
Corp. 5-14-18-31, 

Servomex Controls Ltd. 24. 

Shallcross Mfg. Co. 2-22. 

Shurite Meters 8-14, 

Siemens Edison Swan Ltd. 33. 

Siemens & Halske A.G. 2-3-11- 
14-19-21-23-24-25-31-33-35-36. 

Siemens-Schuckertwerke A. G. 4. 

Sierra Electronic Corp. 2-26-27. 

Sifam Electrical Instrument Co. 
Ltd. 5-6-32 

Slaughter Co. 2. 

Sodeco. 8. 

The Solartron Electronic Group 
Ltd. 23 

Southern Instruments Ltd. 24. 

Southwestern Industrial 
Electronics Co. 32-33. 

Sprague International Ltd. 9. 

Taylor Electrical Instruments Ltd 
6-27-33. 

Tektronix, Inc. 9-18. 

Telechrome Mfg. Corp. 12. 

Telectronics Lab., Inc. 14. 

ir aeeiammen Electronic Corp. 


Telectro Industries Corp. 35. 
Telerad Mfg. Corp. 15. 
Trio Labs., Inc. 
Triplett Electrical Instrument Co 
Ernest Turner Electrical Instru- 
ments Ltd. 5-33. 

Universal Atomics Corp. 36. 
Varo Mfg. Co. 14, 
Vectrol Energ., Inc. 14. 
Venner Electronics Ltd. 4-8-14. 
Victoreen Instrument Co. 36. 
WacLine, Inc. 5-6-14-26-31-33. 
Wandell & Goltermann. 1-2-24. 
Waters Mfg., Inc. 5-8-33. 
Waugh Engrg. Co. 4-14. 
ba a Inc. 15-20-26-30 

N. Welch Mfg. Co. 19. 
Wusieutinen Electric Interna- 

tional Corp. 

Westport Electric 8. 
Hermann Wetzer 8. 
Winston Electronics Ltd. 33. 


MICROFARADMETERS 


« Canadian Research Institute. 


Daystrom Ltd. (Weston) 
Tecneek Associates 


Barnes Development Co. 

British Physical Labs. 
Cambridge Instrument Co., Ltd. 
I/S Jensen Electric. 

be Electrical Instruments 


L 
Wayne Kerr Labs. Ltd. 


MICROMETERS—Electronic 


s Bach Simpson Ltd. 
Canadian Fairbanks-Morse Co. 
Ltd. 
® Canadian Research Institute. 
. ~— Electronic Instruments 
td. 


British Physical Labs. 

Dawe Instruments Ltd. 
Daytronic Corp. 

Hickok Electrical Instrument 


Institut Dr. Forster. 

_ asurements, a McGraw-Edison 
div. 

W. G. Pye Co. Ltd. 

Sanwa Electric Instrument Works 

Schaevitz Engrg. 

Shardlow Micrometers Ltd. 

Sheffield Corp. 

Triplett Electrical Instrument Co. 


MICROPHONES 


1. Aircraft 6. Dynamic 
Type 7. Magnetic 

2. Carbon 8. Noise 

3. Condenser Cancelling 

4. Contact 9. Velocity 

5. Crystal 

Amplivox (Canada) Ltd. es 

Campbell Mfg. Co. Ltd. 

Canadian Astatic Ltd. 2- i 5-6- 8. 

Canadian General Electric Co. 
Ltd., E.E. & T.D. 2-3-5-6-7-8-9, 

Canadian Motorola Electronics 
Ltd. 6. 


Daystrom Ltd. 

EV of Canada c td. 1-2-4-5-6-8. 

Electronic Materiels Int'l. Ltd. 

-5-6-7-8. 

Ericsson Telephone Sales of 
-Canada Ltd. 1-2-4-5. 

Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 2-5-6-8. 

Humble Mfg. Co. Ltd. 2. 

R. Mack & Co. Ltd. 2-3-4-6. 

Northern Electric Co. Ltd. 6. 

~ A Victor Co. Ltd. 1-2-5-6-7-8- 


eid Industries Ltd 2. 
Spilsbury & Tindall Ltd. 2. 
# Standard Telephones & Cables 
Mfg. Co. 6 


Altec Lansing Corp. 3-5-6-7-8-9, 

Amplivox Ltd. 1-2- 5-6-7-8. 

Audio Instrument Co. Inc. 3. 

S. G.. Brown Ltd. 2-6 

A/S Bruel & Kjaer. 3. 

Clevite Transistor Prods. 5. 

Collaro Ltd. 5. 

Cosmocord Ltd. 7. 

Dukane Corp. 5-6. 

Dyna, Inc. 9. 

Electro Sonic Labs., Inc. 1-6-7-8. 

Electro Voice, Inc. 1-2-4-5-6-8. 

Etelco Ltd. 2. 

General Cement Mfg. Co. 1-2-3- 
4-5-6-7-8-9. 


General Radio Co. 3-5-6. 

Grampian Reproducers Ltd. 6. 

Gulton Ind. 5. 

Japan Piezo Electric Co. 5. 

Lustraphone. 5-6-8-9. 

Multitone Electric Co. Ltd. 5-6. 

Murphy Radio Ltd. 

Photocon Research Prods. 3. 

Primo Sound Research Inc. 5. 

a orporation of America. 
1-2- 

Reslo Sound, Ltd. 9. 

Ronette Acoustical Corp. 5. 

Shure Bros. Inc. 2-5-6-7-9. 

Siemens & Halske A. G. 3-6. 

Sony Radio Corp. 3. 

Telephone Mfg. Co. Ltd. 2. 

Telefunken GmbH 3-6 

Turner Co. 2-5-6-7. 

Vitavox Ltd. 7. 

Whiteley Electrical Radio Co. 
Ltd. 1. 


MICROSCOPES-Electron 


Philips Electronics Industries Ltd. 
RCA Victor Co. Ltd. 


Chirana Corporation. 
Metro-Vickers Electrical Co. 


td. 
Philco Corp., Gov. & Ind. Div. 
Radio Corp. of America. 
Siemens & Halske A. G. 
be Electrical Instruments 
td. 


MICROWAVE TRANSMIS- 
SION LINES 


Airtron Canada Ltd. 

® Andrew Antenna Corp. Ltd. 
Ferranti-Packard Electric Ltd. 
RCA Victor Co. Ltd. 

® Sinclair Radio Labs, Ltd 

. a oy. Telephones & Cables 


e. Co. 
Tele-Radio Systems Ltd. 
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Airtron Inc. 

Bogart Mfg. Corp 

CWS Waveguide Corp. 
Diamond Antenna & Microwave 


Corp. 
Ets Prods. Engrg. Co., 
nc. 
Douglas Microwave Co., Inc. 
Electronic Specialty Co. 
FXR, Inc. 
D. S. Kennedy & Co. 
Meridian Metalcraft Inc. 
Microlab. 
Prodelin, Inc. 
W. H. Sanders Ltd. 
Technicraft Lab., Inc. 
Telerad Mfg. Corp. 


MIXERS—Microwave 


Airtron Canada Ltd. 
= Canadian General Electric Co. 

Ltd., Electric Equipment & 
Tube Div. 

Ferranti-Packard Electric Ltd. 

RCA Victor Co. Ltd. 

Raytheon Canada Ltd. 

Sinclair Radio Labs. Ltd. 

Sperry Gyroscope Co. 

— Associates of Canada 

td. 


Airtron Inc. 

Bogart Mfg. Corp. 

Bomac Labs. Inc. 

CWS Waveguide Corp. 
Diamond Antenna & Microwave 


‘orp. 
Douglas Microwave Co. Inc. 
Empire Devices Prod. Corp. 
FXR, Inc. 

The General Electric Co. Ltd. 

B. F. Goodrich, Sponge Prods. 
Div. 

Hewlett-Packard Co. 

Kearfott Co. Inc. 

Laboratory for Electronics Inc. 

Meridian Metalcraft Inc. 

Microwave Assoc., Inc. 

Narda Microwave Corp. 

Radar Design Corp. 

W. H. Sanders Ltd. 

Telerad Mfg. Corp. 

Transco Prods., Inc. 

Waveline Inc. 


MODULATORS 
1. Magnetic 
Phase 


3. Pulse 


Ferranti-Packard Electric Ltd. 

Lenkurt Electric Co. of Canada 
Ltd. 2. 

Raytheon Canada Ltd. 3. 
rvomechanisms (Canada) Ltd. 


Airtron Inc. 1-2-3. 

Alto Scientific Co., Inc. 3. 
Carad Corp. 1-3. 

FXR, Inc. 3. 

Filtron Co., Inc. 3. 

General Magnetics Inc. 1. 
—— Seal Transformer Co. 
Industrial Control Co. 
Levinthal Electronic Prods., Inc. 


Manson Labs., Inc. 3. 

Narda Microwave Corp. 3. 
Penn-East Engrg. Corp. 1-2-3. 
Polarad Electronics Corp. 1. 
Potter Instrument Co. Inc. 1. 
Stevens-Arnold Inc. 1. 
Torotel, Inc. 1. 

Ultradyne, Inc. 2. 

Vectrol Engrg., Inc. 2. 

The Walkirk Co. 1-2-3. 


MONITORS 


5. Phase 
6. 


7. 
3. Modulation 8. TV 
4. Neutron 
Flux 

Aviation Electric Ltd. 7. 
Canadian General tye gs 

Ltd., E.E. & T.D. 1-2-3-5-8. 
Canadian Marconi Co., 

Comm. Prods. Div. 1-2-3-8. 
Canadian Motorola Electronics 

Ltd. 2-3. 
Dial & Instrument Finishers Ltd. 


Dominion Electrohome Industries 
Ltd. Tech. Prod. Div. 

Electronic Associates Ltd. 6. 

Electronic Comunications Ltd. 


1-2. 

Ericsson vr. om Sales of 
Canada L 

Lenkurt Elbetric Co. of Canada 
Ltd. 3. 


Measurement Engrg. Ltd. 6. 
Northern Radio Mfg. Co. Ltd. 7. 


CANADIAN ELECTRONICS 


ENGINEERING 


® Philips Electronics Industries 
td. 
= Piessey Co. of Canada Ltd. 


ai ce anada Ltd. 1. 
Pye Canada Ltd., TV Trans. Div. 


RCA Victor Co. Ltd. 1-2-3-8. 
a tT or (Canada) Ltd. 
8-9 


5. 
T. M. C. (Canada) Ltd. 2-3-7. 
Vector Labs. Inc. 2. 


Acton Labs. Inc. 5. 

B. J. Electronics. 4-6. 

Baird-Atomic, Inc. 4-6. 

Berkeley Division Beckman 
Instruments Inc. 2. 

Budelman Electronics Corp. 2. 

Control Electronics Co. Inc. 5. 

Crosby Labs. Inc. 3. 

Allen B. DuMont Laboratories 
Inc. Int. Riv. 2-3-8. 

Empire Devices Prods. Corp. 3. 

Etelco Ltd. 6. 

F . Inc. 2. 

The Finney Co. 2. 

Fieming Radio Developments. 6. 

General Radio Co. 2-3. 

General Radiological Ltd. 4-6. 

Grundig Radio Werke. 8. 

Hallamore Electronics Co. 8. 

Hewlett-Packard Co. 2-3-8. 

Industrial Test Equipment Co. 5. 

Ingenieur Buro Atlas. 8. 

Isotope Devel. 4-6. 

Labgear Ltd. 6. 

Lampkin Labs. Inc. 2-3. 

Lavoie Labs., Inc. 2. 

Murphy Radio Ltd. 8. 

Nems Clarke, Inc. 1-2-3-7 

New London Instrument Co. 3. 

Northern Radio Co., Inc. 

Nuclear Corp. of America, 
Instrument Div. 4-6. 

Potter Instrument Co. Inc. 2. 

Radiation Counter Labs., Inc. 


4-6. 
Radio Corporation of America. 


Sanders Associates, Inc. 5. 
Sarkes Tarzian, Inc. 8. 
Schomandl K. G. 2. 

be a Electrical Instruments 


Telechrome Mfg. Corp. 8. 

Television Utilities Corp. 8. 

Universal Atomics Corp. 6. 

Universal Transistor Prods. 
Corp. 6. 

Victoreen Instrument Co. 4-6. 

Walkirt Co. 2. 

Waterman Products Co. Inc. 


3-5. 
Waugh Engrg. Co. 2. 


MOTORS 
1. Fractional 
hp 


2. Gear 
3. Phonograph 
4. Remote 
Control 
Alliance Div., 
Wares Ltd. 
Aviation Blectric iia 1-2-4-5-6-8. 
® Barber-Colman of Canada Ltd. 
1-4 


5. Servo 
6. Speed Regu- 
lation 


7. Stepping 
8. Synchronous 
9%. Timing 


Soe Steel 


Canadian Admiral Corp. Ltd. 3 
Cdn. Fairbanks-Morse Co. Ltd. 
1-2-8. 
® Canadian General Electric Co. 
Ltd. 1-2-8. 
s Canadian Westinghouse Co. Ltd. 
Controls Co. of America, Canada, 
Lid. 1-3-8-9. 
Cramer Controls Corp. 8-9. 
Davis Automatic Controls Ltd. 9. 
Daystrom Ltd. § 
Dorninion Electrohome Industries 
Ltd. Tech Prods. Div. 1-2-3-6-9. 
Electronic Controls Ltd. 6. 
Electro-Dynamic Construction 


Co. 1. 
Ericsson rg Sales of 
Canada Ltd. 
Ferranti- Lady Flectric Ltd. 8. 
The Garret Mfg. ee Dr} of 
Canada Ltd. 1-2-4-5-6- 
Helipot Div., Beckman i. 
Inc. 5. 
Honeywell Controls Ltd. 5-8. 
The Hoover Co. Ltd. 1-5. 
Lucas-Rotax Ltd. 1. 
Monarch Radio Mfg. Co. 3. 
Muirhead Instruments Ltd. 


Robbins & Myers Co. of Canada 
Ltd. 1-2. 

Sea Breeze Mfg. Ltd. 1-3. 

S. Smith & Sons (Canada) Ltd. 


Standard Telephones & Cables 


2g. Co. (Canada) Ltd. 3. 
Tecneek Associates 9. 
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Air Marine Motors Inc. 1-2-8. 

Alliance Mfg. Co. 1-2-3. 

Automatic Timing & Controls, 
Inc. 5. 

Borg Equipt. Div., Amphenol- 
Borg Electronics Corp. 1-3. 
Bristol Motor Div. Vocaline Co. 

S. G. Brown Ltd. 1-5-8. 

Carter Motor Co. 1. 

Collaro Ltd. 3. 

Cramer Controls Corp. 8-9. 

Diehl Mfg. Co. 5. 

Deuta-Werke GmbH 6. 

The Electric Construction Co. 
8. ’ 


Elicor, Inc. 1. 

Evershed & Vignoles Ltd. 1. 

Foredom Electric Co. 1. 

General Industries Co. 3. 

General Radio Co. 1-6. 

Gispe Industries, Inc. 1-2-4-5-6- 
8 


Gorell & Gorell 9. 
The A. W. Haydon Co. 1-2-4-6- 
9 


Howard Industries, Inc. 1-2-5-8-9, 

Humphrey, Inc. 6. 

Hurst Tool & Mfg. Co., Inc. 8-9. 

Induction Motors Corp. 1-2-5. 

Jack & Heintz, Inc. 2. 

Kearfott Co., Inc. 5-8. 

Kollsman Instrument Corp. 5-8. 

Lear, Inc. 1-5. 

G. H. Leland, Inc. 7. 

Mechatrol Div., Servomechan- 
isms, Inc. 2-5-8. 

Newton Bros. (Derby) Ltd. 1-5 

Norden Div., United Aircraft 
Corp. 5. 

Paragon Electric Co. 9. 
P. Preis Engraving Machine 
Co. 1. 

Rotating Components, Inc 
1-2-4-5-7-8-9. 

Servonics, Inc. 5. 

Siemens Schuckertwerke A. G. 
6-8-9. 

Vactric (Control Equipment) Ltd. 

Ww acl ine, Inc. 6, 

Webcor Inc. 3. 


MOUNTINGS—Vibration & 


Shock 


Aviation Electric Ltd 
mo oo Fairbanks-Morse 
0. 

mi. “Rubber Co 

Electronic Materiels Int’! Ltd. 

B. F. Goodrich Canada Ltd. 

Rawplug Prods. Canada Ltd 

United-Carr Fastener Co. of 
Canada Ltd. 

Aerialite Ltd. 

The Birtcher Corp. 

Lord Mfg. Co. 

M. B. Mfg. Co 

H. P. Pree E ners aving Machine 
Co. 1. 

Robinson Aviation, Inc. 

Ucinite Co 


MOUNTS—Antenna 


= Andrew Antenna Corp. Ltd. 
® Beatty Bros. Ltd. 


Dominion Aluminum Fabricating 


td 
Fleet Mfg. Ltd 
McCarter Radio & Television 
Ltd 


® Measurement Engrg. Ltd. 
® Sinclair Radio Labs. Ltd. 


Telequipment Mfg. Co. Ltd. 
The Wind Turbine Co. of Canada 


Lid 


Aerialite Ltd. 

Antlab Inc. 

Coaxial Connector Co. Inc. 

Dielectric Prods. Engineering 
Co., Inc. 

General Cement Mfg. Co. 

Kenwood Engrg. Co. Ltd. 

Microwave Assoc., Inc. 

Narda Microwave "Corp. 

Premax Prod. Div. of 
Chisholm Ryder Co. Inc. 

Prodelin Inc. 

Rohn Mfg. Co. 

Spencer Kennedy Labs. Inc. 

Technical Appliance Corp. 


MOUNTS—Thermistor 
# Sinclair Radio Labs. Ltd. 


Cinch Mfg. Co. 
porent Ltd. 
o Goodrich, Sponge Products 


Gulton Indus Thermiston Div. 
Narda Microwave Corp. 
Telerad Mfg. Corp. 

Ucinite Co 


MULTIMETERS 


® Bach Simpson Ltd. 

# Canadian Research Institute. 
Daystrom Ltd. (Heath) 
Daystrom Ltd. (Weston) 

® Philips Electronics Ind. Ltd 

*. ~~ Electronic Instruments 

td. 


Tecneek Associates 

Thermovolt Instruments Ltd. 

Tinsley Instrument (Canada) Ltd 

Advance Components Ltd 

Associated Research, Inc. 
Export De 

Automatic Mts. Div. of General 
Instrument Corp. 

Avo Ltd. 

British Physical Labs. 

a Industrial Instrument 


0. 
Clough-Brengle Co. 
Cornell-Dubilier Electric Corp. 
Cubic Corp. 

A/S Danbridge 

The Daven Co. 

Electronic Instrument Co., Inc. 

Electronic Instruments Ltd. 

Electronic Measurements Corp 

Electronic Specialty Co. 

Elima GmbH. 

Franklin Electronics, Inc. 

P. Gossen & Co. GmbH 

Hartmann & Braun A.G. 

Hewlett-Packard Co. 

Hickok Electrical Instrument Co 

Ideal Precision Meter Co., Inc. 

International Instruments Inc. 

1/S Jensen Electric. 

Measurements, A McGraw- 
Edison Div. 

Nash & Thompson, Ltd. 

Joseph Neuberger 

Non-Linear Systems Inc. 2. 

Phaostron Instrument & Elec- 
trical Co. 

Precision Apparatus Co. Inc. 

Sakura Electric Co. Ltd 

Sanwa Electric Instrument 
Works. 

Sensitive Research Instrument 
Corp. 

s Siemens & Halske A.G 
James S. Spivey, Inc. 

Taylor Electrical Instruments 
Ltd. 

Teletronics Lab., Inc 

Triplett E lectrical Soctenment 
Co. 

Ernest Turner Electrical Instru- 
ments Ltd 

Welch Mfg. Co. 


MULTIPLEX SYSTEMS— 
Frequency or Time 
Division 
Amalgamated Electric Corp. Ltd. 
Automatic Telephone & Sound 

Services Ltd. 
The Bristol Co. of Canada Ltd 
Canadian Motorola Electronics 
Ltd 


s Canadian Westinghouse Co. Ltd. 
Collins Radio Co. of Canada Ltd. 
® Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 
i Electric Co. of Canada 
d 


Ad. 
Northern Radio Mfg. Co. Ltd. 
The Plessey Co. of Canada Ltd 
T. M. C. Canada Ltd. 
Tele-Radio Systems Ltd. 


Applied Research Inc. 

Automatic Telephone & Electric 
Co. Ltd 

Budelman Electronics Corp. 

California Computer Products, 
Inc 

Crosby Labs. Inc. 

Electronic Specialty Co. 

Electronics Development Co. 


Inc. 
Etelco Ltd. 
The General Electric Co. Ltd. 
Lynch Carrier Systems Inc. 
Radiation, Inc. 
Siemens & Halske A. G. 
Telechrome Mfg. Corp. 
Telephone Mfg. Co. Ltd. 


MULTIPLIERS 
5. Magnetic 
6. Meter 
7. Servo 


® Bach Simpson Ltd. 6. 

# Canadian Research Institute. 6. 
Electronic Associates Ltd. 3. 
Ericsson Telephone Sales of 

Canada Ltd. 4-5. 


. = + ae Business Machine 


Northern Radio Mfg. Co. Ltd. 





# Stark Electronic Instruments 
Ltd. 6. 


Tecneek Associates 6. 
F. V. Topping Electronics Ltd. 
+. 


Berkeley Division, Beckman 
Instruments Inc. 3-4-7. 

Consolidated Resistance Co. of 
Amer. 6, 

Dawe Instruments 4. 

Donner Scientific Co. 3-4. 

Electronic Associates Inc. 3-7. 

Electronic Research Assoc. 4. 

General Magnetics Inc. 5. 

General Radio Co. 6. 

Hickok Electrical Instrument 


Co. 6. 
Industrial Control Co. 7. 
Industrial Test Equipment Co. 3. 
Instruments, Inc. 1-2-3-7. 
Manson Laboratories, Inc. 4. 
Menlo Park Engrg. 4. 
Microwave Development Labs., 
Inc. 3. 
S. A. Rochar Electronique 4. 
Savage & Parsons Ltd. 7 
Schomandl K. G. 4. 
Sensitive Research Instrument 
Corp. 6. 
Servo ‘Con. of ee 7. 
Shallcross Mfg. C 
Sifam Electrical Sestemment Co. 
Ltd. 6. 
Southern Instruments Ltd. 3. 
Universal Transistor Products 
Corp. 3-4 


N 


NETWORKS 
1. Crossover 3. Matching 
2. Directional 4. Pulse 
Antenna Forming 
Phasing 
= Aircraft-Marine Prods. of Canada 
Ltd. 4. 
Arrow Radio Co. 4. 
Bayly Engrg. Ltd. 3-4. 
Beaconing Optical & Precision 
Matl. 2. 
Benco Television Associates Ltd. 


3. 
Collins Radio Co. of Canada 
td. 1. 
Douglas Randall (Canada) Ltd. 


Electronic Communications Ltd. 


1-3. 
Engineered Sound Systems Ltd. 
1 


Ferranti-Packard Electric Ltd. 

Lenkurt Electric Co. of Canada 
Ltd. 3. 

R. Mack Co. Ltd. 1. 

Micarta Fabricators Ltd. 

The Plessey Co. of } A Ltd. 


1. 
Raytheon Canada Ltd. 4. 
Servomechanisms Canada Ltd. 4, 
Sinclair Radio Labs. Ltd. 2. 
Standard Television Prod. Ltd. 1. 
The Wind Turbine Co. of 
Canada Ltd. 2 


Aerialite Ltd. 2-3. 

Anderson Labs. Inc. 3-4. 

Blonder-Tongue Labs., Inc. 1. 

Carad Corp. 4. 

Corson Electric Mfg. Corp. 4. 

Dielectric Products Engineering 
Co., Inc. 2-3. 

Eby Sales Co. 

Electronic Associates Inc. 3. 

Electronic Measurements Corp. 


Electronic Specialty Co. 1-2-3-4. 

Entron, Inc. 3. 

Filtron Co., Inc. 4. 

Jensen Mfg. Co. 1-3. 

Micamold Electronics Mfg. 
Corp. 4. 

National Theatre Supply Co.1-3 

Ortho Filter Corp. 4. 

Plastics Capacitors, Inc. 4 

Rola Celestion Ltd. 1. 

Shallcross Mfg. Co. 4. 

Siemens & Halske A. G. 

Spencer Kennedy Labs. Inc. 2. 

Sprague International Ltd. 4. 

Telephone Mfg. Co. Ltd. 3. 

Telerad Mfg. Corp. 2. 

A/S Tobias henson Condenser 
Prods. Co. Li 

Transco Prod., Inc. 1-2. 

Ultradyne, Inc. 3. 

Vidaire Electronics Mfg. Corp. 


1. 

Wharfedale Wireless Works Ltd. 

Whiteley Electrical Radio Co. 
Ltd. 1. 
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O 
OHMMETERS 


1. Ohmmeters 
2. Megohm- 
meters 


3. Micro-ohm- 


« Automatic Electric Sales (Can- 
ada) Ltd. 1-4. 

= Bach Simpson Ltd. 1-2-4. 

= Canadian Research Institute. 
1-2-3-4. 

Daystrom Ltd. (Weston) 1-2. 
Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 1. 
Philips Electronics Ind. Ltd. 1. 

Polytronics Co. 1-2. 

Stark Electronic Instruments 
Ltd. 1-3-4, 

Tecneek Associates 1-2. 

Thermovolt Instruments Ltd. 


A. E. G. 1-2-4, 

Advance Components Ltd. 1 
Alto Scientific Co. 1. 
Associated Research, Inc. 1-2. 
British Physical Labs. 1-3-4. 
A/S Bruel & Kjaer. 2. 

Burton Rogers Co. 1. 
Cambridge Instrument Co. Ltd. 


Camille Bauer Ltd. 1-3-4. 


Chicago Industrial Instrument Co. 


1-2-4. 
Cubic Corp. 1. 
A/S Danbridge 1. 
Electro Instruments, Inc. 1-2. 
Electronic Associates, Inc. 1. 
Electronic Associates, Inc. 1. 


1-2. 


Electronic Instruments Ltd. 2-3-4, 


Electronic Measurements Corp. 


1. 
Elektromesstechnik Wilhelm 
Franz. 1-2-3 
Elima GmbH. 1-2-3-4. 
Evershed & Vignoles Ltd. 1-2-4. 
General Radio Co. 2. 
P. Gossen & Co., GmbH. 1. 
Hartmann & Braun A. G. 1-2-4, 
Hewlett-Packard Co. 1. 


Hickok Electrical Instrument Co. 


1-3. 

Hoyt Electrical Instrument 
Works. 

Ideal Precision Meter Co., 


Industrial Instruments, Inc. 
1-2 


International Instruments, Inc. 1. 


1/S Jensen Electric. 1-2. 

Keithley Instrument, Inc. 1-2-3. 

Dipl. Ing. Ulrich Knick 1. 

Metra Corp. 1-2-3-4. 

Metrawatt A.G. 1-2-4. 

ee Vickers Electrical 
Co. 


Ad. 4. 
Millivac ed Div. of Cohu Elec, 


Nash & Thompson Ltd. 1. 
Non-Linear Systems, Inc. 1. 


Phaostron Instr. & Electronic Co. - 


1-2. 
Precision Apparatus Co., Inc. 1, 
W. G. Pye Co. Ltd. 3-4 
Pyramid Instr. Corp. 1. 
Radio Corp. of America. 1. 
Radiometer .2. 
Ribet Desjardins 2. 
Rohde & Schwarz 2-3-4. 
Roller Smith Instruments, Inc. 1. 
Sanwa Electric Instrument 
Works. 1. 
Savage Co. 2. 
Shallcross Mfg. Co. 1-2-3-4, 
s Siemens Edison Swan Ltd. 1-4. 
# Siemens & Halske A.G. 1. 
Southwestern Industrial Elec- 
tronics Co. 1-2. 
ba oo Electrical Instruments 
t 
Triplett Electrical Instrument 


Co. 
= Waters Mfg.. Inc. 4. 


OSCILLATORS 


1. Audio Fork 
Controlled 

. Audio 8. Pulsed 
Frequency 9. Pushbutton 

. Cavity 10. Radio 

. Crystal 

. Grid Dip 11. Sweeping 

. Microwave 12. Ultra-Low 


Power Frequency 


13. Ultrasonic 


Airtron Canada Ltd. 6. 
® Automatic Electric Sales 
(Canada) Ltd. 2-9. 
. Cpeie General Electric Co. 
t 10. 
Canadian Marconi Co., Comm. 
Prods. Div. 2. 
® Canadian Research Institute. 
2-4-5-10-12-13. 


7. Oven Crystal 
Control 


Frequency 


Canadian Sonic Co. 12-13. 
Collins Radio Co. of Canada 
6-10. 


d. 
Daystrom Ltd. (Heath) 2-5-10-11. 


Edo (Canada) Ltd. 4. 

Electronic Associates Ltd. 4-11. 

Electronic Communications Ltd. 
2-13. 

Ferranti-Packard Electric Ltd. 


Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 4-7 
Jerrold Electronics (Canada) 

d. 11 


Lenkurt Electric Co. of Canada 
Ltd. 2-4 


Measurement Engrg. Ltd. 2-10. 
Muirhead Instruments Ltd. 2. 
R. H. Nichols Ltd. 2. 
eee Radio Mfg. Co. Ltd. 


Philips Electronics Industries 
Ltd. 2-10- 

bs Wisenaead Co. of Canada Ltd. 
1 

"7 Canada Ltd. TV Trans Div. 


Pylon Electronic Development 
Co. Ltd. 2. 


Raytheon Canada Ltd. 7-10-11-13. 


Sharpe Instruments Ltd. 1-2. 
Sinclair Radio Labs. Ltd. 
6 


S. G. Smallwood Ltd. 10. 

C. R. Snelgrove Co. a 4-7. 

Sperry Gyroscope Co. 6. 

Standard Telephones & Cables 

fg. Co. 10. 

F. V. Topping Electronics Ltd. 
2-4-9-10. 

TranSonic Ltd. 13. 

Triad Instruments & Controls 
Ltd. 2. 

Tinsley Instruments. 1-2. 

Varian Associates of Canada 
Ltd. 6. 


Acoustica Associates Ltd. 13. 
Advance Components Ltd. 10. 
Airborne Instruments Labs., Inc. 


Alto Scientific Co., Inc. 2. 

American Electronics Co. 2. 

Antilab Inc. 1. 

BJ Electronics, Borg-Warner 
Corp. 6-8-11. 

B & K Mfg. Co. 4. 

Rex Bassett Inc. 4-5. 

Behiman Engrg. 2. 

Berkeley Div. Beckman 
Instruments 8. 

Bliley Electric Co. 4-10. 

Bomac Labs., Inc. 3. 

Boonton Electronics Corp. 

British Physical Labs. 2-8. 

S. G. Brown Ltd. 1. 

A/S Bruel & Kjaer. 2-11-13. 

Bulova Watch Co. 4-7-10. 

California Technical Ind. 6. 

Communication Measurements 
Lab., Inc., 1-13. 

Control Electronics Co. Inc. 4. 

The Daven Co. 2. 

Dawe Instruments Ltd. 
2-10-12-13. 

Diamond Antenna & Microwave 
Corp. 10. 

Donner Scientific Co. 2-12-13. 

Electronic Instrument Co., Inc 

5 


Electronic Measurements Corp. 


Etelco Ltd. 2-4. 

Fisher Research Lab. Inc. 2. 

General Ultrasonic Co. 13. 

General Communications Co. 6. 

General Instrument Corp. 2-10. 

General Radio Co. 1-2-6-12-13. 

B. F. Goodrich Sponge Prods. 
Div. 6. 

Gulton Industries 13. 

Hewlett Packard Co. 
2-4-6-10-11-12-13. 

Hooyer Electronics Co. 10. 

Huggins Labs.’ Inc. 8. 

Hycon Eastern, Inc. 7. 

Industrial Test Equipment. 
1-2-12. 

a, en Research Corp. 


J.B.T. Instruments. 2. 

E. F. Johnson Co, 10. 

Kay Electric Co. 10-11. 

Kearfott Co. Inc. 1. 

James Knights Co. 4-7. 

Krohn-Hite Export Corp. 2-9-12- 
1 


3. 
Wayne Kerr Labs. Ltd. 2-10. 
J. Langham Thompson Ltd. 3. 


Laboratory for Electronics Inc. 6. 


Lavoie Labs., Inc. 4-11. 

Lorain Products Inc. 10. 

Manson Labs., Inc. 4-7-10. 

Measurements, a McGraw- 
Edison Div. 2-3-4-5-8-10-13. 

Microwave Assoc. Inc. 6. 

Narda Ultrasonics Corp. 13. 

Nash & Thompson Ltd. 2. 

New London Instrument Co. 10. 


Phillips Control Corp. 2. 

Polarad Electronics Corp. 3-6. 

Precision Apparatus Co. Inc. 

-10-1i. 

G. Pye Co. Ltd. 3. 

p TAs Ak G.m.b.H. 7. 

Radio Corp. of America. 6. 

Radio Frequency Lab., Inc., 
Comm. Div. 

Radiometer. 2-5. 

Ribet Desjardins 2-10. 

S. A. Rochar Electronique. 2. 

es Schwarz 1-2-4-6-7-8-9- 


Savage & Parsons Ltd. 3. 

Schomandl K.G. 4-10. 

Servomex Controls Ltd. 12. 

Siemens Edison Swan Ltd. 

James S. Spivey Inc. 2. 

Southwestern Industrial Elec- 
tronics Co. 2-10 

Taylor Electrical Instruments 
Ltd. 10. 

Telechrome Mfg. Corp. 8. 

Telephone Mfg. Co. Ltd. 2-11. 

Telerad Mfg. Corp. 3-6. 

Tel Instrument Electronic Corp. 
7-9-11. 

Telonic Industries Inc. 3-4-8-10- 
11. 

Trad Electronics Corp. 10. 

Triplett Electrical Instrument 
Co. 10. 

Universal Transistor Products | 
Corp. 1-2. 

Van —— an a Inc. 10. 

Vari. Co. 1. 

Varo Mis. aN ‘hid. 2. 

Venner Electronics Ltd. 2. 

Walkirt Co. 1-2-4-8. 

Wandel & Goltermann 
2-10-12. 

Weinschel Engrg. & Mfg. Corp. 
10 


Winston Electronics Ltd. 2-13. 


OSCILLOGRAPHS 


1. Cathode 
Ray 
Camera 
2. Cathode 
5. Recording 
Recording, 
Multi-- 


channel 


® Canadian General Electric Co. 
Ltd. 2-5. 


= Canadian Research Institute 3-5 


Ferranti-Packard Electric Ltd. 2. 
Honeywell Controls Ltd. 3-4-5. 


s Philips Electronics Industries 


Ltd. 1-2-3-5. 
Radio Communications Equip- 
ment & Engrg. Ltd. 1-2. 


Acton Labs., Inc. 5. 

Allegany Instr. Co., Inc. 2. 

Brush Instruments, Div. of 
Clevite Corp. 3-4-5. 

Cambridge Instrument Co. Ltd. 

Century Electronics & 
Instruments 2-3-4-5. 

Clevite Corp. 2-3-5. 

Cossor Instruments Ltd. 1-2. 

Allen B. Du Mont Laboratories, 
Inc. 1-2. 

Edin Co., Inc. 3-5. 

Electronic Associates, Inc. 3-5. 

Electronic Tube Corp. 1-2. 

Fairchild Camera & Instrument 
Corp. 1 

General Communications Co. 2. 

Hartmann & Braun A.G. 5. 

Hasler S.A. 1-2. 

Hathaway Instrument Co. 3-5. 


® Hughes Prods., Hughes Aircraft 


J. Langham Thompson Ltd. 
1-3-5. 
-* Industrial Instruments 


Northern Radio Co., Inc. 1 
Offner Electronics 3-5. 
Photron Instrument Co. 3-4-5. 
Radio Corp. of America 


® Sanborn Co. 3-5. 


Savage & Parsons Ltd. 3-5. 


# Siemens & Halske A.G. 2-3-4-5. 


Southern Instruments Ltd. 1-2-3- 

Southwestern Industrial Elec- 
tronics Co. 5. 

Texas Instruments Incorporated 


Wappler, Inc. 3-4. 
Waterman Products Co., Inc. 1. 


OSCILLOSCOPES 


Channel 
3. Portable 
4. Portable 
Projection 


1. Cathode 
Ray 

2. Cathode 
Ray, 
Multiple 


® Bach Simpson Ltd. 1. 


Canadian Marconi Co., Comm. 
Prods. Div. 1. 
Daystrom Ltd. (Heath) 1 
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. =: Semel Electronics Ltd. 
Northern Radio Mfg. Co. Ltd. 1. 
® Philips Electronics Industries 
Ltd, 1-3. 
The Plessey Co. of Canada Ltd. 
Radio Communications Equip- 
ment & Engrg. Ltd. 2. 


® Rogers Electronic Tubes & Com- 


ponents Div. of Philips Elec- 
tronics Ind. Ltd. 1. . 
. —- “¥: Telephones & Cables 
‘oO 


Mfg. Co. 1. 
® Stark Electronic Instruments 
Ltd. 1-3. 


Tecneek Associates 1. _ 
F. V. Topping Electronics. 1. 


American Electronics Labs., Inc. 

Clough—Brengle Co. 1. 

Cossor Instruments Ltd. 1-2-3. 

Allen B. Du Mont Laboratories 
Inc. 1-2-3. 

Electronic Instruments Co., Inc. 


Electronic Measurements Corp. 
1. 


Electronic Tube Corp. 1-2. 

Empire Devices Prods. Corp. 1. 

— Communications Co. 1- 
3. 


Hasler S.A. 2. 
Hewlett Packard Co. 1-2. 
— Electrical Instrument 


Hughes Prods., Hughes Aircraft 
1- 
cline Electrical Instrument 


0. 
Lavoie Labs., Inc. 1. 
Metro-Vickers Electrical Co. 
Ltd. 1-3. 
Nagard Ltd. 1. 
Northeastern Engineering Inc. 


Precision Apparatus Co., Inc. 
Radio Corp of America. 
Radiometer. 1. 
Railway Communications Inc. 2. 
Rank Cintel Instr. 
Ribet Desjardins 1-2-3. 
S. A. Rochar Electronique 1. 
Rohde & Schwarz 1-2-3. 

‘s Siemens & Halske A.G. 4. 
W. H. Saaders (Electronics) 

Ltd. 2. 


Southern Instruments Ltd. 1-2. 
James S. Spivey Inc. 1. 
Sylvania Electric Corp. 1. 

® Tektronix Inc. 1-2-3. 
Trad Electronics Corp. 3. 


Triplett Electrical Instrument Co. 


1. 
Waterman Products Co. Inc. 
. Waters Mfg. Inc. 


OSCILLO— 
SYNCHROSCOPES 
® Raytheon Canada Ltd. 


Electronic Tube Corp. 
Hewlett-Packard Co. 

® Hughes Prods., Hughes Aircraft 

Co. 

Lavoie Labs., Inc. 
Ribet Desjardins 
Sylvania kleciric Corp. 
Waterman Products Co., Inc. 


OVENS—Component or 
Crystal 


Canadian Motorola Electronics 
Ltd. 


Croven Ltd. 

Fisher Scientific Co. Ltd. 

C. R. Snelgrove Co. Ltd. 

Thermovolt Instruments Ltd. 

Bliley Electric Co. 

Bulova Watch Co. 

Electrofilm, Inc. 

Itemco, Inc. 

Kahle Engineering Co. 

James Knights Co. 

Lavoie Labs., Inc. 

Manson Laboratories, Inc. 

Nash & Thompson Inc. 

Nems Clarke, Inc. 

Northern Radio Co., Inc. 

Owen Labs Inc. 

Quarzkeramik GmbH. 

Rheem Mfg. 

Robertshaw-Fulton Controls Co., 
e Instrument Div 

Standard Crystal Co. 

J. Langham Thompson Ltd. 


PAINTS 
C. Conductive R. Resistive 
Aluminum Co. Canada Ltd. C. 


The Canadian Fairbanks-Morse 
o. R. 

Canadian Pittsburgh Industries 
Ltd. C. 


Halliday-Armstrong Ltd. R. 

The E. Harris Co. Ltd. C-R. 

>» ig oad Co. of Canada 
td. 


Emerson & Cuming, Inc. C-R. 
Falstrom Co. 
General Cement Mfg. Co. C, 


PANELS 
1. Instrument Trans- 
2. Jack mitting 
3. Receiving & 4. Relay Rack 
@ Automatic Electric Sales (Can- 
ada Ltd. 4. 
Autotronics Control 2. 


Aviation Electric Ltd. 1. 
Bailey Meter Co. Ltd. 1. 


® Barber-Colman of Canada Ltd. 1. 


Bishop Sons & Co. Ltd. 1-2-3-4. 


The Bristol Co. of Canada Ltd. 1. 


# Canadian General Electric Co. 
Litd., E.E. & T.D. 2-4. 
® Canadian Research Institute 1. 
Croname (Canada) Ltd. 1-3. 


Dial & Instrument Finishers Ltd. 


t 
Electronic Communications Ltd. 
1-2-4. 


Electronic Components Ltd. 1. 

Electronic Controls Ltd. 1. 

Electronic Enterprises. 1. 

Electronic Research & Develop- 
ment Co. Ltd. 1-2-3-4. 

a Tg Electric Co. of Canada 
L 


t 
Len Finkler & Co. 4. 
Fischer & Porter Canada Ltd. 1. 
The Foxboro Co. Ltd. 1. 
® Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 2-4. 

s Hammond Mfg. Co. Ltd. 
Hathaway Kraemer Ltd. 1-3. 
Honeywell Controls Ltd. 1-2. 
Humble Mfg. Co. Ltd. 3-4. 
Ind. Electronics Div., C. C. 

Meredith 1. 
Lenkurt Electric Co. of Canada 
Ltd. 1-2-3-4 
Measurement Engrg. Ltd. 1-4. 
Muirhead Instruments Ltd. 1. 
National Fibre Co. of Canada 
Ltd. 2 


National Sound Services Ltd. 2-4. 


Northern Electric Co. Ltd. 2-4. 

Northern Radio Mfg. Co. Ltd. 
2-3-4. 

Oki & Willadsen Ltd. 1-2-3. 

Polytronics Co. 1. 

Powertronic Equipment Ltd. 
1-2-4. 

Precision Dials Ltd. 1. 

Pylon Electronic Dev. Co. Ltd 


1. 

Renfrew Electric Co.,Ltd. 4. 
Standard Electric Time Co. of 
Canada Ltd. 1-2. | y 

Strippit Tool & Machine Co. 


T.M.C. Canada Ltd, 2-3-4. 

Taylor Instruments Co. of 
Canada Ltd. 1. 

Thermo Electric Canada Ltd. 1. 

Thermovolt Instruments Ltd. 1. 

F. V. Topping Electronics Ltd. 


Triad Instruments & Controls 


Ltd. 1. 
X-Ray & Radium Industries 
Ltd. 1-4. 


Alfred Imhof Ltd. 1-4. 

Amco Engineering Co. 4. 

Audio Developments Co. 2. 

Automatic Electric Co. 4. 

Autom: - Timing & Controls, 
Inc. 1. 

Bud Radio Inc. 4 

Cinema Eng. Div. of Aerovox. 


2. 
Control Panel Corp. 1-2. 
Croname, Inc. 1. 
Decker Engineering Corp. i. 
Dewhurst & Partner Ltd. 1. 
Dialight Corp. 2. 
Electro-Snap Corp. 1. 
Evershed & Vignoles. 1. 
Falstrom Co. 1-2-3-4. 
The Finney Co. 1-2-3-4. 
The Foxboro Co. 1-3. 
General Cement Mfg. Co. 2. 
Harwin Engineers Ltd. 1-2. 
The Keyswitch Co. 2-4 
W. L. Maxson Co. 4. 
Meridian Metalcraft, Inc. 1 
Metallics, Inc. 1. 
Metal Works, Inc. 1-2-3-4, 
R. W. Neill Co., Inc. 4, 
Nems Clarke Inc. 2. 
Northern Radio, Inc. 2-3-4. 
. — Metal Products Co. 1-3- 
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1-4. 
Dominion Aluminum Fabricating 
Ltd. 1. 


1-2-3-4. 


Roller Smith Instruments Inc. 1, # see | General Electric 
td. 


Switchcraft Inc. 2. 

Thermovolt Instruments Ltd. 1. 
Trimm Inc. 2. 

United States Radium Corp. 1. 


PAPER 


F. Facsimile R. Recording 
Canadian Charts & Supplies 
Ltd. R. 


Muirhead Instruments Ltd. F-R. 
Thermovolt Instruments Ltd. R. 


Alfax Paper & Engrg. Co. F-R. 
Edin Company, Inc. R. 

Dr. Ing Rudolf Hell. F. 

Rust Industrial Co., Inc. R. 
— Instruments Incorporated. 


Westronics, Inc. R. 


PERMEAMETERS—High H 


Boesch Manufacturing Co. Inc. 
Cambridge Instrument Co. Ltd. 


PHONOGRAPHS 


Addison Industries Ltd. 
Canadian General Electric Co. 
Ltd 


Clairtone Sound Corp. Ltd. 

Dominion Electrohome Industries 
Ltd 

Electronic Communications Ltd. 

Electronic Enterprises Ltd. 

Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 

Hallicrafters-Canada Ltd. 

Monarch Radio Mfg. Co. 

RCA Victor Co., Ltd. 

Sea Breeze Mfg. Ltd. 

i Industries (Canada) 

td. 


Birmingham Sound Reproducers 


Collaro Ltd. 

Dual, Gebr, Steidinger 

Dukane Corp 

Lenco Goldring Mfg. Co. Ltd. 

Lesa Costruzzioni Ellettro- 
meccaniche 

Luxor Radio A.B. 

Merco Recording Co., Inc. 

Perpetuum—Ebner 

Pilot Radio Corp. 

The Trix Electrical Co. Ltd. 


PHOTO-ETCHED 
COMPONENTS 


® Allied Circuit Techniques Ltd. 


Dial & Instrument Finishers Ltd. 
Electronic Communications Ltd. 


Oki & Willadsen Ltd. 

Polytronics Co 

a” Fibre Co. of Canada 
Ltd. 

United-Carr Fastener Cv. of 
Canada Ltd 

X-Ray Radium Industries Ltd, 

Cinch Mfg. Co 

Sanders Associates, Inc 


PHOTOFLASH 


EQUIPMENT—Electronic 


Electronic Communications Ltd. 


Ferranti-Packard Electric Ltd. 
Honeywell Controls Ltd. 
Micarta Fabricators Ltd. 


Clive Courtney & Co. Ltd. 

Dawe Instruments Ltd. 

Drello Ing. Paul Drewell 

Edwards High Vacuum Ltd. 

General Radio Co. 

Illinois Condenser Co. 

Nems-Clarke Co. 

Sprague International Ltd. 

Ernest Turner Electrical Instru- 
ments Ltd. 

Welch Mfg. Co. 

Winston Electronics Ltd. 


PHOTOMETERS 


. eS Research Institute 
. M.1.-Cossor Electronics Ltd 
E lectronic Communications Ltd. 
Vector Labs. Inc 
A. E.G 
Beckman Instruments, Inc., 
Scientific Div. 
Dawe Instruments Ltd. 
Eldorado Electronics Co, 
P. Gossen & Co. GmbH. 


Nuclear Corp. of America, 
Instrument Div. 

Photovolt Corp. 

S. A. Rochar Bhoctsontess 

Spectrol Electronics Corp. 7. 

Welch Mfg. Co. 


PICKUP UNITS—Mobile TV 


Beaconing Optical & Precision 
Matis. Co. Ltd 


® E.M.I.-Cossor Electronics Ltd. 


Jerrold Electronics (Canada) Ltd 
Pye Canada Ltd., TV Trans. Div 
RCA Victor Co. Ltd. 


Grundig Radio Werke 

Japan Piezo Electric Co. 4. 
Ling Systems, Inc. 

Philco Corp., Gov. & Ind. Div. 
Radio Corp. of America 
Sarkes Tarzian, Inc. 
Telefunken, GmbH. 


PICKUPS 


1. Industrial . Quartz 
2. Magnetic Crystal 
3.  ~ eed 


Pw... Electric Ltd. 2. 


= Canadian Astatic Ltd. 1-4. 


Electronic Associates Ltd. 1-2-3 
EV of Canada Ltd. 4. 

Monarch Radio Mfg. Co. 4. 
National Semiconductors Ltd. 3. 
Polytronics Co. 3. 

Regency Electronics Ltd. 4. 
TranSonic Ltd. 1. 

Vector Labs., Inc. 3. 


Collaro Ltd. 4. 

Cosmocord Ltd. 4. 

Dawe Instruments Ltd. 3. 
Drello Ing. Paul Drewell. 1. 
Dyna, Inc. 2. 

Electroacoustic GmbH. 2. 
Electro Mechanisms Ltd. 1-2-4. 
Electro Sonic Labs., Inc. 2. 
Endevco Corp. 1. 

General Cement Mfg. Co. 2. 
General Radio Co. 4. 

The Golding Mfg. Co. 2-4. 
Hewlett-Packard Co. 3. 

Jensen Industries, Inc. 2-4. 
Kistler Instruments Co., Inc. 1-4, 
J. Langham Thompson Ltd. 1. 
H. J. Leak & Company Ltd. 2. 


Manheim Mfg. & Belting Co. 1. 


Pickering & Co., Inc. 2 


A. Rochar Electronique 3. 


Schaevitz Engrg 
Southern Instruments Ltd. 
A. R. Sugden & Co. Ltd. 2 


PILOT LIGHT 
ASSEMBLIES 
Addison Industries Ltd 


® Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 


® United-Carr Fastener Co. of 


Canada Ltd 


Aerolite Electronics Corp 
Allard Instrument Corp. 


Amatom Electronic Hardware 


Co., Inc 
Circon Component Co. 
Dialight Corp. 
Drake Mfg. Co. 


Eagle Electric Mfg. Co. Inc. 


Eby Sales Co. 

The English Glass Co. Ltd. 

Heyman Mfg. Co 

Hetherington, Inc. 

Industrial Devices Inc. 

E. F. Johnson Co. 

Norden Div., 
Corp 

Permonite Mfg. Co. 

Transistor Electronics Corp 

Ucinite Co 


PLATES 


1. Instruction 
2. Name 


3. Plastic 


United Aircraft 


Lighting 


® Allied Circuit Techniques Ltd, 2. 


Avery Adhesive Label Corp. 


Can. Ltd. 1-2. 


Canadian Charts & Supplies Ltd. 
1-2. 


Canadian Research Institute. 2. 
Dial & Instrument Finishers Ltd. 


The Foxboro Co. Ltd. 2. 


Hathaway Kraemer Ltd. 2-3. 


London Wood & Plastics Ltd. 1. 

National Fibre Co. of Canada 
Ltd. 2. 

Oki & Willadsen Ltd. 1-2-3. 

Powertronic Equipment Ltd. 2. 

Precision Dials Ltd, 1-2. 

Radelin Ltd. 2-3. 

Richardson-Allen of Canada Ltd 
1-2-3. 

Spaulding Fibre of Canada Ltd. 


X-Ray & Radium Industries Ltd. 
3 


Allied Plastics Supply Corp. 

Audio Development Co. 2. 

W. H. Brady Co. 1-2. 

Croname, Inc. 1-2. 

Electronic Research & Develop- 
ment Co. Ltd. 2. 
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Formica Ltd. 1-2. 
Fuze-On Products 1-2. 
Metallics Inc. 1-2. 

Mico Instrument Co. 2-3. 


North Shore Nameplate Inc. 1-2. 


Peerless Prod. Industries. 2. 

— States Radium Corp. 
1-2-3. 

Waldom Electronics Inc. 2. 


PLUGS 


1. Telephone 
2. Terminal 


3. Other 


Amalgamated Electric Corp. Ltd. 


Amphenol Canada Ltd. 1-2-3. 
s Automatic Electric (Canada) 

Ltd. 1. 

Campbell Mfg. Co. Ltd. 

Canadian ees Electric Co. 
Ltd., T.D. 1. 

Electronic rs omponents Ltd. 

Electronic Materiels Int’l. Lid. 

Ericsson Telephone Sales of 
Canada Ltd. 1-2. 

H. B. Etlin Co. Ltd. 3. 

Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 

Honeywell Controls Ltd. 3. 

Lenkurt Electric Co. of Canada 
Ltd. 2-3. 

R. Mack & Co. Ltd. 1. 

Northern Electric Co. Ltd. 1. 

Powertronic Equipment Ltd. 3. 

Standard Electric Time Co. of 
Canada Ltd. 3. 

Thermo Electric Canada Ltd. 

United-Carr Fastener Co. of 
Canada Ltd. 1-2-3. 


Aerialite Ltd. 3. 

Aerolite Electronics Corp. 1-2-3, 

Amatom Electronic Hardware 
Co., Inc. 1-3. 

Amplivox Ltd. 3 

Audio Development Co. 1-2. 

Automatic Electric Co 

Automatic & Precision Mfg. Co. 


Belling & Lee 2-3. 

Birnbach Radio Co., Inc. 1-2-3. 
A. F. Bulgin & Co. Ltd. 1-2. 
Carling Electric Inc. 1. 

Carter Parts Co. 1 

Cinch Mfg. Co. 2-3. 


Cinema Eng. Div. of Aerovox. 1. 


Commercial Plastics Co. 1-2-3. 

Electrocraft, Inc. 1. 

Etelco Ltd. 1. 

The Finney Co. 1-2-3. 

General Cement Mfg. Co. 1. 

General Radio Co. 3 

Gulton Industries, Inc. 3. 

Harwin Engineers Ltd. 2-3. 

Henry & Thomas Ltd. 2. 

Herman & Smith Inc. 3. 

Industrial Prods. Co. 2-3. 

Keystone E re Corp. 3. 

The Keyswitch Co. 1. 

Lerco Electronics Inc. 2. 

Litton Industries Components 

iv. 2. 
Malco Mfg. Co. 2. 
The McMurdo Instrument Co. 
Ltd. 2. 

National Tel-Tronics Corp. 3 

Nems Clarke, Inc. 3 

Painton & Co. Ltd. 2. 

Richards Electrocraft Inc. 1. 
# Siemens & Halske A.G. 3. 

Superior Electric Co. 3. 

Switchcraft, Inc. 1. 

Trimm, Inc. 1 

Ucinite Co. 2-3. 

Vector Electronic Co. 2. 

W. M. Welch Mfg. Co. 1. 

Waltham Horological Corp. 1. 

be ry Electrical Radio Co. 


-3. 


POSTS—Binding 


American Superior Electric Co. 
Ltd 


Amphenol Canada Ltd. 
® Raytheon Canada Ltd. 

Standard Electric Time Co. of 

Canada Ltd. 
® United-Carr Fastener Co. of 

Canada Ltd. 

Y. W. Small Parts Ltd. 

Aerolite Electronics Corp. 

Alcon Metal Products, Inc. 

Amatom Electronic Hardware 
Co,. Inc. 

Belling & Lee Ltd. 

Birnbach Radio Co. Inc. 

Cinch Mfg. Co. 

Commercial Plastics Co. 

Eby Sales Co 

Elco Corp. 

Firma Tage Schouboe. 

General Cement Mfg. Co. 

General Radio Co. 

Grayhill, Inc. 

Harwin Engineers Ltd. 

Herman & Smith Inc. 


74 


E. F. Johnson Co. 

J. Johnson Co. 

Keystone Electronics Corp. 

Litton Industries Inc. 

Malco Tool & Mfg. Co. 

National Co. Inc. 

National Tel-Tronics Corp. 
# Siemens Edison Swan Ltd. 

Herman H. Smith, Inc. 

Superior Electric Co. 

Waldom Electronics Inc. 


POTENTIOMETERS 


1. Absolute 6. Precision 
Pressure Carbon 
2. Differential Fi 
Pressure 7. Precision 
Induction Wire 
Initial Con- Wound 
dition 8. Rectilinear 
Precision 
Auto 
Trans- 
former 
Allen-Bradley Canada Ltd. 6. 


s Barber-Colman of Canada Ltd. 1. 


The Bristol Co. of Canada Ltd. 
-2. 
Daystrom Ltd. 3-7. 
Douglas Randall (Canada) Ltd. 
Ferranti-Packard Electric Ltd. 7. 
The Garrett Mfg. Corp. of 
Canada Ltd. 1-2-5 
General Controls Co. Ltd 
Helipot Div., Beckman Instr. 
Inc. 3-7-8. 
Honeywell Controls Ltd. 1-2. 
Muirhead Instruments Ltd. 7. 
The Plessey Co. of Canada Ltd. 
7 


6-7. 
Renfrew Electric Co. Ltd. 2-7. 
Servomechanisms (Canada) Ltd. 
6 


S Smith & Sons (Canada) Ltd 


1-2. 

Taylor Instrument Cos. of 
Canada Ltd. 1-2. 

Thermovolt Instruments Ltd. 
1-2-3. 

Tinsley Instruments (Canada) 
Ltd. 7-8. 

Waterbury Pressed Metal Co 

Welwyn Canada Ltd. 6-7. 


Analogue Controls Inc. 7. 
Borg Equipt. Div., 
Borg Electronics Corp. 7. 
Bournes Lab., Inc. 1-2-3-6-7-8. 

S. G. Brown Ltd. 
Cambridge Instrument Co. Ltd. 


Centralab Div., Globe-Union Inc. 


Chadwick Helmuth Co. 7 

Chicago Telephone Supply Corp 
6-7-8. 

Circuit Instruments Inc. 1-6-7. 

Clarostat Mfg. Co., Inc. 6-7. 

Colvern Ltd. 7-8. 

Consolidated Resistance Co. of 
America 1. 

Dale Prod. Inc. 6-7. 

Decker Engineering Cor. 2. 

DeJur-Amsco Corp. 7-8. 

Diehl Mfg. Co. 3. 

Egen Electric Ltd. 6. 

Electro Measurements Inc. on 

Electronic Associates Inc. 7. 

Elektromesstechnik Wilhelm 
Franz 7. 

Fairchild Controls Corp. 1-2-6-7- 
& 


P. X. Fox Ltd. 7-8. 

The Gamewell Co. 7. 

General Cement Mfg. Co. 6-7. 

General Radio Co. 7. 

Guidance Controls Corp. 6-7-8. 

Haenni & Co. A.G. 1-2. 

Humphrey, Inc. 4-7-8. 

J. —— Thompson Ltd. 

Lesa Construzzioni Ellettro- 
meccaniche. 

Litton Industries, Inc. 7. 

P. R. Mallory & Co. Inc. 7. 

Maurey Instrument Corp. 7. 

Muirhead & Co. Ltd. 7. 

Norden Div., United Aircraft 
Corp. 1-2-3-7-8. 

Ohmite Mfg. Co. 

Pacific Scientific Co. 7-8. 

Rahm Instruments Div. U. S. 
Gauge. 1-2. 

George Rattray Inc. 7. 

Reeves Instrument Corp. 3 

San Fernando Electric Mfg. 7. 

Schaevitz Engrg. 3. 

Spectrol Electronics Corp. 2-7. 

Steatit Magnesia A. G. 6-7. 

Technology Instrument Corp. 
1-2-6-7-8. 

Telectro Industries Corp. 1-2. 

J. Langham Thompson Ltd. 1-2. 

Waters Mfg., Inc. 6-7. 

Wirt Co. 1. 


Amphenol- 


POWER SUPPLIES 


1. ac 6. Microwave 

2. de . Regulated 

3. High Volt- . Transistor 
age . Variable 

4. Klystron 10. Voltage 

5. Magnetic Regulated 


Acme Electric Sane. Ltd. 
1-2-3-5-6-7-8-9 
Addison Industries Ltd. 1-2-3-7-8- 


Aircraft Appliances & Egqpt. Ltd. 
1-2-5-7-8-10. 


Aircraft-Marine Prods. of 
Canada Ltd. 3. 

Amalgamated Electric Corp. Ltd. 

Associated Electronic Compon- 
ents. 

Automatic Electric (Canada) Ltd. 
2. 

Aviation Electric Ltd. 1-2-3-7-8- 
10. 

Beaconing Optical & Precision 
Matls. Co. Ltd. 6-7-i0. 

Benco Television Associates Ltd. 


Canadian Atlas Transformer Co 
1 7-8-10. 


Canadian General Electric Co 
Lid. 1-2-3-4-8-10. 

Canadian Line Materials Ltd. 2- 
a Fan 

Canadian ‘Motorola Electronics 
Ltd. 

Canadian Research Institute 1-2- 
3-7-8-9-10. 

Canadian Westinghouse Co. Ltd. 
3-4-6-7-8-9-10. 

Collins Radio Co. of Canada 
Ltd. 1-2-3-4-5-6-7-8-9-10. 

Dominion Electrohome Indus- 
tries Ltd. Tech. Prod. Div. 2 

ss Associates Ltd. 
2-3-7-10. 

E preurt Communications Lt 
1-2-3-7-8-9-10. 

Electronic Controls Ltd. 1-2-3-4- 
5-6-7-8-9-10. 


Electronic Materiels Int'l. Ltd. 
1-2-7-8-9-10. 

Electronic Research & Dev. Co. 
Ltd. 2-3-7-10. 

Engineered Sound Systems Ltd. 

Ferranti-Packard Electric Ltd 
2 D. 


Fisher Research Lab., Ltd. 2. 


General Instrument—F. W 
Sickles of Canada Ltd. 8. 
Gomard Electronics Ltd. 2-3-7- 

Hammond Mfg. Co. Ltd. 8. 

Ind. Electronics, Div. C. € 
Meredith 1-2-5-7-8-9-10. 

Lenkurt Electric Co. of Canada 
Ltd. 1-2-3-4-6-7-8-10. 

Lucas-Rotax Ltd. 1-2-7-8-9-10. 

McCurdy Radio Industries Ltd. 

8-9. 


Measurement Engrg. Ltd. 7. 

Mechron Engrg. Prods. Ltd. 1. 

Moloney Electric Co. of Canada 
Ltd. 

Nationz ul Sound Services Ltd. 1-2. 

R. H. Nichols Ltd. 2-7. 

Northern Electric Co. Ltd. 1-2- 


Northern Radio Mfg. Co. Ltd. 


Osborne Electric Co. Ltd. 2-3. 

The Plessey Co. of Canada Ltd. 
2-7-10. 

Powertronic Equipment Ltd. 2-7- 

Pye Canada Ltd., TV Trans 
Div. 2-4-10. 

Pylon Electronic Dev. Co. Ltd 
1-2-8. 

Raytheon Canada Ltd. 1-2-3-10. 

aaa? tame Ltd. 
1-2-7-8-9-10. 

Richardson-Allen of Canada Ltd 
2 7 “8-9 10. 


Sinclair Ra adio Labs. Ltd. 4-6-8. 

Sola Electric (Canada) Ltd. 1-2-5- 
7-8-9-10. 

Spilsbury & Tindall Ltd. 1-2-8. 

Standard Electric Time Co. of 
Canada Ltd. 9. 

Standard Telephones & Cables 
Mfg. Co. 2-7. 

Tecneek Associates 1-2-7-10. 

Tele-Radio Systems Ltd. 8. 
-M.C. (Canada) Ltd. 2. 

F. V. Topping Electronics. 
1-2-8-9-10. 

Triad Instruments & Controls 
Ltd. 2-8-10. 

Varian Associates of Canada 
Ltd. 4. 

Vector Labs. Inc. 1-2-7-10. 

Ward Leonard of Canada Ltd. 
2-5-7-8-10 


Advance Components Ltd. 1-2-7- 
8-9-10. 

Airmec Ltd. 4, 

Airpax Products. 1-5. 

All Power Transformers Ltd. 
3-4-7-8-9-10. 

Alto Scientific Co., Inc. 2-8. 

American Electronic Labs, Inc. 
1-2-7-8. 

Arcuswerke 1-2-3-4-5-6-7-8-9-10. 

Arnold Magnetics Corp. 
1-2-3-5-7-8-9-10. 

Arnoux Corp. 1-3-5-7-8-10. 

Associated Research. Inc. 
Export Dept. 1-2-3-9, 

Automatic Electric Co. 2. 

Automatic Mfg. Div. of General 
Instrument Corp. 

Baird-Atomic, Inc. 3 

Behlman Engrg. Co. 1-7-9-10. 

Berkeley Div., Beckman Insts., 
Inc. 2-10. 

Beto Electric Corp. 3. 

BJ Electronics. 3. 

Brandenburg Ltd. 2-3-4-7-9-10, 

Buckleys (Uvral) Ltd. 3. 

Burroughs Corp. 2-10. 

a Computer Products. 
7-8-10 

Christie Electric Corp. 

Cinema Energ., Div. Aerovox 
Corp 

Communication Measurements 
Lab 


Condenser Prods Co. 1-2-3-7-8 
Control Electronics Co. Inc. 


-10. 
Control Panel Corp. 1-2-7-8-9-10, 
Frank R. Cook Co. 2. 
Cornell-Dubilier Electric Corp. 
Cossor Instruments Ltd. 8. 
The S. H. Couch Co. !nc. 2. 
Cubic Corp. 4. 
Dawe Instruments Ltd. 4, 
De Mornay Bonardi 4. 
Del Electronics Corp. 1-2-3-7-9- 
10 


Dressen-Barnes Corp. 1-2-3-5-7- 
8-9-10. 

The Electric Construction Co. 
1-2-10. 

Electric Specialty Co. 1-2. 

Electro Development Corp. 8. 

Electro Engrg. Works 2-3-4-6. 

Electro Prods Labs Inc. 1-2-10. 

Electronic Associates Inc. 2-7-8, 

Electronic Instrument Co., Inc 


Electronic Instruments Ltd. 3 
Electronic Research Assoc., Inc 
9-10. 


Electronic Specialty Co. 8. 
Electronic Tube Corp. 1-3-7. 
Electronic Measurements Co. 
Inc. 2-7-8-9-10. 
Empire Devices Prod. Corp. 
: 10. 


Endevco, Corp. 7-10, 

Entron, Inc. 10. 

FXR, Inc. 4-6. 

Fansteel Metallurgical Corp. 
-10 


Ferrotran Electronics Co., Inc 
1-2 7-8. 


Film C a Inc. 
2-4-7-8-9 
Filtron Co, Inc. 1-3. 
John Fluke Mfg. Co. Ltd. 
2-3-4-7-8-9-10 
General Magnetics, Inc. 5. 
General Radio Co. 1-2-9, 
General Radiological Ltd. 3-10. 
Gow-Mac Instrument Co. 10. 
Greenleaf Mfg. Co. 1-2. 
Gulton Industries, Inc. 2. 
Harrison Labs. 2-3-7-8-9-10. 
Hermetic Seal Transformer Co. 


2-5. 
Hewlett-Packard Co. 
2-3-4-6-7-8-9-10. 
Inet Div. Leach Corp. 2-7-10. 
Isotope Devel. Ltd. 3-10. 
Jordan Electronics Co. Ltd. 8. 
Kasama Co. Ltd. 1-2-3-7-10. 
Kepco Labs., Inc. 
1-2-3-4-5-6-7-8-9-10. 
Keystone Prods. Co. 3-5-8. 
Kin-Tel. 2-7-9-10. 
Krohn-hite Export Corp. 2-3-7-10, 
———- Mfg. Corp. 8. 
J. Langham Thompson Ltd. 
-8-9-10. 
Leach Corp. 1-2-3-5-7-8-9-10. 
oe ee Prods. Inc. 
Lorain Products Corp. 2-10. 
Magnetics, Inc. 5. 
Manson Lpposetactes, Inc. 
1-2-3-4-6-7- 
Microwave Development Labs., 
ne. 4, 
Millivac Instruments. 1-7-10. 
Motor Generator Corp. 1-2. 
Murphy Radio Ltd. 1-2-7. 
NJE Corp. 1-2-3-5-7-8-9-10. 
Narda Microwave Corp. 4-6. 
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R. W. Neill Co., Inc. 2. 
Neutronic Associates. 
ee Bros. (Derby) Ltd. 
Northeast ‘Scientific Corp. 

~3-4-6-7-9-10. 
Nugent Electronics Co. 8. 
Nutron Mfg. Co. Inc. 1-2-3-7-10. 
Opad Electric Co. 
1-2-3-4-5-6-7-8-9-10. 
one Electronic Mig. Co. 

1-2-3. 

Owen Labs, Inc. 1-2-7-8-9-10. 
— Engrg. Corp. 1-2-5-7-8-9- 


10. 
Peschel Electronics Inc. 
1-2-3-4-6-7-9-10. 
Phillips aaa Corp. 
2-3-7-8- 
Plastic no Inc. 


Polarad Electronics Corp. 4-6. 
Polytronics Co. 10. 

Pyroferric Co., Inc. 8. 
Quan-Tech Labs. 2-3-8-9-10. 
Racal Engrg. Ltd. 2-7-8-10. 
Radio Frequency Lab Inc. 


7. 

Rheem Mfg. Co. 1-2-8-10. 

Ribet Desjardins 2-9-10. 

S. A. Rochar Electronique 2-3- 
7-9-10. 

Rohde & Schwarz 4-6. 

W. H. + eres (Electronics) 
Ltd 

Savage % Parsons Ltd. 1-2. 

Schauer Mfg. Corp. 2-7-10. 

Servomex Controls Ltd. 2-8-9-10. 

Siemens Edison Swan Ltd. 
7-9-10. 

Siemens & Hailske A.G. 9. 

Slaughter Co. 2-3-9. 

The Solartron Electronic Group 
Ltd. 1-2-7-9-10. 

Solus Electronic ‘Tubes Ltd. ;. 

Sorensen & Co., Inc. 1-2-5-7-8-9- 
0. 


1 
Southwestern Industrial Elec- 
tronics Co. 

Special Products Div. Servo- 
mechanisms, Inc. 5- = 
Spellman High Voltage C ‘0. 3-7. 
The Superior Electric Co. 1-2-5- 


Technology Instrument Corp. 1-5. 


~ Instrument Electronic Corp. 


_ Mfg. Corp. 1-2-7-10. 

Telectro Industries Corp. 1-2-8. 

Telephone aan Co. Ltd. 2-7-10. 

Telerad Mfg. Corp. 4-6-8. 

Teletronics Labs., Inc. 1 -2-7. 

Television Utilities Corp. 1-2. 

Torotel, Inc. 8. 

Transistor Devices, Inc. 2-7-8-10. 

Trans Electronics, .Inc. 
1-2-3-7-8-9-10. 

Transval spennsering Corp. 
1-3-8-9-1 

Ultradyne te. 1-2-3-7-8-9-10. 

Universal Atomics Corp. 1-2-3-7- 


8-10. 
Universal Transistor Prods. 
wie 1-2-3-4-5-7-8-9-10. 


alor Electronics, Inc. 2-7-8-9-10. 


van Norman Industries, Inc. 
1-2-3. 

Varo Mfg. Co., Inc. 1-2-3-7-8-10. 

Vectrol Energ., Inc. 2-3-7-10. 

Venner Electronics Ltd. 8. 

Vibration Research Labs Inc. 8. 

Walker Rectifier Co. 2-10. 

Wappler, Inc. 2. 

Waveline Inc. 6. 


PRE-AMPLIFIERS for 
COMMUNICATION 
RECEIVERS 


Addison Industries Ltd. — 
® Canadian General Electric Co. 


Ltd. 
Collins Radio Co. of Canada 
L 


td. 
s E.M.I.-Cossor Electronics Ltd. 
Electronic Materiels Int'l. Ltd. 
Electronic 7 & Develop- 
ment Co. 
Ericsson Telephone Sales of 
Canada Lt 
Ferranti-Packard Electric Ltd. 
Northern Radio Mfg. Co. Ltd. 
The Plessey Co. of Canada Ltd. 
® Pylon Electronic Dev. Co. Ltd. 
s Raytheon Canada Ltd. 
.M.C. (Canada) Ltd. 
Tele-Radio Systems L Ltd. 


Amplivox Ltd. 

Applied Research Inc. 

A. R & T. Electronics Inc. 

Dukane Corp. 

Nems Clarke, Inc. 

Redifon England Ltd. 

Radio Corp. of America. 

Telefunken GmbH. 

Universal Transistor Prods. 
Corp. 


Waterman Products Co., Inc. 
—— Electrical Radio Co. 
td. 


PRE-AMPLIFIERS for 
OSCILLOSCOPES 


Addison Industries Ltd. 
— Radio Co. of Canada 


E.M.I.-Cossor Electronics Ltd. 
Electronic Enterprises. 
Jerrold Electronics (Canada) 


Ltd. 
ss Electronics Industries 
Ad. 


Advance Components Ltd. 

Allied Research Inc. 

British-Physical Labs. 

Burr Brown Corp 

— B. Du Mont Laboratories, 
nc 

Electronic Tube Corp. 

Hewlett-Packard Co. 

Hughes Aircraft Co. 

Kay Electric Co. 

Millivac Instruments. 

Nems Clarke 

Radio Corp. of America. 

Railway Communications, Inc. 

Southern Instruments Ltd. 

Sylvania Electric Corp. 

Tektronix Inc. 

Waterman Products Co. Inc. 


PRE-AMPLIFIERS— 
Phonograph 
Addison Industries Ltd. 

. —— General Electric Co. 


td. 

Daystrom Ltd. (Heath) 
Electronic Communications Ltd, 
Engineered Sound Systems Ltd. 
EV of Canada Ltd 

® Hackbusch Electronics Ltd. 

(Stromberg-Carlson) 

® R. Mack & Co. Ltd. 
McCurdy Radio Industries Ltd. 
Northern Electric Co. Ltd. 
F. V. Topping Electronics Ltd. 
RCA Victor Company Ltd. 
Acoustical Mfg. Co. Ltd. 
Altec Lansing Corp. 
David Bogen Co. Inc. 
Dukane Corp. 
Dyna, Inc 
Electronic “a Co. Inc. 
Electro Voice In 
H. J. Leak and Company Ltd. 
Lustraphone Ltd. 
Mark Simpson Mfg. Co. Ltd. 
McIntosh Lab., Inc. 
Phaostron Instrument & 

Electronic Co. 
Pilot Radio Corp. 
Precision Electronics, Inc. 
Rhein Sound Systems. 
Stromberg Carlson Inc. 
The Trix Electrical Co. Ltd. 
Webster Electric Co. 
as tga Electrical Radio Co. 
td. 


PRESSURIZATION UNITS 
Aviation Electric Ltd. 
The Garrett Mfg. Corp. of 
Canada Ltd. 


Eastern Industries, Inc. 
Great Lakes Mfg. Corp. 


PRINTERS 
1. High Speed 
2. Keyboard 

« International Business Machines 

Co. Ltd. 1-2-3. 


® Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 1. 


3. Line 


a | Div., Beckman Inst., 
Inc. 1-3. 

Computor Measurements Corp. 

Electro Instruments Inc. 1. 

Electronic Associates Inc. 1. 

Dr. Ing. Rudolf Hell. 1. 

Hewlett Packard Co. 3-1. 

Non-Linear Systems. 2. 

Potter Instrument Co. 1. 

Radiation, Inc. 1. 


PROBES 

1, High Fre- 
quency 

2. High Volt- 
age 


3. Microwave 
4. Other 


Autotronics Control 4. 
® Bach Simpson Ltd. 1-2. 
Daystrom Ltd. (Heath) 1. 
Electronics Corp. of America 
(Canada) Ltd. 4. 
Renfrew Electric Co. Ltd. 4. 
® Sinclair Radio Labs Ltd. 1-2-3-4, 
io — Electronic Instruments 
t 
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Aero Research Instr. Co., Inc. 4. 

Aerolite Electronics Corp. 4. 

Airtron, Inc. 3. 

Arnoux Corp. 4. 

BJ. Electronics. 4. 

Bogart Mfg. Corp. 3. 

Diamond Antenna Microwave 
Corp. 

Douglas Microwave Co., Inc. 3. 

Allen B. Du Mont Labs., Inc. 1. 

— Instrument Co., Inc 


FXR, Inc. 3. 

Fenwal Electronics, Inc. 4. 

General Cement Mfg. Co. 1-2-3-4. 

Gulton Industries, Inc. 4. 

Hewlett-Packard Co. 1-2-3. 

Hickok Electrical Instrument 
Co. 2. 

Jackson Electrical Instr. Co. 2. 

Kay Electric Co. 1-3-4. 

Kingston Electronics Corp. 4. 

Lintronic Ltd. 2. 

Measurements,  leeaall 
Edison Div. 1. 

Meridian Mt PG Inc. a 

Narda Microwave Corp. 

Phaostron Instrument & Biec- 
tronic Co, 1-2. 

Polarad Electronics Corp. 3. 

Radio Corp. of America. 3. 

S. A. Rochar Electronique 1-3-4, 

Rohde & Schwarz 1-2, 

Sensitive Research Instrument 
Corp. 2. 

Slaughter Co. 1. 

® Tektronix, Inc. 1. 
Telerad Mfg. Corp. 3. 
Triplett Electrical Instrument Co. 


1. 
Waterman Products Co. Inc. 
® Welwyn Electrical Labs Ltd. 2. 


PUBLIC ADDRESS 
SYSTEMS 


Addison Industries Ltd 
Amalgamated Electric Corp. Ltd. 
Audio Vox Intercom., Inc. 
Automatic Telephone & Sound 
Services Ltd. 
Dominion Electrohome Indus- 
tries Ltd. Tech. Prod. Div. 
s E.M.I1.-Cossor Electronics Ltd. 
Electronic Communications Ltd. 
Electrolabs 
Electronic Enterprises. 
Electronic Research & Develop- 
ment Co. Ltd. 
Electro-Vox Intercom. Inc. 
Engineered Sound Systems Ltd. 
Ericsson Telephone Sales of 
Canada Ltd. 
EV of Canada Ltd. 
® Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 
® Measurement Engrg. Ltd 
Industrial & Institutional Com- 
munications Ltd. 
McCurdy Radio Industries Ltd. 
National Sound Services Ltd. 
Northern Electric Co. Ltd. 
Peffer Sound Systems Ltd. 
Radio Communications Equip- 
ment & Engrg. Ltd. 
Tele-Radio Systems Ltd. 
F. V. Topping Electronics Ltd. 
Altec-Lansing Corp. 
Atlas Sound Corp. 
David Bogen Co. Inc. 
Budelman Electronics Corp. 
Dukane Corp. 
Lake Manufacturing Co., Inc. 
H. J. Leak & Co. Ltd. 
Lowell Mfg. Co. 
Mark Simpson Mfg. Co. Inc. 
National Theatre Supply Co. 
R. W. Neill Co., Inc 
Phaostron Instrument & 
Electronic Co 
Rauland Borg Corp 
Rhein Sound Systems, Inc 
Siemens & Halske A.G 
Mark Simpson Mfg. Co. Inc. 
Telectro Industries Corp. 
Telefunken, GmbH. 
Transatlantic Mfg. Co 
The Trix Electrical Co. Ltd. 
Webster Electric Co 
bet 7 Nad Electrical Radio Co. 
td. 


R 
RACKS—Mounting & Relay 


s Automatic Electric (Canada) Ltd. 
Bishop Sons & Co. Ltd. 
. Cane General Electric Co. 
td. 
® Canadian Research Institute. 
Collins Radio Co. of Canada 


Ltd. 
Dominion Aluminum Fabricating 


td. 
Electronic Communications Ltd, 


Electronic & Research & 
Development Co. Ltd. 
Engineered Sound Systems Ltd. 
Hackbusch Electronics Ltd 
(Stromberg-Carlson) 
Hammond Mfg. Co. Ltd. 
Humble Mfg. Co. Ltd 
—- Electric Co. of Canada 
td 
Measurement Engrg. Ltd 
National Sound Services L td 
Northern Electric Co. Ltd 
Northern Radio Mfg. Co. Ltd. 
RCA Victor Co. Ltd. 
Renfrew Electric Ltd. 
Research Industries Ltd. 
Spilsbury & Tindall Ltd. 
T.M.C. (Canada) Ltd. 


Amco Engrg. Co. 
Automatic Electric Co. 
Bud Radio Inc. 

Craig Systems Inc. 
Falstrom Co. 

The Finney Co. 

Heldor Mfg. Co., Inc. 
Alfred Imhof Ltd. 

The Keyswitch Co. 

Lord Mfg. Co. 

Metal Works, Inc. 
Northern Radio Co., Inc. 
Premier Metal Products Co. 
Rauland Borg Corp 
Robinson Aviation, Inc. 
Savage & Parsons Ltd. 
Alois Zettler, GmbH. 


RADAR SYSTEMS 


Aviation Electric Ltd 
Beaconing Optical & Precision 
Matis. Co. Ltd. 
Canadian Applied Research Ltd. 
. ao om General Electric Co. 


td. 

® Canadian Westinghouse Co. Ltd. 
Collins Radio Co. of Canada Ltd. 
Decca Radar (Canada) Ltd. 

® Philco Corp. of Canada Ltd. 
Radio Communications Equip- 

ment & Engrg. Ltd. 

® Raytheon Canada Ltd. 
Sylvania Electric Canada Ltd. 
Sperry Gyroscope Co. 
Spilsbury & Tindall Ltd. 
RCA Victor Co. Ltd. 


Airborne Instruments Labs., Inc 
Airtron Inc. 

Bendix Aviation Corp. 

Decca Radar Ltd. 

Dunn Engineering Associates 


nc. 
Ferranti Ltd. 
Gilfillan Bros. Inc. 
General Instrument Corp. 
Levinthal Electronic Prods. Inc. 
Murphy Radio Ltd. 
Norden Div., United Aircraft 


Corp 
Telerad Mfg. Corp. 
RADIOSONDES 
Canadian Motorola Electronics 
Ltd 
General Instrument—F. W 
Sickles of Canada Ltd 
George Kelk Ltd. 
The Plessey Co. of Canada Ltd. 
F. V. Topping Electronics Ltd. 
A. S. Brown Ltd. 
Bendix Aviation Corp 
Triad Insts. & C Sempeats Ltd. 
Rotronic Corp. Ltd 
F. W. Sickles Div. of General 
Instrument Corp. 
A. Sprenger 
Whiteley Electrical Radio Co. 
td. 


RADOMES 


Dominion Aluminum Fabricating 
Ltd. 


Fleet Mfg. Ltd 

Hathaway Kraemer Ltd. 

Long Sault Woodcraft Ltd. 

Andrew Antenna Corp. 

Bogart Mfg. Corp 

California Technical Industries 

Diamond Antenna Microwave 
Corp. 

Emerson & Cuming, Inc 

McMillan Industrial Corp. 

Telerad Mfg. Corp. 


RATIOMETERS 
Aviation Electric Ltd. 

® Canadian Research Institute. 
George Kelk Ltd. 
Tinsley Instruments. 


Cambridge Instrument Co. Ltd. 

Cubic Corp. 

Electro Instruments Inc. 

Ernest Turner Electrical Instru- 
ments Ltd. 





FXR, Inc. 

P. Gossen & Co. GmbH. 
Hewlett-Packard, Inc. 
Non-Linear Systems 

S. A. Rochar Electronique 
Sensitive Research Instrument 


orp. 
Taylor Electrical Instruments 
Ltd. 


RECEIVERS 


1. Aircraft 
2. am Fixed 


3. am/fm 
ommuni- 


cation 
4. Automatic 
Radio 


Alarm 
. Automobile 
. Coin oper- 
ited 8. 
19. 
20. 
21. 


Reception 
9. Fixed Fre- 22. vhf 
23. vhf Omni 
Range 


quency 
10. fm 
Addison Industries Ltd. 1-2-3-4-5- 
6-7-8-9-10-11-12-13-14-15-16-17- 
18-19-20-21-22-23. 
Airtron Canada Ltd. 14. 
Automatic Radio Co. 5. 
Aviation Electric Ltd. 1-2-13-17. 
Beaconing Optical & Precision 
Matls. Co. Ltd. 8-9-14-17. 
Canadian Admiral Corp. Ltd. 20. 
Canadian General Electric Co. 
Ltd. 1-2-8-9-12-15-19-20-21. 
Canadian Marconi Co., 
Prods. Div. 2-4-10-12-13-19. 
Canadian Marconi Co., Radio 
Relay Div. 8-10-14. 
Canadian Motorola Electronics 
Ltd. 10-13-14-16-18-19-20-21-22. 
Canadian Westinghouse Co. Ltd. 


Electronics Div. 8-9-13-14-17-21- 


22-23. 

Collins Radio Co. of Canada 
Ltd. 1-2-3-7-8-9-10-11-12-14-17- 
19-21-22-23. 


Daystrom Ltd. (Heath) 7-16-17-20. 


Dominion Electrohome 
Industries 5-10-20. 

Electrical Prods. Mfg. Co. 20. 

Electronic Communications Ltd. 
2-3-9-10-17. 

Electronic Materiels Int’l. Ltd. 
1-2-3-9-10-12-17-20-21-22. 

Electronic Research & Develop- 
ment Co. Ltd. 2-3-4-8-9-16-19- 
20-22. 


Ericsson Telephone Sales of 
Canada Ltd. 2-3-5-7-9-10-13-16. 

EV of Canada Ltd. 7. 

Ferranti-Packard Electric Ltd. 


13-17- 


Fisher Research Lab. Ltd. 
20 


Hallicrafters-Canada Ltd. 3-7. 
International Systcoms Ltd. 1-3- 


7-9. 

Lenkurt Electric Co. of Canada 
Ltd. 3-8-9-11-14-21, 

Measurement Engrg. Ltd. 9. 

Northern Radio Mfg. Co. Ltd. 
2-3-8-9. 

Philco Corp. of Canada Ltd. 
5-20. 


The Plessey Co. of Canada Ltd. 
1-2-3-5-8-9-10-13-16-21-22-23. 
eee Ltd. 2-3-9-10-13-16- 


7 Canada Ltd., TV Trans. Div. 
9-14. 
Raytheon Canada Ltd. 13-14-17- 
20. 


Redifon Canada. 
3-4-7-8-9-12-13-17. 

Regency Electronics Ltd. 
2-4-7-10-16-20. 

RCA Victor Co. Ltd. 1-2-3-5-7-8- 
(aaa taal 


Sinclair Radio Labs. Ltd. 14. 

Sperry Gyroscope Co, 12-14. 

Spilsbury & Tindall Ltd. 
2-3-9-10-13-16-20-22. 

T.M.C. (Canada) Ltd. 
2-3-7-8-9-13-19. 

Tele-Radio Systems Ltd. 2-3-4-7- 
8-9-10-16-18-19-20-21-22-23. 

Tenatronics Ltd. 5. 

F. V. Topping Electronics Ltd. 
1-7-9-13-16-20. 


Airborne Instruments Labora- 
tory, 

Airtron Inc. 14, 

Alto Scientific Co. Inc. 3-10. 

American Electronic Labs., Inc. 
1-2-3-7-9-14-20-21-22. 

Applied Research Inc, 19-21-22. 

Rex Bassett, Inc. 13. 


76 


Comm. 


Bendix Aviation Corp. 1-3-i6-18- 
23 


Max Egon Becker, Autoradio- 
werk 

British Communication Corp. 

Budelman Electronics Corp. 
11-14-21-22. 

Control Electronics Co., Inc. 17. 

Craig Systems, Inc. 16. 

Crosby Labs., Inc. 8-11-19. 

Allen ~ Du Mont Laboratories, 
Inc. Int. Div 

3-9-10-11-14-16-18-21-22. 

Eddystone Co. Ltd. 3-7-10-19-21- 
22 


Edo Corp. 12. 

Electro Voice Inc. 22. 

Elektromesstechnik Wilhelm 
Franz 10-16-20 

Felton & Guillamme 
Fernemeldeanlagen GmbH. 
10-14 

Fisher Research Lab., Inc. 
13-17-20 


General Electric Co. of England. 
13 


General Instrument Corp. 1. 
Granco Products, Inc. 10. 
The Hammarlund Mfg. Co., Inc. 
2-13. 
1.D.E.A., Inc. 7-9-16-22. 
Industrial Radio Corp. 17. 
Kaar Engrg. Corp. 13-17. 
Link-Gonset, Young Spring & 
Wire Corp. 10-16. 
Merco Recording Co., Inc. 20. 
Microwave Assoc., Inc. 14. 
Moore Associates, Inc. 4-20. 
Morrow Radio Mfg. Co. 7-17. 
Murphy Radio Ltd. 
1-2-3-5-9-10-13-21-22. 
Multi-Products Co. 3-7-16-19. 
National Co., Inc. 
2-7-9-13- 17-18- 19-22-23. 
Nems Clarke, Inc. 1-3-8-10-11-21- 


Northern Radio Co., Inc. 2-3-8- 


Philco Corp., Gov. & Ind. Div. 
14, 

Pilot Radio Corp. 10. 

Polarad Electronics Corp. 14. 

Prodelin, Inc. 14. 

Racal Engrg. Ltd. 
2-7-8-15-19. 

Radio Corp. of America. 
1-2-13-16-17-19-20. 

Radio Engrg. Labs., Inc. 19. 

Radio Specialty Mfg. Co. 16. 

Railway Communications Inc. 
18 


Rohde & Schwarz 11-14-21-22. 

W. H. Sanders (Electronics) 
Ltd. 14. 

Sargent-Rayment Co. 10-11. 

Sarkes Tarzian, Inc. 14. 

Servo Corp. of America. 17-22. 

Siemens & Halske A.G. 3-8-9-10- 
17. 

James S. Spivey, Inc. 1-2-3-17. 

Stratton & Co. Lt 
3-7-10-19-21-22. 

Telerad Mfg. Corp. 14. 

J. Langham Thompscen Ltd. 
14-21-22. 

Transco Prods., Inc. 1. 

The Trix Electrical “a Ltd. 2. 

Varo Mfg. Co. 22. 

Whiteley Electrical Radio Co. 
Ltd. 10. 


RECEIVERS, HOME 


- am Console 18. fm/tv Con- 

am Portable 

. am Table 19. 

am Vest 
Pocket 

. fm Console 

. fm Portable 

. fm Table 

tv Console 

tv Portable 

. tv Table 

.« Clock Radios 

am/fm Con- 


sole 
. am/fm Port- 
able 


ne 
: 


- am/fm/tv 
Console 

- am/fm/tv 
Table 

. am/fm/tv/ 
phono 
Console 

. Recorder & 
Phono- 
graph 
Combina- 


CR2IAA aw 


. am/phono 25. 
Portable 
am/phono 
Table 
Addison Industries Ltd. 1-2-3-4- 
5-6-7-8-9-10-11-12-13-14-15-16- 
17-18-19-20-21-22-23-24-25. 
Amplivox (Canada) Ltd. 4. 
Automatic Radio Co, 2-3-11. 
Canadian Admiral Corp. Ltd. 
2-3-4-8-9-10-11-19. 
® Canadian General mens Co. 
Ltd. 2-3-8-9-10-1 
= Canadian Marconi "Co. 
1-3-8-9-10-11-15-16-23. 


Canadian Westinghouse Co. Ltd. 
2-3-8-9-10-11-15-19. 

Clairtone Sound Corp. Ltd. 15- 
19. 


Daystrom Ltd. (Heath) 2-3. 
Dominion Electrohome Ind. Ltd. 
2-3-11-13-14-1-4-8-9-10-12-15- 

17-19-20-21-22-23. 
ae YY howe Mfg. Co. 
1-2-3-5-8-9-10-11- is 15- 17-18- 


Electronic Communications Ltd. 
5 


Electronic Enterprises Ltd. 
16. 


Ericsson Telephone Sales of 
Canada Ltd. 1-2-3-5-6-7-11-24. 
EV of Canada Ltd. 3-7-25. 
Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 1-2-5-11- 
12-15-19-20-21-23-24-25. 
Hallicrafters-Canada Ltd. 
1-2-3-4-8-9-10-11-15-16-17-19. 
Monarch Radio Mfg., Co. 3. 
McCurdy Radio Industries Ltd. 


14. 

Philco Corp. of Canada Ltd. 
1-2-3-4-8-9-10 -11-23. 

Philips Industries Ltd. 2-3-4-7-8- 
9-10-11-14-15-19. 

The Plessey Co. of Canada Ltd. 
1-2-3-5-7-8-9-10-12-13-14-15-17- 
18-19-20-21-22-23. 

Regency Electronics Ltd. 2-4. 

RCA Victor Co. Ltd. 1-2-3-4-8-9- 
10-11-12-15-16-17-24-25. 

Sea Breeze Mfg. Ltd. 24. 

Shelbern Industries (Canada) 
Ltd. 
1-3-11-15-16. 

Sylvania peat (Cc ed Ltd. 
2-3-5-8-9-10-11-12-1 

Tele-Rz A vt Ltd. 2. 

Zenith Radio Corp. of Canada 
Ltd. 2-3-4-8-9-10-11-19. 


Ampex Corp. rp. 24. 
Blonder-Tongue Lab., Inc. 14. 
Conrac, Inc. 8-10-25. 
David Bogen Co., Inc. 
DuKane Corp. 19. 
Granco Prods., Inc. 5-6-7-11-12- 


16-25. 


Grundig Verkaufs GmbH. 
1-3-15-17-24. 

Harmon-Kardon, Inc. 14-25. 

1.D.E.A., Inc. 2-4-24-3. 

Loewe-Opta. 1-3-15-17-24, 

Luxor Radio A/B 1-5-12. 

Mark Simpson Mfg. Co. Inc 

Merco Recording Co., Inc. 3. 

J. W. Miller Co. 2. 

Murphy Radio Ltd. 1-2-3-5-6-7- 
8-9-10-12-13-14-15-16-17-19. 

National Co., Inc. 2. 

Norddeutsche Mende Rundfunk 
GmbH 1-2-3-8-10-15-17. 

Pilot Radio Corp. 6-13-19-20-24. 

Regency Division, 1.D.E.A., Inc 
2-4-16 

Ribet Desi: ardins 2-3-8-10-14-19- 
21. 


Superex Electronics Corp. 2-14. 

Taik-A-Phone Co. 25. 

The Trix Electrical Co. Ltd. 
3-7-14. 

Whiteley Electrical Radio Co. 
Ltd. 5. 


RECORDERS 


1. 


17. 
18. Moisture, 
19. Oxygen 


20. 
21. 


meters 
22. Power Level 


. Pressure, 
Electronic 
Rotary 
Stylus 
Electronic 
25. Self-Bal- 
ancing, 
Electronic 
. Smoke & 
Combus- 
tion, 
Electronic 
ductivity, . Sound Level 
Electronic . Sound-on- 

. Fluid Flow, Film 
Electronic . Specific 

. Frequency Gravity, 

. Humidity, Electronic 
Electronic . Strain 

. Intermittent Tape 

. Liquid Level, Telemeter- 
Electronic in, 

. Materials 
Thickness, 
Electronic 

Mechanical 

. Micro- & 
Micro- 
Micro- 


Amp. 
Millivolt 


Blood Pres- 
sure, 
Electronic 

Depth 


> Film Thick- 
ness 
. Fluid Con- 


ie 
Telephone 
. Recording 
Tempera- 
ture, Elec- 
tronic 
Timing 
Torque, 
Electronic 
- Transient 
Vacuum 
. Video 
Tape 
. Weight, 
Electronic 
. Wire 


Electronic 


Pp 
Potentio- 


CANADIAN 


s Berkeley Div., 


ELECTRONICS ENGINEERING 


‘@ Automatic Electric (Canada) 


Ltd. 32-33, 

Aviation Electric Ltd. 2. 

Bailey Meter Co. Ltd. 8-9-13-15- 
19-20-21-23-25-26-29-32-34-35-38. 


# Barber-Colman of Canada Ltd. 


11-17-18-20-21-25-34 

The Bristol Co. of Canada Ltd. 
2-8-9-10-11-13-17-18-19-20-21-23- 
25-26-29-30-32-34-38. 

eee Applied Research Ltd. 


Canadian oe aa Ltd. 
7-13-14- 


= Canadian eet Electric Co. 


Ltd. 5-22-26-32. 


s Canadian Research Institute 1-17. 


Canadian Sonic Co. 2. 
Clairtone Sound Corp. Inc. 3. 
Davis Automatic Controls Ltd. 


34, 
Daystrom Ltd. 10-15-17-21-22-25- 


Daystrom Ltd. (Heath) 31. 

Decca Radar (Canada) Ltd. 5 

Dominion Electrohome Indus- 
tries Ltd. Industrial Prod. Div. 
2-7-8-9-11-13-14-22-23-26-30-34- 


35-36. 

E.M. 4 -Cossor Electronics Ltd. 
4-3 

Edw —_ High Vacuum Canada 
Ltd. 38. 


Electrical Prods. Mfg. Co. 31. 

Electronics Corp. of America 
(Canada) Ltd. 26. 

Electronic Associates Ltd. 13-14- 
26-29. 


Electronic Communications Ltd. 
31 


Electronic Enterprises Ltd. 31. 

Ericsson Telephone Sales of 
Canada Ltd. 4-5-31-33-35. 

Ferranti-Packard Electric Ltd. 


F ischer & Porter Canada Ltd. 
9-18-20-29. 

Fisher Scientific Co. Ltd. 19. 

The Foxboro Co. Ltd 
2-8-9-11- _ 18-19-20-21-23- 
25-29-32-3. 

Hackbusch E lectronics Ltd. 
(Stromberg-Carlson) 31-32-33. 

Honeywell Controls Ltd. 8-9-10- 
11-13-16-17-18-19-20-21-23-25- 
26-30-32-34-38-40. 

International Business Machines 
Co. Ltd. 3-4-5-35. 

George Kelk Ltd. 30-34. 

Leeds & Northrup Canada Ltd. 
10-17-19-20-21-22-25-25-34. 

Measurement Engrg. Ltd 
7-11-13-14-18- = 26-34-35-39. 

Milltronics Ltd. 39. 

Muirhead Instruments Ltd. 5-31. 

Nationz J Fibre Co. of Canada 
Ltd. 

Philips : ee Industries 
Ltd. 8-11-16-17-18-20-21-23-25- 
30-34-39, 

The Plessey Co. of Canada Ltd. 


pulpeenies Co. 26. 

Pye Canada Ltd. 2. 

RCA Victor Co. Ltd. 31-39, 

Raytheon Canada Ltd. 2. 

Research Instrumentation Ltd. 1. 

Sea Breeze Mfg. Ltd. 31. 

Sharpe Instruments Ltd. 20. 

Sonograph Ltd. 31-33, 

Taylor Instrument Co’s. of 
Canada 9-13-20.21-34-38. 

Tecneek Associates 17. 

Thermo Electric (Canada) Ltd. 


Thermovolt ereenente Ltd. 
8-9-11-17-34-38. 

Tinsley Instruments. 21-30. 

Varian Associates of Canada 
Ltd. 17-21. 


A. E. G. 10-20-21. 

Acoustica Associates. 13. 

Allegany Instrument Co., Inc. 
37. 


Ampex Corp. 31-32-39, 
Antex Ltd. 31. 
Antilab, Inc. 22. 
Arnoux Corp. 23-24. 
Atlas Werke A.G. 1. 
Audio Instrument Co., 
Audio Devices, Inc. 31. 
Automatic Electric Co. 32-33. 
Automatic Timing & Controls, 
Inc. 40. 
Avien, Inc. 13-34, 
B & F Instruments, Inc. 36. 
BJ Electronics, Borg-Warner 
Corp. 4. 
--% Meters & Controls Ltd. 
6. 


Inc. 31. 


Barnes Development Co. 12. 

Beckman Instruments, Inc. 
14-19-29. 

Beckman Instruments, Scientific 
Div. 18-19-20. 

Bendix Aviation Corp. 13-32. 

Beckman 

Instruments 10. 
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Bernd-Bach, Inc. 28. 

BJ Electronics. 4-23. 

British Ferrograph Recorder Co. 
Ltd. 2-31. 

The British Rotovherm Co. Ltd. 


British Thompson-Houston 28. 
Brooks Rotameter Co. 9. 
Ag Bruel & Kjaer. 


Brush Instruments Div. of 
Clevite Corp. 30. 

California Computer Prods. 15. 

Cambridge Instrument Co. Ltd. 
3-8-15-17-20-21-25-34. 

Camille Bauer Ltd. 17. 

Century Electronics & Instru- 
ments, 

Collaro Ltd. 31. 

Computer Measurements Corp. 
10-35. 

Cramer Controls Corp. 35. 

A/S Danbridge 17. 

Dawe Instruments Ltd. 10. 

Daytronic Corp. 

Dukane Corp. 31. 

Dynamic Instrument Co., Inc. 23. 

EMC Recordings 31. 

Edin Company, Inc. 
1-9-15-16-17-23-30-34-36. 

Edwards High Vacuum Ltd. 38. 

Electric Eye Equipment Co. 18. 

Electro Data Division Burroughs 
Corp. 4-31. 

Elektromesstechnik Wilhelm 
Franz. 31. 

Electronic Associates, Inc. 25-32. 

Electronic Instruments Ltd. 20. 

Elliott Bros. Ltd. 13-14-15. 

ee Angus Co., Inc. 

Epsylon Industries Ltd. 13-32. 

Evans Electroselenium Ltd. 26. 

Evershed & Vignoles Ltd. 
3-10-15-21-25-32. 

Farnel Instruments Ltd. 30. 

Fenwal Electronics, Inc. 34. 

Fisher Research Lab., Inc. 

3-18-21-27. 

The Foxboro Co 
9-11-15-18-20-23-29-30-32-34-7- 
8-13-14-17-21-22-25-35-36-38-39. 

Garrard Engrg. & Mfg. Co. Ltd. 

General Communications Co. 29. 

General Radio Co. 27. 

Gorell & Gorell 35. 

Grundig Verkaufs GmbH. 31. 

Gulton Industries, Inc. 
1-2-7-9-13-14-23-30-31-34, 

Haenni & Co. A.G. 13-18. 

Hartmann & Braun A.G. 
15-17-19-20-21-26-32. 

Hathaway Instrument Co. 1. 


Haydon Div. General Time Corp. 


Hewlett-Packard Co. 10. 

Hughes Aircraft Co. 1-5-10. 

Industrial Instruments, Inc. 8. 

Isotope Devel. Ltd. 13-14-29. 

Int. Telemeter Corp. 32. 

J B T Instruments, Inc. 34. 

Kay Electric Co. 10-27. 

J. Langham Thompson Ltd. 
1-9-23-30-34-39. 

Librascope, Inc. 4-25. 

Lintronic Ltd. 

Luxor Radio A 'B3 

Magnasync Mfg. Co. 28, 

Magna-Tech Electronic Co. 31. 

Medical Electronics Development 
Ce. i. 

Merco Recording Co., Inc. 25. 

Metra Corporation 17. 

Millivac Instruments 10-16-17-37. 

Millivan Instruments 16-17. 

F. L. Moseley Co. 17-21. 

Muirhead & Co. Ltd. 5. 

Murphy Radio Ltd. 31. 

Non-Linear Systems, Inc. 
17-21-25. 

Norden-Ketay Corp. 21. 

Northam Electronics, Inc. 31. 

N.R.C. Equipment Corp. 38. 

oa Corp. of America, Inc. 


Offner Electronics 17-25-30. 

Owen Labs, Inc. 30. 

Patterson, Moos Div. of Uni- 
versal Winding Co., Inc. 26-35. 

The Pentron Corp. 31. 

Photron Instrument Co. 
23-30-35-36. 

Polarad Electronics Corp. 31-39. 

Potter Instrument Co., Inc. 

Precision Instrument Co. 4-31. 

Presto Recording Corp. 3-31. 

W. G. Pye Co. Ltd. 20. 

Radiation, Inc. 32. 

Radiation Counter Labs., Inc. 13. 

Radiometer. 20. 

Record Electrical Co. Ltd. 15. 

Reeves Equipment Corp. 6-28. 

Rek-O-Kut Co. 3. 

Revere Corp. of America 40, 

Ripley Co., Inc. 

Robertshaw- Fuiton Controls Co. 
Instrument Div. 2-13. 


S. A. Rochar Electronique. 
9-10-21-25-35. 
Rohde & Schwarz 27. 
Laboratorium Dr. Justus 
Rosenhagen 17, 
Dr. Ing. Rudolph Hell. 5. 
Arthur C. Ruge, Inc. 34. 
Rust Industrial Co., In 
Sanborn Co. 1-30. 
W. H. Sanders Ltd. 30. 
Sarkes Tarzian, Inc. 6. 
Savage & Parsons Ltd. 30. 
Schomandl K.G. 10, 
Schaevitz Engrg. 14-23. 
Serdex, Inc. 11-34, 
Service Recorder Co. 15-35. 
Servomex Controls 19. 
Siemens & Halske A.G. 2-8-9-11- 


13-14-18-19-20-21-22-23-25-29-30- 


32-33-34-36-10-15-17-26-38-40. 


Mark Simpson Mfg. Co., Inc. 31. 


The Soundscriber Corp. 3. 

Southern Instruments Ltd. 23. 

Southwestern Industrial Elec- 
tronics Co, 

Staub & Co. 17. 

Steatit-Magnesia A.G. 21. 

Stuzzi Radiotechnischer Betrieb 


Subsystems Div. Servomechan- 
isms, Inc. 24-23. 

Tandberg Recorders. 31-33. 

Taylor Electrical Instruments 
Ltd. 10-11-16-17. 

Telco. 1. 

Telectro Industries Corp. 
27-31-32-39. 

Teletrosonic Corp. 31. 

Television Utilities Corp. 6. 


Texas Instruments, Incorporated. 


13. 
J. Langham-Thompson Ltd. 
19-23-40. 
Tinrus Olsen Testing Machine 
Co. 


Trumeter Co. Ltd. 15. 
Truvox Ltd. 31. 

United States Gauge. 38. 
Veeco Vacuum Corp. 38. 
Victoreen Instrument Co. 16. 
Wappler, Inc. 1-30. 

The Waters Corp. 2. 

Waugh Engrg. Co. 31. 
Webcor, Inc. 31. 

Webster Electric Co. 31. 

West Instrument Corp. 21-34. 
Westronics. Inc. 17-21-23-25-30. 
Winston Electronics, Ltd. 1-31. 


RECTIFIERS 
(See also, Diodes, Power 
Supplies and Tubes) 
1. Coen 3. Germanium 


Oxide 4. Selenium 
2. Copper Sul- 5. Silicon 
hid 


e 
Amalgamated Electric Corp. Ltd 
4 


Bepco Canada Ltd. 4. 
The Canadian Fairbanks-Morse 
Co. Ltd, 4. 
® Canadian General Electric Co. 
t 3-4-5. 


s Cana udian Line Materials Ltd. 


7 Canadian Westinghouse Co. Ltd. 
1-4-5 


Dominion Electrohome Indus- 
tries Ltd. Tech. Prods. Div. 4. 
Electronic Communications Ltd. 


English Electric Co, of Canada, 
Lt 


Ericsson’ Typteee Sales of 
Canada Lid. 

me. Ld. Electric Ltd. §. 

® Hackbusch Electronics, Ltd. 

(Stromberg-Carlson) 4-5. 

Ind. Electronics Div., C. C 
Meredith 4-5. 

Intl. Rectifier of Canada Ltd. 
3-4-5. 

Lucas-Rotax Ltd. 3-4-5. 

Osborne Electric Co. Ltd. 
1-2-3-4-5. 

Ths Plessey Co. of Canada Ltd. 


iene Equipment Ltd. 


Raytheon Canada Ltd. 3-4-5. 
Renfrew Electric Co. Ltd. 4. 
Richardson-Allen of Canada Ltd. 


4-5. 
® Rogers Electronic Tubes & 
Components Div. of Philips 
Electronics Ind. Ltd. 3-4-5. 
Sola Electric (Canada) Ltd. 3-5, 
Standard Telephones & Cables 
Mfg. Co. (Canada) Ltd. 4-5. 
Sylvania Electric Canada Ltd. 
3-4-5. 
Syntron (Canada) Ltd. 4. 
Taylor-Leslie Mining & Engrg. 
Corp. Ltd. 3-5. 
Tecneek Associates 4. 
on Ltd. 4. 
jd oPPing Electronics Ltd. 
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American Rectifier Corp. 4-5. 

Audio Devices, Inc. 5. 

Automatic Mfg. Div. of General 
Instrument Corp. 

Bendix Aviation Corp. 

Bradley Semi-Conductor, Inc. 
1-3-4-5. 

Bud Radio, Inc. 3-4-5. 

Christie Electric Corp. 4-5. 

Conant Labs. 1-4. 

Dansk Ventil Industri. 1-4. 

The Electric Construction Co. 


Electronic Devices. 4. 
Fansteel Metallurgical Corp. 


4-5. 
General Electric (Lamp Wire & 
Phosphors). 4. 
General Transistor Corp. 3-5. 
Hoffman Electronics Corp. 5. 
Hughes Prods., Hughes Aircraft 
Co. 3-4-5. 
International Telephone & 
Telegraph Corp. 4-5. 
Kemtron Electron Prods., Inc. 


3-5. 
P. R. Mallory & Co., Inc. 2. 
Microwave Assoc., Inc. 5. 
Motorola, Inc. Semi Conductor 
Prods. Div. 3-5. 
Nucleonic woaees 3. 
Ohmite Mfg. Co. 3. 
Opad Electric Co. 1-2-3-4-5. 
Pacific Semiconductors, Inc. 5. 
Perkin Engrg. Corp. 3-4-5. 
Pyramid Electric Co. 4. 
Radio Receptor Co., Inc. 4-5. 
Rectico, Inc. 1-2-4-5. 
Sarkes Tarzian, Inc., 
Div. 4-5. 
Schauer Mfg. Corp. 1-4. 
Semi-Elements, Inc. 2-3-5. 
Siemens & Halske A.G. 4. 
Siemens-Schuckertwerke A.G. 


Inc. 4. 


Rectifier 


Sylvania Electric Prods., 
Syntron Co. 5. 


Texas Instruments, Incorporated. 


Transitron Electronic Corp 

Thermosen, Inc. 5. 

U. S. Dynamics, Inc. 5. 

U. S. Semiconductor Prods., Inc 
Ss 


Universal Transistor Products 
Corp. 3-5. 
Vv ee | Inc., 
Div. 
Westing . Electric Cosp. 
Semi Conductor Div. 5. 
Westinghouse Brake & Signal 
Co. Ltd. 1-4 
Workman TV, 


Electric Products 


Inc. §. 


REELS—tTape Recording & 
Telemetering 


s E.M.1I.-Cossor Electronics Ltd 
Minnesota Mining & Mfg. of 
Canada Ltd., Electrical Prods. 
Div. 
s International Business Machines 
Co, Ltd. 


Ampex Corp 

Antlab, Inc 

Audio Devices 

Collaro Ltd 

Dukane Corp 

Ferrodynamics Corp 

Gulton Industries, Inc 

Orradio Industries, Inc. 

Potter Instrument Co., Inc. 

Presto Recording Corp. 

Reeves Soundcraft Corp. 

Robins Industries Corp. 

Sarkes-Tarzian, Inc., Rectifier 
Div 

Telectro Industries Corp. 

Webcor, Inc. 


REFLECTORS—Passive 


Decca Radar (Canada) Ltd. 
Raytheon Canada Ltd 
Sinclair Radio Labs. Ltd. 


Frank R. Cook Co. 
Diamond Antenna & Microwave 


orp. 
Dielectric Products Engrg. Co., 


nc. 
Douglas Microwave Co., Inc 
Emerson & Cuming, Inc 
I-T-E Circuit Breaker Co. 
Technical Appliance Corp 


REFRIGERATION UNITS 


The Garrett Mfg. Corp. of 
Canada Ltd 
Powertronic Equipment Ltd. 


Eastern Industries Inc. 
Great Lakes Mfg. Corp. 
Hunter Mfg. Co. 


REGISTERS—Shift 


Ferranti-Packard Electric Ltd 
Burroughs Corp. 

Computer Control Co., Inc 
Potter Instrument Co., Inc. 
Sprague International Ltd. 


REGULATORS 


1. Current 
2. Frequency 
Addison Industries Ltd. 1-2-3. 
American Superior Electric Co. 

Ltd. 3. 
Brown, Boveri (Canada) Ltd. 
1-2-3. 
The Canadian Fairbanks-Morse 
Co. Ltd. 1-2-3. 
. Crnetiee General Electric Co. 
Ad 


3. Voltage 


® Canadian Marconi Co. 3. 
® Canadian Research Institute 3. 
s Canadian Westinghouse Co. Ltd. 
1-2-3. 
Electronic Communications Ltd. 


Electronic Components Ltd. 1-3 

Electronic Controls Ltd. 1-3. 

Ferranti-Packard Electric Ltd. 3. 

Helipot Div., Beckman 
Instruments, Inc. 1-2. 

Ind. Electronics, Div. C. C 
Meredith 3. 

George Kelk Ltd. 3. 

Kitchener Electronics Industries 
Ltd. 3. 

Lenkurt Electric Co. of Canada 
Ltd. 1-2-3. 
Lucas-Rotax Ltd. 1- - 3. 

R. H. Nichols, Ltd. 3. 

Philips Electronics Industries Ltd. 


Polytronics Co. 3. 

Raytheon Canada Ltd. 3. 

Research Industries Ltd. 3 

Sola Electric (Canada) Ltd. 3. 

F. V. Topping Electronics Ltd. 2. 

Triad Instruments & Controls 
Ltd. 1-3. 

Vector Labs. Inc. 1-2-3. 


Advance Components Ltd. 3. 
Computor Measurements Corp 
2 


Curtiss-Wright Corp. 3-25. 
Dawe Insts. Ltd. 3. 
Di-An Controls, Inc. 2. 
Dressen-Barnes Corp. 3. 
Electric Regulator Corp. 3. 
Electronic Measurements Co., 
Inc. 3. 
Electronic Regulator Co. 1-3. 
Electronic Specialty Co. 1-2-3. 
General Radio Co. 3. 
P. Gossen & Co. GmbH. 3. 
Harrison Labs. 3. 
Hoffman Electronics Corp. 1-3, 
Holt Instrument Co. 3. 
Industrial Transformer Corp 
1-2-3. 
Kepco Labs., Inc. 3-1. 
Laboratoire Central De Tele- 
communications, 3. 
Murphy Radio Ltd. 3. 
Newton Bros. (Derby) Ltd. 1-3. 
NJE Corp. 1-3. 
North Hills Electronic. 1. 
Opad Electric Co. 1-2-3. 
Perkin Engrg. Corp. 3. 
S. A. Rochar Electronique. 3. 
Servomex Controls Ltd. 3. 
Siemens Edison Swan Ltd. 3. 
Simplex Co. 3. 
Sorensen & Co., Inc. 1-2-3. 
Superior Electric Co. 3. 
Tel-Instrument Electronics 
Corp. 3. 
Transistor Devices, Inc. 1-3. 
Transistor Electronic Corp. 3. 
United Transformer Corp. 3. 
Valor Eletronics, Inc. 3. 
Varo Mfg. Co., Inc. 2. 
Vectrol Energ.. Inc. 1-2-3. 
Wuerth Tube-Saver Corp. 1. 


RELAYS 


Coaxial 
Cross Bar 
d’Arsonval 
Differential 


. Photoelec- 


Sensitive 

Sequence 

Stepping 

Submini- 
ature 

Telephone 

24. Temperature 

Compen- 
sat 


ied 
25. Time Delay 
voltage 26. Vacuum 
Passive Contact 
Microwave 27. Vibrating 
Reed 


—— 
MESS 24 2D where 





Amalgamated Electric Corp. Ltd. 


7-8-9-11-12-16-18-21-23-27-22. 
Arrow-Hart & Hegeman Canada 


Automatic Electric (Canada) 
Ltd. 


7-9-15-18-19-20-21-23-25-27. 
Automatic Telephone & Sound 

Services Ltd. 

2-7-9-19-23-25-27. 
Barber-Colman of Canada Ltd. 


Beaconing oe & Precision 
Mtls. Co. Ltd 

The — Co. A Canada Ltd. 
19-22-27 

Brown Boveri (Canada) Ltd. 
4-6-9-11-12-15-16-23-24-25. 

Canadian Cutler-Hammer Ltd. 
11-12-20-25 

Canadian General Electric Co. 
Ltd. 11-12-14-16-17-19-22-25. 

Canadian Research Institute. 


Canadian Westinghouse Co. Ltd. 
6-11-12-16. 

Cannon Electric Canada 
1-4-6-7-8-9-12-16-19-20- zit 22, ee. 

Carriere & MacFeerers Ltd. 

C. P. Clare Canada Ltd 
7-10-15-16-19-21-22-23-25-27. 

Collins Radio Co. of Canada 
Ltd. 13. 

Curtiss-Wright 11-12-24-25. 

J. H. Darcy Ltd. 4-6-7-8-9-11-12- 
16-19-20-21-25. 

Davis Automatic Controls Ltd. 
4-6-9-10-12-14-16-19-20-21-25, 

Daystrom Ltd. (Weston) 
3-4-6-9-11-12-14-16-19-22. 

E. 4 I.-Cossor Electronics Ltd. 


Edw ards High Vacuum Canada 
Ltd. 26. 

Electronic Associates Ltd. 

Electronic ee ita. 
§-7-12-14-15-18-21-23-25. 

English Electric Co. of Canada 
Ltd. 4-[1-12 

Ericsson Telephone Sales of 
Canada Ltd. 2-7-9-15-16-18-19- 
22-23-27. 

Ferranti-Packard Electric Ltd. 


13. 
Fisher Scientific Co. Ltd 


H. Frost Canada Ltd. 1631- 22. 


The Garrett Mfg. Corp. of 
Canada Ltd. 22. 

Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 2-7-8-9-15- 
19-21-23. 

Ind. Electronics, Div. C. C. 
Meredith 14. 

ae Electronics (Canada) Ltd. 


Lenkurt Electric Co. of Canada 
Ltd. 5-8-13-23. 

Lucas-Rotax Ltd. 9-11-12-16-25, 

Measurement Engrg. Ltd. 
11-12-14-17-19-25. 

Muirhead Instruments Ltd. 4. 

National Semiconductors Ltd. 14. 

Northern Electric Co. Ltd. 23. 

Northern Radio Mfg. Co. Ltd. 


Osborne Electric Co. Ltd. 
1-2-3-4-5-6-7-8-9-10-11-15-16- 
19-22-23-24-25. 

Par-Tex Engrg. & Contracting 
Co. Ltd. 13. 

The Plessey Co. of Canada Ltd. 
15-16-19-22-23. 

Potter & Brumfield Canada Ltd. 
reese 14-15-16-17-19-20-21- 


Raytheon Canada Ltd. 

Renfrew Electric Co. Lid, 4-6-7- 
9-10-11-12-16-19-20-21-22-23-25. 

Rotronic Corp. Ltd. 11. 

Servomechanisms (Canada) Ltd. 


Standard Telephones & Cables 
Mfg. Co. (Canada) Ltd. 2-23. 

Stegg Electric Ltd. 11-12-23. 

Tecneek Associates 9-10-16-19- 
20-21. 

TeleRadio Systems Ltd. 23. 

Vector Labs. Inc. 21. 

Ward Leona a of Canada Ltd. 
5-9-11-16-19 


A. E. G. 24. 
= , oeomne & Westlake Co. 


PA... Inc. 1-2-4-5-6-7-8-9-11-12- 
14-15-16-18-19-22-23-25-27. 

Aero Electronics Corp. 22. 

A’G’A Division of Esna 25. 

Allied Control Co., Inc. 
1-15-16-19-22-23. 

Alto Scientific Co., Inc. 25. 

Amperite Co. 26. 

Assembly Products, Inc. 3-12-19, 

Atlas Electric Prods. 10. 

Austinlite Ltd. 12. 

Automatic Electric Co. 7-9-15-18- 
19-20-21-23-25-27. 

Automatic Metal Prod. Corp. 1. 
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———_ Telephone & Bieout 
Co 2-7-15-18-20 21-22-23. 

At Timing & Controls, 
Inc. 25. 

Babcock Relays, Inc 
4-9-11-12-15- 16-18-19-22. 

Barber-Colman Co. 9-15-19. 

Baso, Inc. 
19-22-24-25. 

Belling & Lee Ltd. 11-25. 

The Bristol Co. 22. 

C. G. Electronics Corp. 27. 


Comar Mfg. Co. 1-7-8-11. 
Computor Measurements Corp. 
Control Electronics Co., Inc. 25. 
Couch Ordnance, Inc. 18-22 
Cramer Controls Corp. 25. 
James Cunningham & Son, Inc. 


Danbury-Knudsen Div. of 
Amphenol Electronics Corp. 1. 

Del Electronics Corp. 

Dializht Corp. 25. 

Dialtron Corp. 25. 

Dielectric Prods. Engrg. Co., 
Inc. 1, 

Dow-Key Co., Inc. 1. 

Durakool, Inc. 10-25. 

Ebert Electronics Corp. 9-10-11- 
14-16-17-19- —_—— 

Eby Sales Co. 

Eitel- McCullough, Inc. 26. 

Electro Snap Corp. 
7-18-19-20-21-22. 

Electronic Control Corp. 11-16. 

Electronic Products Div. Post 
Mach. 14 

Electronics Specialty Co. 

Electrovac 1 

Elgin Nationz al Watch Co., 
Electronic Div. 
1-8-11-16-19-21-22-23-25. 

Ellenberger & Poensgen GmbH. 

1-25. 

George Ellison Ltd. 11. 

Engel and Gibbs 6-7-9- 10- 11-12- 
16-19-20-23-25-26. 

Etelco Ltd. 23. 

Farmer Electric Prods. Co. Inc. 
14-19 

Filtors Inc. 9-22. 

L. H. Frost & Co., Inc. 16-23. 

General Electric Co. (Lamp 
Wire & Phosphors). 10. 

Guardian Electric Mfg 
1-8-11-16-19-21-22-23-25. 

G-V Controls, Inc. 11-12-25. 

The Hartman Electric Mfg. Co 
4-5-9-11-12-15-16-20-25. 

The A. W. Haydon Co. 
8-20-21-25. 

Haydon Div. General Time 
Corp. 25. 

Heinemann Electric Co. 11-25. 

Hi-G, Inc. 22. 
Hillburn Electronic Prods. Co. 
7-8-9-11-16-19-20-2 1-22-23. 
Hughes Aircraft Co. 7-11-12-18- 
19-20-21-22-23-27. 

Iron Fireman Mfg. Co. 
9-19-22. 

Jennings Radio Mfg. Corp 
1-11-26. 

I/S Jensen Electric. 3. 

Kellogg Switchboard & Supply 
Co. 2-23. 

Keyswitch Co. 6-7-8-9-10-11-12- 
14-15-16-17-19-20-21-22-23-25-27 

Kurman Electric Co. Div. of 

Norbute Corp. 2-4-6-7-8-11-12-14- 
15-16-19-22-23-24-25. 

J. Langham Thompson Ltd. 19. 
Leach Corp., Leach Relay Div. 
4-6-8-9-12.16-18-19-22-23-25. 

G. H. Leland, Inc. 6-18-21. 
Line Electric Co. 7-9-16-23-25. 
Londex Ltd. 1-9-10-21-22. 
Magnecraft Electric Co. 1-4-6-7- 
8-9-1 1-12-16-18-19-22-23-25. 
Marion Electrical Instr. Co. 3. 
Metals & Controls Corp. 11-25. 
Millivac Instruments 19. 
Muirhead & Co. Ltd. 4. 
Nalder Bros. & Thompson Ltd. 
3-4-12-19-25. 
North Electric Co. 
2-18-21-23. 
Northern Radio Co., Inc. 7-8. 
Ohmite Mfg. Co. 8-11-15-16-23. 
Penta Labs., Inc. 6-26. 
Phaostron Instrument & Elec- 
tronics Co. 6-7-16-17-18-19-22. 
Phillips Control Corp. 22. 
Photo-Crystals, Inc. 10, 
Photovolt Corp. 14-25. 
Price Electric Corp. 1-6-8-9-11- 
16-18-21-22-23-25. 
Prodelin, Inc. 1-13. 
Racal Engrg. Ltd. 1. 
Revere Corp. of America. 24-25, 
M. H. Rhodes, Inc. 25. 
S. A. Rochar Electronique. 25. 
“a Sanders Ltd. 7-8-9-18-23- 


s Siemens & Halske A.G. 1-2-3-4- 
5-6-7-8-9-10-11-12-15- ty 18- 
19-20-21-22-23-24-25-26- 

Siemens-Schuckertwerke = "G. 
3-4-5-6-11-12-16-17-18-19-25. 
Stevens-Arnold, Inc. 27. 
Tally Register Corp. 9. 
Telephone Mfg. Co. Ltd. 
2-7-8-15-19-23. 
Telerad Mfg. Corp. 13. 
Terado Co. 8-12-19-22. 
Transco Prods., Inc. 1-25. 
— Electrical Instrument 


‘o. 3. 

Universal Circuit Controls Corp. 
18-20-21. 

Varo Mfg. Co., Inc. 5. 

Venner Electronics ise. 7-14-25, 

Waugh Engrg. Co. 2: 

Zenith Electric Co. OS. 

Alois Zettler, GmbH. 7-8-9-10- 
> -12-15- 16-19-20-21-22- 23-24- 


RESISTORS, FIXED 


1. Carbon Film 10, Submini- 
2. Composition ature 
3. Deposited 11. Tape 
Carbon 12. Temperature 
4. Encapsu- -Sensitive 
lated 13. Voltage 
5. Film, Pre- Sensitive 
cision 14. Wire Wound 
6. Fuse 15. Wire 
- Miniature Wound, 
Printed Strip Adjustable 
17. Wire 
Wound 
Noninduc- Precision 
tive 18. Wire Woven 
Aerovox Canada Ltd. 3-4, 
Allen-Bradley Canada Ltd. 2-5. 
Allied Circuit Techniques Ltd. 8. 
Arrow Radio Co. 4-14-15-16. 
Bayly Engrg. Ltd. 5-17. 
Canadian Electric Resistors Ltd. 
9-11-14-15-16. 
Canadian General Electric Co. 
Ltd. 14-15. 
Canadian Research Institute. 
14-17. 
Canadian Stackpole Ltd. 2. 
ab Canada Ltd. 
10-14-15, 
The Constanta Co. of Canada 
Ltd. 1-3-4-5-7-8-10. 
Daystrom Ltd. 5-14-15, 
Electronic Engrg. 14-17. 
Erie Resistor of Canada Ltd. 2-3 
Leeds & Northrup Canada Ltd. 
17-18. 
C. C. Meredith & Co. Ltd. 17. 


Marsland Engrg. Co. Ltd. 7-14-15, 


Micarta Fabricators Ltd. 1-3-4-5- 
6-7-8-10-14-15-16-17. 

Muirhead Instruments Ltd. 
14-17. 


The Ox Co. of Canada Ltd. 


14-15-17 

Polytronics Co. 4-5-7-8-12-14-17- 

Precision : lectronic Components 
14-16- 

Renfrew H ‘lectric Co. Ltd. 1-2-3- 
4-5-6-7-8-9-10-14-15-16-17. 

Rogers Electronic Tubes & 
Components, Div. of Philips 
Electronics Ind. Ltd. 3-10 

Taylor-Leslie Mining & Engrg 
Corp. 2 3. 

Tecneek Associates 15-16. 

Tinsley Instruments (Canada) 
Ltd. 14-17. 

Ward Leonard of Canada Ltd. 
5. 

WwW elwyn Canada Ltd. 1-3-4-5-12- 
14-15-16-17, 


Dr. Bernhard Beyschlag. 1-3-10. 

Bourns Labs., Inc. 3-7-10-15. 

The British Electric Resist ance 
Co. 11-14-15-16. 

A. F. Bulgin & Co. Ltd. 14-15, 

Cambridge Instrument Co. Ltd. 
14-16-17. 

Carad Corp. 16. 

The Carborundum Co. 2-4-7-10- 
12-13. 

Chadwick-Helmuth Co. 15. 

a a ees Supply Corp. 

Cinema Engrg., Div. Aerovox 
Corp. 4-17. 

Clarostat Mfg. Co. 
1-2-3-4-5-6-7-12- i314-15- 16-17. 

Colman Tool & Machine Co. 


Comar Mfg. Co. 1. 

Consolidated Resistance Co. of 
America, Inc. 
4-7-10-12-14-15-16-17. 

Continental Carbon, Inc. 1-2-3-4- 
5-16-17 

. 1-3-4-5-7- 


Oe re Proew, 
The ey Co. 4-5-10-14-16-17. 


~— Condenser Co, (1925) 


Electro-Flex Heat, Inc. 
4-9-11-14-18. 

Electro Instruments, Inc. 17. 

Electro-Measurements, Inc. 
16-17. 

Ellison Ltd. 14-16. 

Etelco Ltd. 16-17. 

Film Capacitors, Inc. 
4-7-10-14-15-16-17. 

Filmohn Corp. 5-7-8-10-11. 

Firma S. Samulevitz. 
6-7-14-15-16-18. 

P.X. Fox Ltd. 14-15-16-17. 

Gamewell Co. 17. 

G-C Electronics. 2-14, 

General Cement Mfg. Co. 2. 

General Radio Co. 14-15. 

General Resistance, Inc. 4-7-10- 
12-14-16-17 

General Transistor Corp. 17. 

Hamilton Hall Resistor Corp. 14, 

nt Hindle Inc. 4-14-15- 
16-1 


Hartmann & Braun A.G. 17. 

Industrial Instruments, Inc. 17. 

Julie Research Labs., Inc. 
4-7-14-16-17. 

Kelvin Electric Co. 7-10-14-16-17. 

Kurman Electric Co. 9. 

P. R. Mallory & Co., Inc. 
14-15-16. 

Maurey Instrument Corp. 
14-15-17. 

Mepco, Inc. 10. 

Milwaukee Resistor Co. 
6-14-15-16-17. 

Muirhead Instruments. 14-17. 

Niagara Electric Sales Co., Inc. 
6-14-17. 

Non-Linear Systems, Inc. 

Ohmite Mfg. Co. 2-3-4-5 618 
10-14-15-16-17. 

Onondaga Pottery Co. 
Electronics Div. 3-8. 

Painton & Co. Ltd. 1-3-5-7-10- 
14-15-16-17. 

Penn-East Engrg. Corp. 1-2-14. 

Phaostron Instrument & Elec- 
tronic Co. 3-4. 

Photo-Crystals, Inc. 14. 

Pixberg & Co. 14-17. 

Pyrofilm Resistor Co., Inc. 
1-2-3-4-5. 

Reon Resistor Corp. 17. 

Resistance Prods., Co. 1-4-16-17. 

Resistor Wholesalers Corp. 3. 

Rivlin Instruments Ltd. 15-17. 

Rosenthal Isolatoren GmbH. 
1-15-16-17. 

Sage Electronics Corp. 9-14-16-17. 

Sanwa Electric Instrument 
Works. 3. 

Shallcross Mfg. Co. 
14-16-17. 

Sprague International Ltd. 
1-3-4-5-6-7-8-10-14-15-16-17. 

States Co. 18. 

Steatit-Magnesia A.G. 
1-3-4-5-7-10-12-13-14-15-16. 

Technology Instrument Corp. 1-5. 

Texas Instruments, Incorporated. 
2-3-5-12. 

Tru-Ohm Prods. 6-14-15-16. 

Ernest Turner Electrical Instru- 
ments Ltd. 14-17. 

Veeco Vacuum Corp. 3. 


» Victoreen Instrument Co. 


1-3-4-5. 
Ward Leonard Electric Co. 
14-15-16-17. 
Welwyn Electrical Labs. 1-3-4-5, 
Wilkor, Div. Aerovox Corp. 3. 
Wirt Co. 1-2-3-4-5-12-13-14-15. 
Workman TV, Inc. 14-15-16. 


RESISTORS, VARIABLE 


1. Composition 
2. Composition, 

Miniature 
3. Composition, 

Submini- 

ature Submini- 
4. Wire Wound ature 
Allen-Bradley Canada Ltd. 1-2. 
Canadian Electric Resistors Ltd. 


4. 
Canadian Stackpole Ltd. 1-2. 
Centralab Canada Ltd. 
1-2-3-4-5. 
Daystrom Ltd. 4-5-6. 
Ferranti-Packard Electric Ltd.6. 
Helipot Div., Beckman Inst.4-5-6. 
Ward Leonard of Canada Ltd. 4. 
R. Mack & Co. Ltd. 2. 
Cc. C. Meredith & Co. Ltd. 
1-2-3-4-5 
Muirhead Instruments Ltd. 4. 
The tv wd Co. of Canada Ltd. 
Precision Electronic Components 
(1956) Ltd. 1-2-3. 
Renfrew Electric Co. Ltd. 
1-2-4-5. 
Tecneek Associates 4. 
Tinsley Instruments (Canada) 
Ltd. 4-5. 
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Ward Leonard of Canada Ltd. 
Welwyn Canada Ltd. 4, 


Aero Electronics Corp. 2-3-5-6. 
British Electric Resistance Co. 
Ltd. 4. 

Bourns Lab., Inc. 1-2-3-4-5-6. 
Cambridge Instrument Co. Ltd. 


Chadwick-Helmuth Co. 4. 
Chicago Telephone Supply Corp. 
1-2- 
Clarostat Mfg. Co., Inc. 
1-2-3-4-5-6. 
Colvern Ltd. 4-5. 
Continental Carbon, Inc. 4. 
Corning Glass Works 4-5. 
Dale Prods., Inc. 1-2-3-4-5-6, 
Egen Electric Ltd. 1-2-3-4-5-6. 
Electro-Measurements, Inc. 4 
Fairchild Controls Corp. 4-5. 
Film Capacitors, Inc. 4-5-6. 
Firma S. Samulevitz. 4. 
P. X. Fox Ltd. 4-5. 
The Gamewell Co. 4-5-6. 
General Transistor Corp. 4. 
Guidance Controls Corp. 4-5-6. 
Hardwick, Hindle, Inc. 4-5-6. 
Julie Research Labs., Inc. 4. 
P. R. Mallory & Co., Inc. 4-5. 
Maurey Instrument Corp. 4-5-6. 
Milwaukee Resistor Co. 4-5-6. 
Muirhead & Co. Ltd. 4. 
Ohmite Mfg. Co. 1-2-3-4-5. 
Painton & Co. Ltd. 4-5. 
Penn-East Engrg. Corp. 1-4. 
Resistor Wholesalers Corp. 1. 
ae oo GmbH. 
1-2-3-4- 
Spectrol Riestronice Corp. 4-5-6. 
Steatit-Magnesia A.G. 1-2-3-4. 
Telectro Industries Corp. 1-4. 
Tru-Ohm yr eg Div. Model 
Engrg. & Mfg., Inc. 4. 
Ward Leonard Electric Co. 4-5. 


Waterbury Pressed Metal Co.1- 2. 


s Welwyn Electrical Labs., Ltd. 


1-4, 
« Waters we Inc. 4-5-6. 
Wirt Co. 4-5. 


RESOLVERS 
1. Co-ordinate 
Transform Cosine 
2. Product 4. Other 
Aviation Electric Ltd. 1-3. 
Helipot Div., Beckman Instr., 
Inc. 3. 
Muirhead Instruments Ltd. 
S. Smith & Sons (Canada) Ltd. 3 
Tinsley Instruments (Canada) 
Ltd. 3. 


Diehl Mfg. Co, 3-4. 

Electronic Associates, Inc. 1-2-3. 

Librascope Inc. 1-3. 

Muirhead & Co. Ltd. 3-4. 

Norden Div., United Aircraft 
Corp. 3-4. 

John Oster Mfg. Co. 1-2-3-4, 

Reeves Instrument Corp. 
1-2-3-4. 

Servonics, Inc. 2-3-4. 

Spectrol Electronics Corp. 3. 

Technology Instrument Corp. 3. 


RHEOSTATS 


1. Electronic 
2. Slide Wire 
Allen-Bradley Canada Ltd. 3. 
Canadian Cutler-Hammer Ltd. 3. 
Ca —— Electric Resistors Ltd. 
1-2-3 
« Canadian General Electric Co. 
Ltd. 3. 
® Canadian Research Institute. 3. 
Daystrom Ltd. 
Helipot Div., 
Inc. 2-3. 
Renfrew Electric Co. Ltd. 1-2-3. 
Ward Leonard of Canada Ltd. 3. 
Tecneek Associates 2. 


. Sine — 


3. Other 


Beckmg an Instr., 


Aero Electronics Corp. 1. 

A. F. Bulgin & Co. Ltd. 2. 

i Electric Resistance Co. 

d. 1-2-3. 

Bourns Labs., Inc. 2. 

Carling Electric, Inc. 3. 

Chadwick-Helmuth Co, 2. 

Clarostat Mfg. Co. 3. 

Dale Prods., Inc. 2. 

DeJur-Amsco Corp. 1-2-3. 

Firma S. Samulevitz. 2. 

The Gamewell Co, 3. 

General Radio Co. 3. 

Hardwick, Hindle, Inc. 1-2. 

Lesa Costruzzioni Ellettro- 
meccaniche. 3. 

P. R. Mallory & Co., Inc. 2. 

Maurey Instrument Corp. 1-2. 

= Ohmite Mfg. Co. 3. 

Spectrol Electronics i Bod 

Tru-Ohm Products Div. Model 
Engrg. & Mfg., Inc. 


Ward Leonard Electric Co. 3. 
s Welwyn Electrical Labs. Ltd. 3. 


RUBBER 
(See also, Insulation Materials & 
Parts) 


3. Natural 
4. Synthetic 
Armet Industries Ltd. 1-4, 

® Bakelite Co. 1-4. 
= Canadian General Electric Co. 


1. Conductive 
2. Hard 


Ltd. 2. 
be General Tire & Rubber Co, 
Lt 
B. F. Goodrich Canada Ltd. 
Lion Rubber & Plastics Ltd. 


1-2-3-4, 
Minnesota Mining & Mfg. of 
Canada 4. 
Allied Plastics Supply Corp. 
Badische Anilin & Soda Fabrik 
The Connecticut Hard Rubber 
Co. Ltd. 1-4, 


Emerson & Cuming, Inc. 1-4, 
Gill Electric Mfg. Corp. 4. 


Imperial Chemical Industries Ltd, 


S 
SCALES—Oscilloscope 


® E.M.I.-Cossor Electronics Ltd. 
Oki & Willadsen Ltd. 
X-Ray & Radium Industries Ltd, 


Allen B. Du Mont Labs., Inc. 
Electronic Tube Corp. 

Potter Instrument Co., Inc. 
Taylor Electrical Instruments 


Ltd. 
Waterman Prods. Co., Inc. 


SEALS 


1. Carbon 4. Hermetic 
2. Ceramic-to- il 


5. 
6. Switch 


Armet Industries Ltd. 5-6. 
Ferranti-Packard Electric Ltd. 2. 
Johnson Matthey & Mallory 
Ltd. 3. 
Lion Rubber & Plastics Ltd, 4-5. 
Quality Hermetics Ltd. 2-3-4. 
Standard Telephones & Cables 
Mfg. Co. (Canada) Ltd. 4. 
Advanced Vacuum Prods. 2-3-4. 
Automatic & Precision Mfg. Co. 
6 


Belling & Lee Ltd. 3-4. 

The Carborundum Co., 
Plant. 2-3-4-5-6. 

Centralab Div., Globe-Union, 
Inc. 

L. L. Constantin & Co. 3-4. 

Electrical Industrial, Div. of 
Philips Electronics, Inc. 4. 

Elsin Electronics Corp 2-3. 

The English Glass Co. Ltd. 3. 

Falstrom Co. 3 

Fansteel —'. > oo Corp. 3. 

Fusite Corp. 

General C eramics Corp. 2-3-4, 

General Radiological Ltd. 3. 

Gulton Industries, Inc. 2. 

International Telephone & 
Telegraph Corp. 3. 

Lundey Associates, Inc. 2. 

Mitronics, Inc. 2-4. 

Palmer Associates 3. 

Parker Seal Co. 5. 

Radio Frequency Labs., Inc. 6. 

Sealtron Corp. 3-4. 

Solus Electronic Tubes Ltd. 3. 

The Sphere Co. 2. 

Super Oil Seals & Gaskets 5. 


Globar 


® Welwyn Electrical Labs. Ltd. 4. 


SELECTIVE CALLING 
APPARATUS 


7 Cpefies General Electric Co. 
td 


a Motorola Electronics 
d 
er Radio Co. of Canada 


E.M.I.-Cossor Electronics Ltd. 

Electronic Communications Ltd. 

Ericsson Telephone Sales of 
Canada Ltd. 

Executone Communication 
Systems 

Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 

Industrial & Institutional 
Communications Ltd. 

Lenkurt Electric Co. of Canada 


Ltd. 
National Sound Services Ltd. 
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Radio Communications Equip- 
ment & Engrg. 
X-Ray & Radium Industries Ltd 


Auth Electric Co., In 

Automatic Telephone | & Electric 
Co. Ltd. 

Allen B. Du Mont Laboratories, 
Inc. Int. Div. 

Etelco Ltd. 

The a Electric Co. Ltd 

1.D.E. Inc 

Muititone Electric Co. Ltd. 

National Sound Services Ltd. 

Secode Corp 


= Siemens & Halske A.G. 


SHIELDING 


1. Electrostatic 3. Sheet or 
2. Radio Igni- Screen 
tion 4. Wire 


® Stark Electronic Instruments Ltd. 
2. 


Belden Mfg. Co Co. 4. 

Belling & Lee Ltd. 3. 

Birnbach Radio Co., Inc. 2-4. 

Breeze Corp., Inc. 2. 

™ Connecticut Hard Rubber 
0. 

Emerson & Cuming, Inc. 1. 

Hitemp Wires, Inc. 4. 

Kupfrian Mfg. Corp. 4. 

McMillan Industrial Corp. 3. 

Phalo Plastics Corp. 4. 

Shielding, Inc. 1-2-3-4. 

Suflex Ltd. 4. 


SHIELDS 


1. Cathode 4. Lead 

Ray Tube 5. Trans- 
2. Coil former 
3. Ferrite 6. Tube 


Collins Radio Co. of Canada 
Ltd. 6. 


Electronic Associates Ltd. 4. 

Neosid (Canada) Ltd. 2. 

The Plessey Co. of Canada Ltd 
3-6. 

Rogers Electronic Tubes & Com- 
ponents Div. of Philips 
Electronics Industries Ltd. 3. 

X-Ray & Radium Industries Ltd 
4. 


Alcon Metal Prods., Inc. 6. 
Atlas E-E Corp. 6. 

Allen B. Du Mont Labs. Inc. 1. 
Arber Mfg. Co., Inc. 2. 
Automatic Coil Co. Inc. 2. 
Connector Corp. 6. 

Eby Sales Co. 6. 

Hugh H. Eby Co. Inc. 6 

Elco Corp. 6. 

Electronic Tube Corp. 1-6. 
Emerson & Cuming, Inc. 4. 
Fred Goat Co. Ltd. 1-6. 
Isotope Devel. Ltd. 1-6. 

Int. Electronic Research Corp. 


6. 
Jan Hardware Mfg. Co., Inc. 1. 
Litton Industries, Components 
Div. 3. 
Magnetic Metals Co. 1-5-6, 
Magnetics, Inc 
Nems-Clarke Co. 6, 
Nuclear Corp. of America 
Instrument Div 
Penn-East Engrg. Corp. 6. 
Polarad Electronics Corp. 1. 
Siemens & Halske A.G. 1-6. 
The Staver Co. Inc. 2-6. 
D. M. Steward Mfg. Co. 3. 
Sylvania Electric Prods. Inc. 3. 
Vector Electronic Co. 6 
Waterman Products Co., Inc 


SHIFTERS—Color Phase 


Airtron Canada Ltd. 
Helipot Div., Beckman Instr 
Inc 


Bogart Mfg. Corp. 
Meridian Metalcraft, Inc 
Microlab 

Microwave Assoc. Ltd. 
Telechrome Mfg. Corp. 


SHIFTERS—Phase, 


Microwave 
Aviation Electric Ltd 


® Canadian General Electric Co. 
& T.D. 


Collins Radio Co. of Canada Ltd 
Ferranti-Packard Electric Ltd 


® Raytheon Canada Ltd 


Advance Electronics Lab. Inc. 
Airtron Inc. 
Bogart Mfg. Corp 


® Bomac Labs., Inc. 


Cascade Research 
Control Electronics Co., Inc. 
Diamond Antenna Microwave 


Corp. 
Diehl Mfg. Co. 


Hewlett-Packard Co. 
I-T-E Circuit Breaker Co. 
Meridian Metalcraft, Inc. 
Narda Microwave Corp 
Radio Corp. of America 
Reves Instrument Corp 
Telerad Mfg. Corp. 
Vectrol Engrg. Inc 

Wave Line Inc. 


SHUNTS—Meter 


® Bach Simpson Ltd 
Bayly Engrg. Ltd 
# Canadian Research Institute 
Ericsson Telephones Sales of 
Canada Ltd 
Ferranti-Packard Electric Ltd 
® Stark Electronic Instruments 


Ad. 
Tinsley Instruments. 
Associated Research, Inc. 
Export Dept 
Audio Instrument Co., Inc. 
Camille Bauer Ltd. 
Burton-Rogers Co 
Elima G.m.b.H. 
P. Gossen & Co., G.m.b.H. 
Hartmann & Braun A.G 
Jack & Heintz, Inc. 
Hewlett-Packard, Inc 
Hickok Electrical Instrument 


o. 
Hoyt Electrical Instrument 
Works 
I/S Jensen Electric. 
Metra Corporation 
Nalder Bros. & Thompson 
Phaostron Instrument & 
Electrical Co. 
Sensitive Research Instr. Corp 
Shallcross Mfg. Co. 
Siemens Edison Swan Ltd 
Taylor Electrical Instruments Ltd 
Triplett Electrical Instrument 
Co 


SLIDES—Chassis 


Chassis-Trak, Inc 

Grant Pulley & Hardware Corp 
Jonathan Mfg. Co 

National Co. Inc. 

Radio Frequency Labs. Inc. 


SLIP RING ASSEMBLIES 


Aviation Electric Ltd 

Honeywell Controls Ltd 

Johnson Matthey & Mallory Ltd, 
Lucas-Rotax Ltd 


Breeze Corp., Inc 
Electro-Miniatures Corp 
Iron Fireman Mfg. Co 
« The J. M. Ney Co 
= Slip Ring Co. of America 
United Sensor & Control Corp 
SOCKETS 
1. Crystal . Relay 
Diode . Subminia- 
. Lamp ture 
- Miniature . Transistor 
. Pencil Tube Tube 
. Pilot Light 
. Printed . UNF Tube 
Circuit . Wiring Plug 
Amalgamated Electric Corp. Ltd. 
x 


. Turret 


Amphenol Canada Ltd. 
1-2-4-6-7-8-9-11-13-14, 
Arrow-Hart & Hegeman Canada 
Ltd. 3. 
Audio Vox Intercom. 7. 
Canadian General Electric Co. 
: & > 


Cannon Electric Canada Ltd. 7. 

Electronic Components Ltd 

Ericsson Telephone Sales of 
Canada Ltd. 14, 

H. B. Etlin Co. Ltd. 3. 

The General Tire & Rubber Co 
Lid 

R. Mack & Co. Ltd. 4-10, 

Eric Marsland & Co. 4-11. 

The Plessey Co. of Canada Ltd. 
4-7-9-10-11. 

Rogers Electronic Tubes & 
Components Div. of Philips 
Electronics Industries Ltd. 11. 

Sylvania Electric Canada Ltd 
1-2-3-4-9-10-11. 

Tecneek Associates 4. 

United-Carr Fastener Co. of 
Canada Ltd. 1-2-3-4-6-7-8-9-10- 

1-14, 


Aerolite Electronics Corp. 3-6. 

Alcon Metal Prods., Inc. 4-7-11, 

Amatom Electronic Hardware 
Co., Inc. 3-6-7. 

Belling & Lee Ltd. 4-7-9-14, 

Birnbach Radio Co., Inc. 11. 

The Birtcher Corp 2. 

A. F. Bulgin & Co. Ltd. 3-4-6. 

Cinch Mfg. Co. 1-4-5-7-8-9-10-11- 





Commercial Plastics Co. 
3-6-8-9-10-12- b 
Connector Corp. 2-4-7-10-11. 
Dialight Corp. 
Eagle Electric Mfe. Co. Inc. 14. 
Hugh H. Eby Co. Inc 
1-2-4-7-9-10-11-14. 
Eitel-McCullough, Inc. 11. 
Elco Corp. 
1-2-3-4-6-7-8-9-10-11- 12-13-14. 
eiisuuale Mechanics, Inc. 4-9. 
Firma Tage Schouboe. 6. 
Fluorocarbon Prods., Inc. 11. 
Grayhill, Inc. 2-4-5-10. 
Harwin Engineers Ltd. 4-6-9-14. 
Henry & Thomas Ltd. 1-8-11. 
Heyman Mfg. Co. 
Industrial Hardware Mfg. Co. 
Inc. 1-2-3-4-6-7-10-11-14. 
International Instruments Inc. 4. 
E. F. Johnson Co. 6-11. 
Keystone Electronics Corp. 2. 
—_ Corp., Leach Relay Div. 


Leecraft Mfg. Co., Inc. 3-6. 
Line Electric Co. 8. 
The McMurdo Instrument Co. 
Ltd. 1-2-4-5-7-8-9-10-11-13-14. 
Mandex Mfg. Co. 11. 
me ri Molded Prods. Corp. 
11-14. 
Methode Mfg. 7-9-10-11-13. 
National Co. Inc. 1-11. 
Nems Clarke, Inc. 1. 
Painton & Co. Ltd. 14. 
Penn-East Engrg. —o- 9-11. 
Permonite Mfg. 
1-3-4-6-7-11. 
W. J. Sanders (Electronics) Ltd. 


8. 
# Siemens Edison Swan Ltd. 1-7- 
11. 


s Siemens & Halske A.G. i 7-11-13. 


Steatit-Magnesia A.G. 4-11-13. 

Texas Crystals Div. 1-9. 

Torotor A/S. 7-11. 

Ucinite Co. 1-2-3-4-6-13-14. 

Vector Electronic Co. 4-10-11-12. 

Waldom Electronics Inc. 
1-2-4-7-11. 

be oy Electronics, Inc. 7-8- 
9-11- 

Alois Zettler GmbH. 8. 


SOLDER 


1. Acid Core 
2. Aluminum 


5. Silver 
6. Resin Core 
Platinum 7. Rings & 
4. Lead Tin Preforms 
Air Reduction (Canada) Ltd. 2-5. 
® Automatic ee Sales 
(Canada) Ltd. 
The Canada Metal Co. Ltd. 
1-2-4-6-7. 
The Consolidated Mining & 
ar Co. of Canada Ltd. 


3-4- 
anaes Industries of Canada 


a Welding Alloy Co. of 
Canada Ltd. 1-2-4-5-6- 

Handy & Harman of Canada 
Ltd. 5. 


“en pietiiay & Mallory 
td 4 3-5. 


maser Soe a Co. of Canada Ltd. 


Chemalloy Electronics Corp. 2, 
Fry’s Metal Foundries Ltd. 
2-4-5-6 


Mico Instrument Co. 4. 
Multicore Solders Ltd. 4-5-6-7. 
Perdeck Solder Prods. Ltd. 1-4. 
The Staver Co., Inc. 7. 
Workman TV., Inc. 5. 


SOLENOIDS 
1. Betery 3. Other 


. Su 

miniature 

Canadian Cutler-Hammer Ltd. 

Canadian General Electric Co. 
E.E. & T.D. 3. 


a a Electric om Ltd, 2-3. 


H. Darcy Ltd. 
Electronic Components Ltd. 3 
Electronic Engineering. 3. 
L. H. Frost (Canada) Ltd. 3 
The Garrett Mfg. Corp. of 
Canada Ltd. 3. 
Hammond Mfg. Co. Ltd. 3. 
Lucas-Rotax Ltd. 3. 
Magnetic Coil Co. 1. 
Marsland Engrg. Co., Ltd. 1. 
Osborne Electric Co. Ltd. 2-3. 


Aemco, Inc. 3. 

Allied Control Co., Inc. 3. 
Comar Mfg. Co. 1. 

Eckel Valve Co. 2. 

Guardian Electric Mfg. Co. 
Jack & Heintz Inc. 3. 

Hillburn Electronic Prods. 1-2-3. 
Leetronics, Inc. 1-2-3. 

G. H. Leland, Inc. 3. 


Licon — Div. Illinois Tool 


Phillips Control Corp. 3. 
Roto Mfg. Co. 1. 

Skinner Electric Valve Div. 3. 
Telectro Industries Corp. 2-3. 
United Aircraft Prods., Inc. 2-3. 
West Coast Electrical Mfg. Corp. 


1-2-3. 
Woden Transformer Co. 1 


SONAR 


# Canadian General Electric Co. 
& T.D. 


Canadian Sonic Co. 

Canadian Westinghouse Co. Ltd. 
Edo (Canada) Ltd. 

Raytheon Canada Ltd. 

Titania Eiectric Corp. of Canada 
TranSonic Ltd. 


Bendix Aviation Corp. 
Edo Corp. 

Gulton Industries, Inc. 
Radiation, Inc. 


SOUND SYSTEMS— 


Complete 

Addison Industries Ltd. 

Amalgamated Electric Corp. Ltd. 

Audio Vox Intercom, Inc. 

Automatic Telephone & Sound 
Services Ltd. 

E.M.I.-Cossor Electronics Ltd. 

Electro-Vox Intercom. Inc. 

Electronic Associates Ltd. 

Electronic Communications Ltd 

Electronic Research & Develop- 
ment Co. Ltd. 

Engineered Sound Systems Ltd. 

Ericsson Telephone Sales of 
Canada Ltd. 

Executone Communication 
Systems Ltd. 

Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 

Industrial & Institutional 
Communications Ltd. 

Measurement Engrg. Ltd 

National Sound Services Ltd. 

Northern Electric Co. Ltd. 

Peffer Sound Systems Ltd. 

T.M.C. (Canada) Ltd. 

Tele-Radio Systems Ltd. 

RCA Victor Co., Ltd. 


David Bogen Co., Inc. 

Compagnie Francaise Hortson 

DuKane Corp. 

Etelco Ltd. 

Isophon-Werke GmbH. 

Jensen Mfg. Co. 

Mark Simpson Mfg. Co. Inc. 

National Sound Services Ltd. 

National Theatre Supply Co. 

R. W. Neill Co., Inc. 

Rauland Borg Corp. 

Siemens & Halske A.G 

Sound-Craft Systems. 

The Trix Electrical Co. Ltd. 

Webster Electric Co. 

bas Electrical Radio Co. 
td. 


SPEAKERS 


1. Dual Cone 4. Low 

2. Flame and Frequency 
Explosion 5. Marine 
Proof Speaker 

3. High Systems 
Frequency 6. Wide Range 


Amalgamated Electric Corp. Ltd. 


” Canz adian General Electtric Co. 
E.E. & T.D. 


Daystrom Ltd. (Heath) 1. 

EV of Canada Ltd. 1-3-4-6. 

Ericsson Telephone Sales of 
Canada Ltd. 3-4-5, 

Executone Communication 
Systems Ltd. 

Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 2-3-4-5-6. 

R. Mack & Co. Ltd. 1-3-4. 

Marsland Engrg. Co., Ltd. 


The Plessey Co. of Canada Ltd. 
3-4-6. 


Renfrew Electric Co. Ltd. 1-3-4-6. 


Rogers Electronic Tubes 
Components Div. of Philips 
Electronics Ind. Ltd. 1-3-4-6. 

F. V. Topping Electronics Ltd. 5 


Acoustical Mfg. Co. 6. 

Robert Allen Ltd. 3-4-6. 
Amalgamated Wireless 1-3-4-6,. 
Argos Prods. Co. 1-3-4-6. 
Atlas Sound Corp. 2. 

Bozak Sales Co. 1-3-4-6. 
Cletron, Inc. 1-2-3-4-6. 

Cc — agnie Francaise Hortson 


Crowell Sipe 5. 
Duode Ltd. 
Dukane Se 3-4. 


Electro Voice Inc. 1-3-4-6. 

Electronic Instrument Co. 6. 

Elektromesstecknik Wilhelm 
Franz 

Feho Lautsprecherfabrik 1-3-4-6. 

Goodmans Industries Ltd. 


1-. 
Guest Prods. Corp. 5. 
Hartley Prods. Co. 6. 
Isophon Werke GmbH. 1-3-4-6. 
Jensen Mfg. Co. 2-5. 
James B. Lansing, Inc. 3-5-6. 
Magnavox Co. 1-2-3-4-6. 
National Theatre Supply Co. 
3-4-6 , 


Oaktron Industries 4-6. 

Oxford Components, Inc. 1-4-6. 

Oxford Electric Corp. 1. 

Quam-Nichols Co. 1-3-4-6. 

Racon Electric Co. Inc. 
1-2-3-4-5-6. 

Radio Corp. of America. 5. 

Reproducers & Amplifiers Ltd. 
1-3-4-6. 

Rola-Celestion Ltd. 3-4-6. 

Siemens & Halske A.G. 1-2-3-4-5- 
6 


Sonotone Corp. 3-4. 

Telefunken GmbH. 1-3-4-6. 

The Trix Electrical Co. Ltd. 5. 

University Loudspeakers Inc. 
1-2-3-4-5-6. 

Utah Radio Prods. Corp. 
1-2-3-4-5-6 

Vitavox Lid 1-6. 

Wharfedale w ireless Works Ltd. 
1- 


WwW hiteley Electrical Radio Co. 
Ltd. 2-3-4-5-6 


SPECTROMETERS 


1. Gamma Ray 3. Recording 
2. Mass 


Dial & Instrument Finishers Ltd. 
1 


Dominion Electrohome Industries 
Ltd. Tech. Prods. Div. 1 
Electronic Associates Ltd. 1. 
Fisher Scientific Co., Ltd. 3. 
Measurement Engrg. Ltd. 2. 


Baird-Atomic, Inc. 1-3. 

BJ Electronics. 1. 

Beckman Instruments, Scientific 
Div. 2-3. 

Bendix Aviation Corp. 2. 

A/S Bruel & Kjaer. 3. 

Chirana Corp. 1-2-3. 

Dunn Engineering Associates 
Inc. 2. 

Julie Research Labs., Inc. 7. 

Metropolitan-Vickers Electrical 
Co., Ltd. 2. 

Nuclear Corp. of America, 
Instrument Div 

Radiation Counter Labs., Inc. 


Siemens & Halske A.G 
The Victoreen Instrument Co. 1. 
Winston Electronics Ltd. 3. 


SPECTROPHOTOMETERS 


= Canadian General Electric Co. 


E.E. & T.D 

Dominion Electrohome 
Industries Ltd. Tech. Prods. 
Div. 

Fisher Scientific Co., Ltd. 

Tecneek Associates 

Baird-. Atomic, Inc. 

R. & J. Beck Ltd. 

Beckman Instruments, Inc., 
Instruments Div. 

Chirana Corp. 

Eldorado Electronics Co. 

om Development Labs., 
n 

Joyce, Loebel & Co. Ltd. 

Dr. B. Lange. 

Photovolt Corp. 

Telechrome Mfg. Corp. 

Welch Mfg. Co. 


SPRINGS .- 


3. Precision 
4. Other 


1. Antenna 
Tension 

2. Instrument 
Hair- 
springs 

The Wallace Barnes Co., Ltd. 

1-2-3-4, 

Bohne Industries Ltd. 3-4, 

Dominion Fasteners Ltd. 4. 

Tenatronics Ltd. 1-4. 

bay 2 gy Turbine Co. of Canada 
td. 1. 


Birnbach Radio Co., Inc. 1. 

Crucible Steel Company of 
America. 4. 

PIC Design Corp. 3. 

Taylor Spring & Mfg. Inc. 3. 

Ward Prods. Co. 1. 


STANDARDS 
1. Capacitance 
2. Frequency 
3. Frequency, 

Microwave 
4. Inductance 
Aerovox Canada Ltd. 1-4-7. 

# Canadian Marconi Co. 2-5. 

= Canadian Research Institute 1-7. 
Daystrom Ltd. (Heath) 1. 
Leeds & Northrup Canada Ltd. 


. Laboratory 
Time 

6. Phase 

7. Resistance 


1-4-7. ; 
Phillips Electronics Industries 
Ltd. 1. 


Polytronics Co. 7. 
Renfrew Electric Co. Ltd. 7. 
C. R. Snelgrove Co. Ltd. 2. 
e Standard Telephones & Cables 
Ltd. 1- 
Tinsley Instruments (Canada) 
Ltd. 1-4-7. 


Acton Labs., Inc. 6. 

Arco-Elmenco, 1. 

Avien Inc. 1. 

BJ Electronics. 2. 

Rex Bassett Inc. 2. 

Berkeley Div., Beckman 
Instruments Inc. 2-5. 

Bomac Labs. Inc. 3. 

Boonton Electronics Corp. 1. 

Borg-Warner Corp. 

Bulova Watch Co. 2. 

Cambridge Instrument Co. Ltd. 

Computer Measurement Corp. 2. 

Consolidated Resistance Co. of 
America, Inc. 1-7. 

Control Electronics Co. Inc. 3. 

Croydon Precision Instrument 
Co. 7. 

A/S Danbridge 1-2-4-7. 

Elektromesstechnik Wilhelm 
Franz 

Frequency Standards Ltd. 2-3. 

General Radio Co. 1-2-4-5. 

P. Gossen & Co. GmbH. 7. 

Hartmann & Braun A.G. 1. 

Hewlett-Packard Co. 2-3. 

Industrial Test Equipment Co. 2. 

Instruments, Inc. 5. 

Julie Research Labs., Inc. 7. 

Laboratory for Electronics, Inc. 


Lavoie Labs., Inc. 2-5. 
Manson Labs., Inc. 2-3. 

Metra Corporation 7. 
Mid-Eastern Electronics 4-7. 
Plastics Capacitors, Inc. 1. 
Potter Instrument So. Inc. 1-2. 
W. G. Pye Co. Ltd. 

% Corp. of ae a 3. 

S. Rochar Electronique 2-5 
Shz - b. Mfg. Co. 7 

Specific Products Co. 5. 

Texas Instruments Incorporated 


A/ S Tobias Jensen Condenser 
Prods. Ltd. 

Van Bias Industries Inc. 
Electronics Div. 2. 

Varo Mfg. Co., Inc. 2. 

Waveline Inc. 


STANDARDS 
EQUIPMENT—Calibration 
Bayly Engineering Ltd. 
Canadian Research Institute. 
S. Smith & Sons (Canada) Ltd 
Tinsley Instruments. 

C. R. Snelgrove Co. Ltd. 


B. J. Electronics Borg- Warner 
Corp. 

Chemalloy Electronics Corp. 

Consolidated Resistance Co. of 
America 

Eldorado Electronics Co. 

Electro Instruments, Inc. 

Electronic Instruments Ltd. 

General Radio Co. 

P. Gossen & Co. GmbH. 

John Fluke Mtg. Co., Ltd. 

Julie Research Labs. Inc. 

Kearfott Co. Inc. 

Wayne Kerr Labs. Ltd. 

Lavoie Labs., Inc. 

Manson Laboratories, Inc. 

Mid astern Electronics. 

Potter Instrument Co., Inc. 

Radio Frequency Labs. Inc. 

Schomandl K.G. 

Sensitive Research Instrument 


orp. 
Shallcross Mfg. Co. 
Weinschel Engrg. & Mfg. Corp. 


STANDS 
M. Microphone’ S. Speaker 
Canadian Astatic Ltd. M. 
Electronic Communications Ltd. 
M-S. 
EV of Canada Ltd. M. 
s Hackbusch Electronics Ltd. 
(Stromberg-Carlson) M. 
= R. Mack & Co. Ltd. M. 
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National Sound Services Ltd. 
M-S 


Northern Electric Co. Ltd. M. 
Atlas Sound Corp. M-S. 
Dukane Corp. M. 

Electro Sonic Labs., Inc. M. 
Electro Voice, Inc. M. 
Grampian Reproducers Ltd. M. 
Lustraphone Ltd. M. 

R. W. Neill Co., Inc. M-S. 
Racon Electric Co., Inc. M. 
Reslo Sound Ltd. M. 
Telefunken —_— M. 

Turner Co. 

Radio Corp. . America. M. 
The Trix Electrical Co. Ltd. M. 
Vitavox Ltd. S. 


STRAIGHTENERS—Pin, 
Tube 
Belling & Lee Ltd. 
General Cement Mfg. Co. 

® Siemens Edison Swan Ltd. 
Vector Electronic Co. 
Workman TV., Inc. 


STRAIN RELIEFS 


Amphenol Canada Ltd. 
National Fibre Co. of Canada 
oa ae 
Slater Co., Ltd. 
Swaniting Fabre of f Canada Ltd. 


Birnbach Radio Co., Inc. 
General Cement Mfg Co 
Heyman Mfg. Co 

Phalo Plastics Corp. 


STRIP TRANSMISSION 
LINES 
Amphenol Canada Ltd. 


Aerialite Ltd. 
Coaxial Connector Co. Inc. 


STROBOSCOPES 


= Canadian Research Institute. 
Dominion Electrohome 
eames Ltd. Tech. Prod. 


E. M. 1 -Cossor Electronics Ltd. 
— Electronics Industries 


Ad. 
R. H. Nichols Ltd. 
Tecneek Associates 


Chadwick-Helmuth Co. 

Communication Measurements 
Lab., Inc. 

Dawe Instruments Ltd. 

Deuta-Werke Gmbh. 

Drello Ing. Paul Drewell. 

General Radio Co 

Jaquet Ltd. 

Rek-O-Kut Co. 

Sanborn Co. 

Savage & Parsons Ltd. 

Slaughter Co. 

Ernest Turner Electrical 
Instruments Ltd. 


STYLI 


1. Cutting 
2. Playback, 
Diamond 


3. Playback, 
tal 


Me 
4. Playback, 
Sapphire 
Canadian Astatic Lid. 1-2-3-4, 
® Canadian —_ ral Electric Co. 


EV of Canada Ltd. 2-4. 

* R. Mack & Co. Ltd. 2-4, 
Regency Electronics Ltd?®3-4. 
Audio Devices, Inc. 1 1- 3-4 
Collaro Ltd. 2-4 
Cosmocord Ltd. 2-4. 

Duotone Co., Inc. 1-2-3-4 

Electro Voice, Inc. 2-4, 

Fairchild Recording Equipment 
Co. 2 

Jensen Industries Inc. 2-3-4. 
J. Leak & Co. Ltd. 2. 

M. A. Miller Mfg. Co. 3. 

Nagaoka Mfg. Co. 2-4, 

Recoton 2-3-4, 

Reeves Soundcraft Corp. 1. 

Rek-O-Kut Co. 1-2-3-4, 

A. R. Sugden & Co. Ltd. 2-4, 

Webster Electric Co, 2-4, 


SWITCHBOARDS— 
Automatic 
= onmen Electric Corp. 
td. 


® Automatic Electric (Canada) Ltd. 


® Canadian Westinghouse Co. Ltd. 
Electronic Communications Ltd. 
Ericsson Telephone Sales of 
Canada Ltd. 
Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 
R. H. Nichols Ltd. 


Northern Electric Co. Ltd. 

Powertronic Equipment Ltd. 

Standard Telephones & Cables 
Mfg. Ltd. 


Auth Electric Co., Inc. 
Automatic Electric Co. 
Autophone Ltd. 

DuKane Corp. 

Etelco Ltd. 

aes Switchboard & Supply 


Telephone Mfg. Co., Ltd. 


SWITCHBOARDS— 
Television Master 
® Canadian General Electric Co. 
E.E. & T.D. 


# E.M.I.-Cossor Electronics Ltd. 
® Hackbusch Electronics, Ltd. 
(Stromberg-Carlson) 
Northern Electric Co. Ltd. 
Tele-Radio Systems Ltd. 


Grundig Radio Werke 
Telechrome Mfg. Corp. 
Telefunken G.m.b.H. 


SWITCHES 
- Automatic 17. Remote 


Transfer Control 
. Rotary and 
Band 


Change 


. Float Type . Su 
Key miniature 
. Knife 


. Tap 
- Limit 25. Telemetering 
Time 


Mercury 


3. Microwave 27. Toggle 


Miniature 28. Transformer 


Pressure 29. Vacuum 
. Pushbutton 


Airtron Canada Ltd. 13. 


Allen-Bradley Canada Ltd. 11-15. 


Amalgamated Electric Corp. Ltd 
19-21-22-27. 

Amphenol Canada Ltd. 2-4. 

Andrew Antenna Corp. Ltd. 2. 

Arrow-Hart & Hegeman 


(Canada) Ltd. 3-7-9-16-20-21-27. 


Automatic Electric (Canada) 
Ltd. 9-16-22 
Aviation Electric Ltd. 15-19-29, 


Brown, Boveri (Canada) Ltd, 1-3- 


13-16-25. 

“anadian Controllers Ltd. 16-17. 

“anadian Cutler-Hammer Ltd. 
8-11-12-14-15-16-27. 

-anadian Electric Resistors Ltd 
24 


‘anadian General Electric Co 


Ltd. 1-2-3-4-9-10-11-12-14-15-17- 


21-23-25-26-27. 


“anadian Liquid Air Co. Ltd. 16. 


Canadian Research Institute 

Canadian Stackpole Ltd. 16-20. 

Canadian Westinghouse Co. Ltd 
1-3-7-16-17-19. 

Cdn. Marconi Co., Radio Relay 
Div. 13. 

Centralab Canada Ltd. 18-20-23. 

C. P. Clare (Canada) Ltd. 9. 

Controls Co. of America 
(Canada) Ltd. 8-16-20-21-27. 

Davis Automatic Controls Ltd 
1-3-8-11-12-15-16-17-26. 

Dominion Electrohome Indus- 
tries Ltd., Tech, Prod. Div. 


3-9-16. 
— ee High Vacuum Canada 


Electric: “ Mfg. Co. 10. 

Electronic Communications Ltd. 
1-7-11-22-26. 

Electronic Components Ltd. 
16-27. 


H. B. Etlin Co. Ltd. 27. 
Ericsson Telephone Sales of 


Canada Ltd. 3-4-16-17-18-21-22. 


Ferranti-Packard Electric Ltd. 


L. H. Frost Canada Ltd. 21. 
Hackbusch Electronics Ltd. 


(Stromberg-Carlson) 4-5-6-9-17- 
2 


2-25. 

Helipot Div., Beckman Instr., 
ne. §. 

Honeywell Controls Ltd. 9-11-12- 
14-15-16-18-21-23-27-29. 

Jerrold Electronics (Canada) 
Ltd. 2. 

— Electric Co. of Canada 

saa Rotax Ltd. 16-21-27. 

R. Mack & Co. Ltd. 9-10-14-16- 
20-27. 

Measurement Engrg. Ltd. 16. 

eer S Instruments Ltd. 5-9- 
13-14-17-22. 

Northern Radio Mfg. Co. Ltd. 
7-17-25. 
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Osborne Electric Co., Ltd. 10, 
The Plessey Co. of Canada Ltd. 
17-18-20. 


Radio Components Ltd. 3-5-7-9- 
14-16-18-20-21-22-23-24-25. 
Renfrew Electric Co. Ltd. 6-18. 

T.M.C. (Canada) Ltd. 2-7. 

Tecneek Associates 21-22-24. 

Tinsley Instruments (Canada) 
Ltd. 5. 

United-Carr Fastener Co. of 
Canada Ltd. 16. 

Vector Labs. Inc. 

Ward Leonard of Canada Ltd 
10-16-28. 

The Wind Turbine Co. of 
Canada Ltd. 16. 


Aemco, Inc. 26. 


Advance Components Ltd. 2-5-18. 


A. E. G. 18. 

A’G’A Division of Esna. 26. 

Aerialite Ltd. 2. 

Aero Supply Co. 8. 

Alford Mfg. Co. 2. 

American Designed Components, 
Inc - 

Amplivox Ltd. 23. 

Arcoletric Sw itches Ltd. 27. 

Arnoux Corp. 7-25. 

Atlas Electric Products. 12. 

Austinlite Ltd. 18. 

Auth Electric Co., Inc. 16. 

Automatic Electric Co. 9-16-22. 

Automatic Metal Prod., — 2 

Automatic Timing & Controls. 
Inc. 

Birnbach “Radio Co., In 
10-14-16-18-20-23-27. 

Barksdale Valves 15-29. 

Bogart Mfg. Corp. 2-13. 

Bomac Labs., Inc. 13. 

A. F. Bulgin & Co. Ltd. 9-14-16- 
18-19-20-21-27 

Burroughs Corp. 7. 

The British Electric Resistance 
Co. 24-28. 

California Computer Prods., Inc 
-25. 

bia Capitol Machine Co. 9-16. 
Carling Electric, Inc. 20-27. 

Carter Parts Co. 23. 

Century Electronics & 
Instruments 15. 

Cherry Electrical Prods. Corp 
3-7-11-14-21. 

Chicago Miniature Lamp Works 
23 


Cinema Engrg., Div. Aerovox 
Corp. 3-5. 

Circle “F” Mfg. Co. 6-10-21-27. 

Clarostat Mfg. Co. Inc. 7-14-18. 

Coaxial Connector Co., Inc. 1-2. 

Coleman Engrg. Co., Inc 

Computer Measurements Corp 
26. 


Consolidated Controls Corp. 15. 

Consolidated Electrodynamics 
Corp. 29. 

Continental Glass Works 12. 

Control Prods. Inc. 16-21-27. 

Corning Glass Works 12. 

Couch Ordnance. 18. 

Cramer Controls Corp. 26. 

Croydon Precision Instrument 
Co . 

James Cunningham & Son, Inc. 
4 


A/S Danavox. 23. 

Danbury Knudsen Div. of Am- 
phenol Electronics Corp. 2-13. 

The Daven Co. 
3-9-14-18-20-23-24. 

Del Electronics Corp. 7. 

Dewhurst & Partner Ltd. 11. 

ae Antenna Microwave 
Corp. 

Disieasie "Prods Engrg. Co., 
Inc “13 

D&M Prods. 1-3-20-27. 

Douglas Microwave Co., Inc. 13. 

Durakool Inc. 12. 

Eagle Electric Mfg. Co., Inc. 
6-10-12-16-18-21-27. 

Ebert Electronics Corp. 
7-12-14-21-26-28-29. 

Eby Sales Co. 20. 

Edwards High Vacuum Ltd. 29. 

Egen Electric Ltd. 16-21-27. 

Eitel-McCullough, Inc. 29. 

Electro-Miniatures Corp. 23-24. 

Electronics Specialty Co. 
2-3-7-13-14-17. 

= ‘ome Corp. 11-14-16-21-23- 
7 


Electro Switch Corp. 17-21-24. 

Electrocraft, Inc. 14-16-23. 

Electro-Miniatures Corp. 14-18- 
23-25. 


Electrovac 12. 
Electronic Instruments Co., Inc. 
7 


Electronic Specialty Co. 2. 
George Ellison Ltd. 28. 

Engel and Gibbs 12. 
Engineered Electronics Co. 22. 
Etelco Ltd. 22. 

Firma Tage Schouboe. 16-28. 


General Cement Mfg. Co. 16-20- 
27. 

General Communications Co 
2-13. 


General Radio Co. 5. 

Gordos Corp. 12. 

Gorn Elec. Co., Aircraft Controls 
Div. 8-15-29. 

Gorrell & Gorrell. 26. 

Grayhill, Inc. 5-14-16-17-21-24. 

Great Lakes Mfg. Corp. 15. 

Greenleaf Mfg. Co. 15-25. 

Grigsby Co., Inc. 5-17. 

Guardian Electric Mfg. 22. 

Hartman Electrical Mfg. Co., 
The 1-17. 

Haenni & Co. A. G. 15. 

Heinemann Electric Co. 10. 

Henry & Thomas Ltd. 9. 

Hetherington Inc. 
14-16-18-20-21-23-27. 

Horstmann Gear Co. Ltd. 26. 

Hughes Prods., Hughes Aircraft 
Co. aooe 11-14-17-18-19- 
22-23-25 

Industrial Instruments Inc. 5-18. 

Inertia Switch, Inc. 11-14-16-20- 
21-23-27. 

Instrument Dev. Labs., Inc. 25. 

International Instruments, Inc 
9-14-18-22-23-27. 

Isotope Dev. Ltd. 7. 

I-T-E Circiuit Breaker Co. 13. 

J.B.T. Instruments, Inc. 18-21-27. 

Jennings Radio Mfg. Corp. 2-29. 

— Electronics Corp. Inc. 


Kearfott Co. Inc. 13. 

Kellogg Switchboard & Supply 
Co, 4-22. 

The Keyswitch Co. 7-9-25. 

Kulka Electric Corp. 27. 

Leach Corp. 
3-4-7-10-12-15-18-19-20-23-24. 

Leetronics, Inc. 13. 

G. H. Leland Inc. 22. 

Licon Switch Div., Illinois Tool 
Wks. 11-14-16-17-21-23-27-29. 

Littelfuse Inc. 12. 

Mallory & Co. Inc. 

"14-16-18-21. 

The McMurdo Instrument Co 
Ltd. 28. 

Meridian Metalcraft, Inc. 13. 

Metals & Controls Corp. 11-14- 
15-21-23. 

Microdot, Inc. 2. 

Montgomery Mfg. Co. 26. 

Moore Associates, Inc. 25. 

Donald P. Mossman, Inc. 16-21- 


27. 
Muirhead & Co. Ltd. 3-5-9. 
Northern Radio Co., Inc. 7-17- 


25. 

Oak Mfg. Co. 3-5-7-9-14-16-18- 
20-21-22-23-24-25. 

Ohmite Mfg. Co 24-28. 

Painton & Co. Ltd 3-5-16- 24-27. 

Paragon Electric Co. 26. 

Penn-East Engrg. Corp. 18-27. 

Penta Labs., Inc 

Peschel Electronics, Inc. 7. 

Photo Crystals, Inc. 11. 

Prodelin, Inc. 2-13. 

Pneu-Trol, Inc. 26. 

Potter Instrument Co., Inc. 5. 

W. G. Pye Co. Ltd. 5-25. 

Racal Engrg. Ltd. 2. 

Radiation, Inc. 7. 

Revere Corp. of America 8-15. 

M. H. Rhodes, Inc. 26 

Richards Electrocraft, Inc 
14-16-27. 

Roller-Smith Instruments, Inc 

Scaico Controls, Inc. 29. 

Shallcross Mfg. Co. 3-5-14-16-18- 
23-24-28. 

Siemens & Halske A.G. 1-3-11- 
12-16-17-21-22-23-25-26-29. 

Siemens-Schuckertwerke A.G. I1- 
16-17-25. 

Switchcraft, Inc. 3-9-10-14-16-18- 
27. 


Tally Register Corp 
Tech. Labs., Inc. 4-7- 1. 18-22-24- 
25-28. 
Technicraft Labs., Inc. 13. 
Telectro Industries C 4? 26. 
Telephone = ©. ©. is. 4. 
Teletronics L 
Torotor A/S. $.3-16.18-24-27. 
Trad Electronics C a. 2. 
Transco Prods., Inc. 2-7-13-17. 
Ucinite Co. 4-5-H-14-16-18-23-24, 
Unimax Switch Div. of Maxson 
Corp. 11-16-21-23. 
United Electrical Controls Co. 
2-3-11-15-17-19-21-29. 
Universal Circuit Controls Corp. 
3-7-9-14-15-16. 
Vactric oe Equipment) 
td. 18-25. 


Varo Mfg. Co. 7. 

Veeco Vacuum my 29. 

Venner Electronics Ltd. 5-7-26. 

The Walkirt Co. 7. 

Whiteley Electrical Radio Co. 
Ltd. 10-16. 





SYNCHROS 


Aviation Electric Ltd. 
Collins Radio Co. of Canada 


td. 
Daystrom Ltd. 
Helipot Div., Beckman Instr. 


nc. 
Muirhead Instruments Ltd. 
Sperry Gyroscope Co. 


Diehl Mfg. Co. 

Induction Motors Corp. 

Kearfott Co., Inc. 

Muirhead & Co., Ltd. 

Norden Div., United Aircraft 
Corp. 

John Oster Mfg. Co. 

Rotron Mfg. Co. 

Servonics Inc. 

Telectro Industries Corp. 


SYNCROSCOPES 


Aviation Electric Ltd. 
Daystrom Ltd. (Weston) 
Ferranti-Packard Electric Ltd. 
Raytheon Canada Ltd. 


Chadwick-Helmuth Co. 
Elima G.m.b.H. 
Hughes Prods., Hughes Aircraft 


o. 
Polarad Electronics Corp. 
Siemens-Schuckertwerke A.G. 
Sylvania Electric Corp. 


T 


TACHOMETERS 
R. Rotary E. Electronic 
Aviation Electric Ltd. R-E. 
® Bach Simpson Ltd. E. 
Bailey Meter Co., Ltd. R. 
The Canadian Fairbanks-Morse 
Co., Ltd. R. 
® Canadian General Electric Co. 
E.E. & T.D. R. 
= Canadian Research Institute. 
Daystrom Ltd. (Heath) R-E. 
Dominion Electrohome Indus- 
tries Ltd., Tech. Prods. Div. 


E.M.1-Cossor Electronics Ltd. 


Electronic Associates Ltd. E. 


oe Communications Ltd. 


EV of Canada Ltd. E. 

Found Bros. Aviation Ltd. E. 
Honeywell Controls Ltd. E. 
George Kelk Ltd 

Measurement Engrg. Ltd. R-E. 
Muirhead Instruments Ltd. R. 
soevepnochontoms (Canada) Ltd. 


S. Smith & Sons (Canada) Ltd. 


Sperry Gyroscope Co, 
Tecneek Associates R. 
F. = Topping Electronics Ltd. 


Wetter 8 abs. Inc. E. 


A. E. G. E. 

Airpax Products Co. R-E. 

Associated Research, Inc. R. 

Baird-Atomic Inc. E. 

Barber-Colman Co. R-E, 

Beckman Instruments, Systems 
Div. R-E. 

Berkeley Div., Beckman 
Instruments E. 

British Physical Labs. R-E. 

Computer Measurements Corp. 


Diehl Mfg. Co. R. 

Deuta-Werke GmbH. R. 

Electro Voice, Inc. E. 

Esterline Angus Co., Inc. E. 

Evershed & Vignoles Ltd. R. 

The Foxboro Co. E. 

Hartman & Braun A.G. R. 

Hewlett-Packard, Inc. E. 

Jack & Heintz, Inc. R. 

Jaquet Ltd. R. 

Kearfott Co. Inc. 

Magtrol, Inc. E. 

Muirhead & Co. Ltd. R. 

Norden Div., United Aircraft 
Corp. R. 

Potter Instrument Co., Inc. E. 

™ Record Electrical Co. Ltd. 


S. A. Rochar Electronique R-E. 

Rotating Components Inc. R. 

Slaughter Co. E. 

Southwestern Industrial 
Electronics 

Vactric (Control Equipment) 
Ltd. R. 


Varo Mfg. Co., Inc. E. 
Venner Electronics Ltd. E. 
WacLine Inc. R. 

Waugh Engrg. Co. E. 
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TAPE MECHANISMS 


« E.M.1.-Cossor Electronics Ltd. 
Electronic Specialties 
Electronic Communications Ltd. 
Ferranti-Packard Electric Ltd. 
Found Bros. Aviation Ltd. 
Honeywell Controls Ltd. 

Sea Breeze Mfg. Ltd. 
Vector Labs. Inc. 


Ampex Corp. 

British Ferrograph Recorder Co. 
Ltd. 

Collaro Ltd. 

a Data Div. Burroughs 


orp. 
Elektromesstechnik Wilhelm 
Franz 
Epsylon Industries Ltd. 
Garrard Engrg. & Mfg. Co. Ltd. 
Hughes Prods., Hughes Aircraft 


Co. 
Hycon-Eastern, Inc. 
Librascope, Inc. 
Luxor Radio A/B 
Magnecord Div. of Midwestern 
Instruments 
The Pentron Corp. 
Precision Instrument Co. 
Potter Instrument Co., Inc. 
Selectrosonic Corp. 
Tape-Athon 
Telectrosonic Corp. 
Truvox, Inc. 
Viking of Minneapolis 
Webcor, Inc. 
Webster Electric Co. 


TAPES—Recording 


Astral Electric Co. Ltd. 

Canadian Astatic Ltd. 

E.M.1.-Cossor Electronics Ltd. 

Ericsson Telephone Sales of 
Canada Ltd. 

International Business Machines 
Co. Ltd. 

Minnesota Mining & Mfg. of 
Canada Ltd., Electrical 
Prods. Div. 

Sea Breeze Mfg. Ltd. 


Ampex Corp. 

Audio Devices, Inc. 

Badische Anilin & Soda Fabrik 
Collaro Ltd. 

E.M.C. Recordings 

Electronic Specialties 
Ferrodynamics Corp. 


General Transistor Western Corp. 


Gulton Industries, Inc 
Orradio Industries, Inc 
The Pentron Corp. 

Potter Instrument Co., Inc. 
Reeves Soundcraft Corp. 
The SoundScriber Corp. 
Tape-Athon Music, Inc 
Telectro Industries Corp. 
Telectrosonic Corp 


TEES MICROWAVE 


Airtron Canada Ltd. 

Cdn. Marconi Co., Radio Relay 
Div. 

Canadian Westinghouse Co. Ltd. 

Raytheon Canada Ltd 

Sinclair Radio Labs., Ltd. 

Sperry Gyroscope Co. 


Bogart Mfg. Corp. 

CWS Waveguide Corp 

Coaxial Connector Co., Inc. 

DeMornay-Bonardi 

Diamond Antenna Microwave 
Corp. 

Dielectric Products Engrg. Co. 
nc. 

Electronics Specialty Co. 

Ferranti Ltd. 

FXR, Inc. 

Hammarlund Mfg. Co., Inc 

Hewlett-Packard Co. 

Kearfott Co., Inc. 

Meridian Metalcraft Inc. 

Microwave Assoc., Inc. 

Narda Microwave "Corp. 

Radar Design Corp. 

Technicraft Lab., Inc. 

Telerad Mfg. Corp. 

Transco Prods., Inc. 

Waveline Inc. 


TELEPHONES—Handsets 


Amalgamated Electric Corp. Ltd. 


# Automatic Electric Canada Ltd. 
Campbell Mfg. Co. Ltd. 
Electronic Communications Ltd. 
Electronic Materiels Interna- 

tional Ltd. 
Ericsson Telephone Sales of 
Canada Ltd. 


® Hackbusch Electronics Ltd. 


(Stromberg-Carlson) 
Northern Electric Co. Ltd. 
T.M.C. (Canada) Ltd. 


Autophone Ltd. 
Automatic Electric Co. 


David Bogen Co., Inc. 

S. G. Brown Ltd. 

The S. H. —~, Co., Inc. 
DuKane Cor 

English Telephones Ltd. 
Etelco 

Hasler _ 

Hose McCann Telephone Co. 


Inc 
Kellogg Switchboard & Supply 


The Keyswitch Co. 
The Murdock Corp. 

= Siemens & Halske A.G. 
James S. Spivey Inc. 
Telephone Mfg. Co. Ltd. 


TELEVISION SYSTEMS— 
Industrial 


Benco Television Associates Ltd. 
Canadian General Electric Co. 
z T. 


e. .D. 
Diamond Specialty Ltd. 
E.M.I.-Cossor Electronics Ltd. 
Electronic Associates Ltd. 
— Electronics (Canada) 
t 


Pye Canada Ltd., TV Trans. Div. 


RCA Victor Co. Ltd. 


Blonder Tongue Labs., Inc. 

Allen B. Du Mont Laboratories, 
Inc., Int. Div. 

Entron, Inc. 

General Precision Lab. 

Giantview Closed Circuit 
Television Network 

Grundig Radio Werke 

Hallamore Electronics Co. 

— Prods., Hughes Aircraft 


Ingenieur Buro Atlas 

in-Te 
Murphy Radio, Ltd. 
Philco Corp., Gov. & Ind. Div. 
Sarkes Tarzian, Inc. 
Siemens & Halske A.G. 
Telechrome Mfg. Corp. 
Television Utilities Corp. 


TERMINAL 
1. Blocks 
2. Boards 
Allen-Bradley Canada Ltd. 1. 
Amalgamated Electric Corp. Ltd 
1 


3. Strips 


Amphenol Canada Ltd. 1-3-3. 
Arrow-Hart & Hegeman Canada 


Ltd. 1. R 
s Automatic Electric (Canada) Ltd. 
1 


> Burndy Canada Ltd. 1. 
« Canadian General Electric Co. 
E & T.D 


= Consolid: ated Electric E quipment 
Co. Ltd. 
Continental- Diz amond Fibre Ltd. 


Cyanamid of Canada Ltd. 1-2. 
Dial & Instrument Finishers Ltd. 


1. 
Electronic Communications Ltd. 
Electronic Components Ltd. 1-3. 
Ericsson Telephone Sales of 
Canada Ltd. 1-2-3. 
H. B. Etlin Co. Ltd. 1. 


Great Lakes Electrical Spec. Ltd. 


1. 

Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 1-2-3. 
Honeywell Controls Ltd. 1-2-3. 
Lenkurt Electric Co. of Canada 

Lucas-Rotax Ltd. 1-3. 

Eric Marsland & Co. 2-3. 

Measurement Engrg. Ltd. 2-3. 

National Fibre Co. of Canada 
Ltd. 1-2-3. 

Northern Electric Co. Ltd 1. 

Oki & Willadsen Ltd. 1-2-3 

as Plessey Co. of Canada ‘Ltd. 


en Equipment Ltd. 
Spaulding Fibre of Canada Ltd. 
1 


FS Topping Electronics Ltd. 


United-Carr Fastener Co. of 
Canada Ltd. 1-2-3. 

White Radio Ltd. 1-3. 

X-Ray & Radium Industries Ltd. 


Aerialite Ltd. 1. 

Allied Plastics Supply Corp. 
1-2-3. 

Amatom Electronic Hardware 
Co., Inc. 3. 

Atlas E-E Corp. 3. 

Auth Electric Co., Inc. 1. 

Automatic Coil Co., Inc. 1-2. 

Automatic Electric Co. 1. 

Belling & Lee Ltd. 1-3. 

Buchanan Electrical Products 
Corp. 1 
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Birnbach Radio Co. Inc. 3. 

A. F. Bulgin & Co. Ltd. 1-2-3. 

Chicago Industrial Instrument 
Co. 2-3. ‘ 

Cinch Mfg. Co. 1-2-3. 

Coaxial Connector Co. Inc. 1. 

Donner Scientific Co. 2. 

Hugh H. Eby Co., Inc. 1-2-3. 

The Finney Co. 3. 

General Cement Mfg. Co. 2-3. 

Grayhill, Inc. 2-3. 

Harwin Engineers Ltd. 1-2-3. 

Henry & Thomas Ltd. 3. 

Industrial Hardware Mfg. Co., 
Inc. 1-2-3. 

Insulators Ltd. 1. 

Keystone Electronics Corp. 1-2-3. 

Kulka Electric Corp. 1-3. 

Lerco Electronics, Inc. 1-2-3 

Littelfuse Inc. 1-2. 

Litton Industries, Inc. 2-3. 

Mandex Mfg. Co. 3 

The Murdock Corp. 1-2. 

National Tel-Tronics Corp. 1-2-3. 

Permonite Mfg. Co. 3. 

Precision Metal Prods. 2-3. 

Revere Corp. of America. 3. 

Siemens Edison Swan Ltd. 1-2-3. 

Herman H. Smith, Inc. 1-2-3. 

The States Co. 1-2-3. 

Stever-Locke Specialties, Inc. 2. 

Tufnol Ltd. 1-2-3. 

Vector Electronic Co. 2-3. 

Waldom Electronics, Inc. 3. 

The Wama Co. 1. 

C. A. Weidmuller K.G. 1-3. 

Whiteley Electrical Radio Co. 


Ltd. 2. 
F. Wieland Elektrische Industrie 


TERMINALS 


1. Hermetic- 3. Sub- 
miniature 
4. Soideriess 


5. Other 
# Aircraft-Marine Prods. of Canada 
Ltd. 
Amphenol Canada Ltd. 1-2-3. 
# Automatic Electric Sales 
(Canada) Ltd. 5. 
® Burndy Canada Ltd. 1-2-3-4. 
s Cambridge Thermionic 2-3-4-5. 
Cannon Electric Canada Ltd. 
2-3-4-5, 
Consolidated Electronic Equip 
ment Co. Ltd. 1. 
Dominion Auto Accessories Ltd. 


Electronic Components Ltd. 

Eric sson Teleghoas Sales of 
Canada Ltd. 4-5 

H. B. Etlin Co Ltd 4. 

Ferranti-Packard Electric Ltd. 1. 

Hellermann Canada Ltd. 5. 

Lucas-Rotax Ltd. 4-5. 

R. Mack & Co. Ltd. 2. 

Quality Hermetics Ltd. 1. 

Shakeproof/Fastex Div. 

Sido Ltd. 2-5. 

Smith & Svone Ltd. 1. 

Standard Wire & Cable Ltd. 
2-3-4-5. 

United-Carr Fastener Co .of 
Canada Ltd. 2-3-4-5. 

United Shoe Machinery Co. of 
Canada Ltd. §. 

X-Ray & Radium Industries Ltd. 
1. 

Accurate Electronics Corp. 5. 

Aerialite Ltd. 5. 

Amatom Electronic Hardware 
Co., Inc. 2-5. 

Atlas E-E Corp. 5. 

Auth@ectric Co. Inc. 4-5. 

Belling & Lee Ltd. 1-2-3-5. 

Birnt% Radio Co., Inc. 2-3-4-5. 

Birnbach Radio Co. Inc. §. 

Buchanan Electrical Prods. 
Corp. 4. 

The Carborundum Co. 1. 

Chicago Industrial Instruments 
Co. 5. 

Cinch Mfg. Co. 2-3 

Electrical Industries, Inc. 1-2-3-4, 

ETC Ltd. 4 

Electrix Corp. 4. 

Fluorocarbon Prods. Inc. 1-4-5. 

Fusite Corp. 1-2. 

General Cement Mfg. Co. 4. 

Grayhill, Inc. 2-5. 

Harwin Engineers Ltd. 2-3-4-5. 

Heldor Mfg. Co., Inc. 1. 

Henry & Thomas Ltd. 1-2. 

Heyman Mfg. Co. 4-5. 

Hiram Jones Electronics 2-3 

Hitemp Wires, Inc. 1-2. 

Hollingsworth Co., Solderless 
Terminal Div. 

International Telephone & 
Telegraph Corp. 1. 

Jackson Bros. (London) Ltd. 5. 

K. L. G. Sparking Plugs Ltd. 5. 

Keystone Electronics Corp. 5. 

Lerco Electronics, Inc. 2-3-4-5. 

Litton Industries, Inc. 2-3. 
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Lundey Associates, Inc. 5. 
Lusite Corp. 1. 

Malco Mfg. Co. 5. 

Microdot Inc. 3. 

National Tel-Tronics Corp. 2-3- 


Oxley Developments Co. Ltd. 2-5. 
Palmer Associates 1 
Permonite Mfg. Co. 4-5. 
Precision Metal Prods. 2-3-5. 
Revere Corp. of America. 5. 
Sealectro Corp. 2-3-4-5. 
Siemens & Halske A.G. 1-2-5 
Siemens Edison Swan Ltd. 4. 
Silicone Seals Inc. 
Herman H. Smith Inc. 5. 
Geo. Stevens Mfg. Co. Inc. 1. 
Cares ane Specialties Inc. 
Stromberg Carlson Co. 1-2-3. 
Taurus Corp. 2-3-5. 
U. S. Components, Inc. 1. 
Vector Electronic Co. 4. 
Waldom Electronics Inc. 4-5. 
The Wama Co. 4 
C. A. Weidmuller K.G. 5. 
Whiteley Electrical Radio Co., 
Ltd. 5. 
Winchester Electronics Inc. 


TERMINATIONS 
M. Microwave Vv. VHF, Video 
and Pulse 


Airtron Canada Ltd. M. 

Beaconing Optical & Precision 
Matls. Co. Ltd. M. 

i adiz - | Motorola Electronics 

td. 

Cdn. Ma arconi Co. Radio Rel: ay 
Div. M. 

Ferranti-Packard Electric Ltd. M. 

— Electronics (Canada) 


td. M. 
Pye Canada Ltd. TV Trans Div. 
M-V. 
Pylon Electronic Dev. Co, Ltd. 
Vv 


Sinclair Radio Labs., Ltd. M-V. 

Sperry Gyroscope Co. 

Airtron Inc. M. 

Alford Mfg. Co. V. 

Bogart Mfg. Corp. M-V. 

Calidyne Co. V. 

The Carborundum Co., Globar 
Plant. M. 

Coaxial Connector Co., Inc. M. 

CWS Waveguide Corp. M. 

DeMornay-Bonardi. M. 

Diamond Antenna & Microwave 
Corp. M-¥V. 

Douglas Microwave Co., Inc. M. 

Allen B. Du Mont Labs., Inc., 
Int. Div. M-V. 

Electronics Specialty Co. M. 

Emerson & Cuming, Inc. M-V. 

Entron, Inc. V 

FXR, Inc. a 

Filmohm Corp. M. 

The General Electric Co. Ltd. 
M-V. 


General Radio Co. M. 
Hewlett-Packard Co. M-V. 
I.T.E. Circuit Breaker Co. M-V. 
Malco Tool & Mfg. Co. M. 
McMillan Industrial Corp. M. 
Meridian Metalcraft, Inc. M. 
Microlab. M-¥V. 
Microwave Assoc., Inc. M. 
Microwave Development Labs., 
Inc. 1. 

Murphy Radio Ltd. M. 
Narda Microwave Corp. M-¥V. 
Neosid Canada Ltd. M. 

. roe. Corp., Gov. & Ind. Div. 


Radar Design Corp. M. 
W. H. Sanders Ltd. M-V. 
® Sarkes-Tarzian, Inc. V. 
®# Technicraft Lab., Inc. M. 
Telerad Mfg. Corp. M. 
Transco Prods., Inc. M. 
Waveline Inc. M. 
Weinschel Engrg. & Mfg. 
Corp. M. 
Workman TV., Inc. M. 


TEST EQUIPMENT— 
Microwave 
Beaconing Optical & Precision 
Matis. Co. Ltd. 
Canadian Motorola Electronics 
L 


td. 

Collins Radio Co. of Canada Ltd. 
Ferranti-Packard Electric Ltd. 
Pye Canada Ltd., TV Trans Div. 
RCA Victor Co. Ltd. 
Sinclair Radio Labs. Ltd. 
Sperry Gyroscope Co. 
Standard Telephones & Cables 

Mfg. Co. (Canada) Ltd. 
Adler Electronics, Inc. 


Airtron, Inc. 
BJ Electronics 


California Technical Industries 
Cossor Co. Ltd. 
Cubic Corp. 
DeMornay-Bonardi 
Diamond Antenna Microwave 

Corp. 
Douglas Microwave Co. Ltd. 
Electronic Tube Corp. 

, Inc. 

General Communications 
The General Electric Co. Ltd. 
Hewlett-Packard, Inc. 
Kearfott Co., Inc. 
Laboratory for Electronics, Inc. 
Lavoie Labs., Inc. 
Levinthal Electronic Prods., Inc. 
Manson Labs., Inc. 
McMillan Industrial Corp. 
Microwave Assoc. Inc. 
Narda Microwave Corp. 
Polarad Electronics Corp. 
W. H. Sanders Ltd. 
Telerad Mfg. Corp. 


TESTERS 
14. 


21. 


il. 
23. 


Acme Electric Corp. Ltd. 14. 
Addison Industries Ltd. 9-22. 
Aircraft Appliances & Eqpt. Ltd. 


Associated Electronic Compo- 
nents. 13-14. 

Aviation Electric Ltd. 6-14-19. 

Bach Simpson Ltd. 
3-9-13-22-23. 

Beaconing Optical & Precision 
Matis. Co. Ltd. 8. 

Canadian General Electric Co. 
E.E. & T.D. 

Canadian Marconi Co. 
18 


Canadian Research Institute 3-4- 
6-9-13-14-15-17-22-23 

Canadian Sonic Co. 7-11. 

Computing Devices of Canada 
Ltd. 5-18. 

Daystrom Ltd. (Heath) 4-6-9-13- 
15-16-17-20-22-23. 

Electronic Communications Ltd 
3-6-9-11-14-15-23. 

English Electric Co. of Canada 
Ltd. 14. 

Ericsson Telephone Sales of 
Canada Ltd. 13-16. 


Ferranti-Packard Electric Ltd. 15. 
16. 


Fisher Research Lab. Ltd. 

Fisher Scientific Co. Ltd. 8. 

Holub Industries, Inc. 6-23. 

mre - Co. of Canada 
Ltd. 

Me: eee Engrg. Ltd. 7. 

Muirhead Instruments Ltd. 4-9- 


19. 
National Sound Services Ltd. 
3-6-9-13-14-15-22. 


Philips Electronics Industries Ltd. 
7-16. 


The Plessey Co. of Canada Ltd. 
ase Gyroscope Co. 18. 


Stark Electronic Instruments Ltd. 


1-2-3-4-5-6-15-17-20-21-22-23. 
Tecneek Associates 7-9-13-14-16- 
17. 


Tinsiey Instruments. 5-7. 
F. V. Topping Electronics Ltd. 
21 


TranSonic Ltd. 7. 
Triad Instruments & Controls 
Lid. 6-9-13-14, 


Advance Components Ltd. 4-9- 
12-17-23. 

A. E. G. 13-15-23. 

Aerialite Ltd. 13-14. 

Airborne Instruments Lab., Inc. 
10-18. 

Affiliated TV Labs., Inc. 20. 

Alto Scientific Co., Inc. 23. 

ee Electronic Labs., 
nc 

Associated “Research, Inc., 
Export Dept. 13-14. 

Avien, Inc. 4. 

Avo Ltd. 6-13-21-22. 

Baird Atomic, Inc. 21. 

B. & K. Mfg. Co. 5-21-22. 

Barnes Development Co. 4. 

Rex Bassett, Inc. 10. 
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Theo. Benning. 23. 
Boonton Electronics Corp. 4. 
British Physical Labs. 


Branson Instruments, Inc. 7. 
C G Electronics Corp. 21. 
California Technical Industries 
4-6-9-21-22 
Cedco Electronics, Inc. 21. 
Chemalloy Electronics Corp. 18. 
ary | Industrial Instrument 
3-6-9-13-16-17-22-23. 
Christie Electric Corp. 3. 
Communication Measurements 
Lab., Inc. 6. 


Computer Measurement Corp. 10. 


oo Dubilier Electric Corp. 


Cubic Corp. 21. 

A/S Danbridge. 3-6-9-13-14. 

The Daven Co. 17-22. 

Dawe Instruments Ltd. 11. 

Del Electronics Corp. 13-14. 

Don Bosco Electronics Co. 6. 

Dunn Engrg. Associates, Inc. 
10-16-21. 

Eagle Electric Mfg. Co., Inc. 23. 

as High Vacuum Ltd. 

Electro Instruments, Inc. 4-17. 

Electro-Measurements Corp. 19. 

Electronic Instrument Co. Inc. 


Electronic Instruments Ltd. 
13-23. 


Electronic Measurements Corp. 
3-4-5-17-21-22-23. 

Electronic Research Assoc., 
Ltd. 21. 


Elektromesstechnik Wilhelm 
Franz 3-4-13-14. 

Elima G.m.b.H. 9-13-14-17. 

El-Tronics, Inc. 16. 

Evershed & Vignoles Ltd. 3-9-13, 

> oe Electronics Co., Inc. 
1. 


John Fluke Mfg. Co. Inc. 23. 

General Radio Co. 5-12-14-20-21. 

P. Gossen & Co. G.m.b.H. 
3-4-6-9-13-14-15-17-23. 

Gulton Industries, Inc. 4-7. 

Hartmann & Braun A.G. 
6-9-13. 

The Hewson Co. 13, 

Hickok Electrical Instrument 
Co. 2-3-5-15-17-20-22-23. 

Hitachi Ltd. 13-14, 

Holt Instrument Co. 23. 

Hughes Prods., Hughes Aircraft 
Co, 3-4-5-6-7-9-10-11-12-13-14- 
15-16-18-19-21-22-23, 

Hunter Tools. 6. 

Ideal Industries Ltd. 23. 

Industrial Industries, Inc. 
6-9-14-16. 

Industrial Instruments, Inc. 14. 

Industrial Test Equipment Co. 
1-9-11-13-14-19 

Industrial Transformer Corp. 

Institut Dr. Forster. 7. 

International Instruments Inc. 

Jackson Electrical Instrument 
Co. 4-§-22, 

I/S Jensen Electric. 4. 

Kay Electric Co. 18-21. 

Kearfott Co., Inc. 18-19. 

Wayne Kerr Labs. Ltd. 23. 

Krouse Testing Machine Co. 7. 

Laboratory for Electronics, Inc. 
18. 

Lavoie Labs., Inc. 6-8. 

Levinthal Electronic Prods. 
Inc. 18. 

Lintronic Ltd. 13-14, 

Lorain Products, Inc. 3 

Manson Labs., Inc. 14- i8- 22. 

Marion Electrical Instr. Co. 15, 

Measurement Div., McGraw 
Edison Co. 21. 

Metra Corp. 17-23. 

Metrawatt A.G. 13. 

Metronix 4-21. 

Mid E ames Electronics 
6-12-13- 

K. Miller Tool & Mfg. Co. 9 

Millivac Instr. Div. of Cohn 
slec. 17. 

Murphy Radio Ltd. 18. 

Nash & Thompson Ltd. 7. 

New London Instrument Co. 18, 

N.J.E. Corp. 14-15 

Non-Linear Svstems, Inc. 17-23. 

Norden Div., United Aircraft 
Corp. 21. 

Opad Electric Co. 3-13-14-23. 

Owen Labs., Inc. 21. 

Peschel Electronics, Inc. 
6-9-13-14, 

Phaostron Instrument & 
Electronic Co. 23. 

Phillips Control Corp. 21. 

Polyphase Instrument Co. 21. 

Precision Apparatus Co., Inc. 
21-22. 

Pyramid Electric Co. 4. 

Pyramid Instrument Corp. 23. 


Radio Frequency Labs Inc. 
1 


Radiometer 22. 

Reeves Instrument Corp. 19. 

Reflectone Corp. 21. 

Rheem Mfg. Co. 2-4-17. 

Rochar S. A. Electronique 5-22. 

Rohde & Schwarz 11. 

Sakura Electric Co. Ltd. 17. 

Sanwa Electric Instrument Works 
17-21 

Sensitive Research Instr. Corp. 
15-17-23. 

Servo Corp. of America. 8. 

Shalicross Mfg. Co. 9-13-23. 

Shurite Meter 23. 

Siemens & Halske A.G. 13-14, 

Simmonds Aerocessories, Inc. 4. 

Slaughter Co. 6-13-14. 

Speliman High Voltage Co. 13-14. 

Sprague International Ltd. 3. 

The States Co. 9-15. 

Sylvania Electric Corp. 20-22. 

The TAKK am, 13. 

Taylor Electrical Instruments 

td. 4-5-9-13-17-22-23 

Tektronix, Inc. 21- _ 

Telechrome Mfg. Co: 1. 

Telectro Industries Corp. 18-19. 

Telerad Mfg. Corp. 1 

Teletest Instrument cor . 22. 

Trans Electronics, Inc. 21. 

Triplett Electrical Instrument 

17-22-23. 

Ernest Turner Electric Instru- 
ments 3. 

Ultradyne, Inc. 21. 

Unifact Ltd. 13. 

Van Norman Industries, Inc., 
Electronics Div. 13-14. 

Wandel & Goltermann. 11. 

Winston Electronics Ltd. 21. 


THERMISTORS 


8 Barber-Colman of Canada Ltd. 


# Canadian Research Institute 
® Canadian General Electric Co. 
Litd., E.E. & T.D 
Ericsson Telephone Sales of 
Canada Ltd. 
Honeywell Controls Ltd 
The Plessey Co. of Canada Ltd. 
Sperry Gyroscope Co. 


s Standard Telephones & Cables 


Mfg. Co. (Canada) Ltd 
Titania Electric Corp. of Canada 
Atlas Electric Prods. 

Bendix Aviation Corp. 

The Carborundum Co., Globar 
lant 

Fenwal, Inc 

General Cement Mfg. Co. 

Gulton Industries, Inc. 

Microwave Assoc., Inc. 

Narda Microwave Corp 

Steatit-Magnesia A.G. 

Taylor Electrical Instruments 

Ltd. 

Telerad Mfg. Corp. 
Transitron Eiectronic Corp. 
Walsco Electronics Mfg. Co 
Workman TV., Inc 


THERMOMETERS— 


Resistance 


Aviation Electric Ltd. 
Bailey Meter Co. Ltd. 


® Barber-Colman of Canada Ltd. 


The Bristol Co. of Canada Ltd. 
® Canadian Research Institute 

Daystrom Ltd. (Weston) 

Fisher Scientific Co., Ltd. 

The Foxboro Co. Ltd 

Honeywell Controls Ltd. 

George Kelk Ltd. 

Polytronics Co. 

S. Smith & Sons (Canada) Ltd. 

Taylor Instrument Cos. of Can- 

ada Ltd 

Tecneek Associates 

Thermo Electric (Canada) Ltd. 

Thermovolt Instruments Ltd. 

Tinsley Instruments 

Arnoux Corp. 

Cambridge Instrument Co., Ltd. 

Engel and Gibbs 

Fenwal Electronics, Inc. 

P. Gossen & Co. GmbH. 

H/B Instruments Co. 

Harmann & Braun A.G. 

J. B. T. Instruments, Inc 

W. G. Pye Co., Ltd. 

Revere Corp. of America 

Arthur C. Ruge Inc. 

Savage & Parsons Ltd. 

SIFAM Electrical Instrument 

Co. Ltd 


THERMOPILES 


® Barber-Colman of Canada Ltd 


® Canadian Research Institute 
Thermo Electric (Canada) Ltd. 
Aero Research Instrument Co., 
ne. 





Cambridge Instrument Co. Ltd. 
Hartmann & Braun A.G. 

Dr. B. Lange 

Sierra Electronic Co. 

Universal Atomics Corp. 


THERMOSTATS—Electronic 


® Barber-Colman of Canada Ltd. 
® Canadian Research Institute 
Electronic Communications Ltd. 
The Garrett Mfg. Corp. of 
Canada Ltd. 
Honeywell Controls Ltd. 
Measurement Engrg. Ltd. 
Polytronics Co. 


American Thermostat Corp. 

Ellenberger & Poensgen GmbH 

Fenwal, Inc. 

Metals & Controls Corp. 

Revere Corp. of America 

Sifam Electrical Instruments 
Co. Ltd. 

Stevens Mfg. Co., 

be Electrical a 


Ltd. 
® Waters Manufacturing, Inc. 


our 
Counting 
Impulse 
Bailey Meter Co. Ltd. 1. 
The Bristol Co. of Canada 
Ltd. 1. 
Brown Boveri (Canada) Ltd. 11- 
16. 


oo Applied Research Ltd. 


Canadian Electronics Co. 6. 
# Canadian General Electric Co. 
Ltd. 6- 
# Canadian Marconi Co. 6. 
® Canadian Research Institute 
1-2-3-5-6-7-13. 
# Canadian Westinghouse Co. 
Ltd. 2-13-16. 
Controls Co. of America, 
Canada, Ltd. 2-10. 
Davis Automatic Controls Ltd. 
1-2-3-6-8-11-12-13 
Dominion Electrohome Indus- 
tries Ltd., Tech Prods. Div. 
1-2-3-5-6-8-9-10-11-12-13-14-16. 
Electronic Associates Ltd. 6. 
Electronic Communications Ltd. 
1-2-3-5-6-8-13-14-16 
Electronics Corp. of America 
(Canada) Ltd. 13-16. 
Ericsson Telephone Sales of 
Canada Ltd. 4-7. 
Ferranti-Packard Electric Ltd. 6. 
Fisher Scientific Co. Ltd. 2. 
International Business Machines 
Co. Ltd. 2-6-7-8. 
Lucas-Rotax Ltd. 1-2-5-14. 
Measurement Engrg. Ltd 
1-2-3-6-13-14-16. 
C. C. Meredith & Co. Ltd. 
Precision Welder & Benda 
(Canada) Ltd. 4. 
Polytronics Co. 6-13-16. 
J. B. Pritchard Co. 6-8-13-16. 
Sharpe Instruments Ltd. 6 
Sperry Gyroscope Co. 5. 
Standard Electric Time Co. 2. 
Taylor Instrument Cos. of 
Canada Ltd. 1-2-3-10-11. 
Tecneek Associates 2-3-7-14. 


Vector Labs. Inc. 1-2-5-6-10-11-12- 


13-14. 
Aemco, Inc. 1-2-3-5-7-10-11-13- 
14-16. 


Alto Scientific Co., Inc. 6. 

Automatic Timing & Controls, 
Inc. 1-2-3-5-6-8-10-14 

Baird-Atomic, Inc. 


Beckman Inst. Inc., Berkeley Div. 


Belling & Lee Ltd. 3-15. 

Bristol Motor Div. Vocaline Co. 
of America. 1-2-4-10-11-14. 

Computer Measurements Corp. 
1-2-3-6-7- 

a Controls Corp. 1-2-3-5-7- 


Dawe Instruments Ltd. 2-6. 
DeJur-Amsco Corp. 7. 
Dynapar Corp. 5-6. 
Electronic Associates Inc. 6. 
Electronics ee Seeceety Co. 
1-2-3-5-6-8- 
Engel and Gibbs 1-2-3-14. 
Etelco Ltd. 6. 
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Farmer Electric Prods. Co., Inc. 
1-3-5-6-13. 

G-V Controls, Inc. 15. 

General Time a ey aren 
Div. 1-2-3-5-7-10- 

Globe Industries, _ ae 

Gorell & Gorell 1-5-7-14 

Greenleaf Mfg. Co. 1-2-6-13-14. 

Haydon Div., General Time 
Corp. 1-2-3-5-7-8-10-11. 

The A. W. Haydon Co. 
1-2-3-6-7-10-11-12. 

Hewlett-Packard Co. 6. 

Horstmann Gear Co., Ltd. 7. 

Hycon-Eastern, Inc. 6. 

Industrial Timer Corp. 
1-2-3-5-7-10-14. 

Isotope Devel. Ltd. 6. 

J. B. T. Instruments Inc. 

Line Electric Co. 15. 

Lintronic Ltd. 13. 

The Lux cr Mfg. Corp. 


2-5-6-8-11. 

P. R. Mallory & Co. Inc. 
1-2-8-10-11. 

Marion Electrical Instrument 


Co 

Miller Harris Instrument Co. 
1-2-3-5-6-10. 

Montgomery Mfg. Co. 1-2-5-10- 
14. 


Moses Electronics. 7. 
National Co. Inc. 1-2-3-4-5-6- 
7-8-9 


Opad Electric Co. 6. 

Paragon Electric Co. 1-2-3-5-14. 

Patterson, Moos Div. of Uni- 
versal Winding Co., Inc. 
1-6-8-9. 

Peschel Electronics, Inc. 6. 

Photovolt Corp. 1-5 

Photocon Research Prods. 8. 

Post Machinery Co., Electronic 
Prods. Div. 6. 

Potter Instrument Co., Inc. 
1-2-3-5-6-13-14. 

Polytronics Co. 13. 

W. G. Pye Co. Ltd. 7. 

Radiation Counter Labs., Inc. 
1-2-6. 

Ripley Co., Inc. 6-13-16. 

S. A. Rochar Electronique 1-2-3- 
-14. 

Saia S. A. 2. 

Seely a Co., Inc. 1-2-3- 
5-10-11-14 

Siemens & Halske A.G. 

Siemens-Schuckertwerke y G. 6. 

Sifam Electrical Instruments 
Co., Ltd. 7. 

Sinclair. -Collins Valve Co. 

Sodeco. 7-8. 

Stromberg Time Corp. 
1-2-3-5-14. 

Telectro Industries Corp. 
1-2-3-6-10-14-15. 

J. Langham Thompson Ltd. 6. 

Thompson Clock Co. 3-7-10. 

Venner Electronics Ltd. 1-2-3-5-6- 
7-8-9-10-11-13-14. 

Walkirt Co. 1-2-3-6-8-14. 

Weldmatic Div. of Unitek Corp. 
16. 

Zenith Electric Co. 1-2-3-4-5-6- 

7-8-9-10-11-12. 


TOOLS 


1. Hand or 
Mechani- 
al 


¢ 
2. Pneumatic 

Assembly 
3. Resistance 

Soldering 


Wrapping 


® Aircraft- rg Prods. of 


Canada Ltd. 

Aluminum Co. of Cc anada Ltd. 1, 

Automatic Electric Sales 
(Canada) Ltd. 1. 

Aviation Electric Ltd. 

The Canadian Fairbanks-Morse 
Co. Ltd. 1-2-3. 

Canadian Sonic Co. 5. 

Joy Mfg. Co. (Canada) Ltd. 2. 

Photo Tools of Canada Ltd. 1. 

Polytronics Co. 3. 

Rawlplug Products cane 

Shakeproof/Fastex Div. 

United Shoe Machinery Go. of 
Canada Ltd. 6. 

Acoustica Assoc., Inc., 5. 

The Beryllium Corp. 1. 

Bradford Metalmaster 1. 

Buchanan Electrical Products 

orp. 1. 

Drake or ag 

Dremel Mfg. C 

——— Electric Products Co. 

nc. 3. 

The Gabriel Co. 4. 

General Cement Mfg. Co. 1. 

Gulton Industries Inc. 5. 

Hunter Tools 1. 

Kwikheat Mfg. Co. 4. 

Litton Industries, Inc. 1. 

Microdot, Inc. 2 


Narda Ultrasonics Corp. 5 

P. K. Neuses, Inc. 1 

PIC Design Corp. 1. 

Robins Industries Corp. 1. 
Saxton Prods. Inc. 1. 

Technical Devices Co. 1. 

Vaco Prods. Co. 1. 

Wassco Electric Prods. Corp. 3. 
Xcelite Inc. 1 


TRACERS—Signal 


= Canadian Research Institute 
Daystrom Ltd. (Heath) 
® Philips Electronics Indus. Ltd. 


Electronic Measurement Corp. 
s Measurements, a McGraw- 
Edison Div. 
Sylvania Electric Corp. 
— Electrical Instruments 
td. 


TRANSCEIVERS 


1. Aviation 4. uhf 
2. Lifeboat 5. vhf 
3. Portable 
Addison Industries Ltd. 3. 
Aviation Electric Ltd. 1. 
Canadian Motorola Electronics 
Ltd. 3-5. 
Canadian Marconi Co. Comm. 
Prods. Div. 2. 
= Canadian Westinghouse Co. 
Ltd. 1-2-. 
Collins Radio Co. of Canada 
Ltd. 1-4-5. 
s E.M.I.-Cossor Electronics Ltd. 
1-2-3-4-5. 
Electronic Materiels Interna- 
tional Ltd. 1-3-4-5. 
Electronic Research & Develop- 
ment Co. Ltd. 3-5. 
Humble Mfg. Co. Ltd. 3. 


International Systcoms Ltd. 1-2-3- 


Northern Radio Mfg. Co. Ltd. 1. 


The Plessey Co. of Canada Ltd. 


Pye Canada Ltd. § 
Radio Communications Equip- 
ment Engrg. Ltd. 3. 
Raytheon Canada Ltd. 5. 
a Telephones & Cables 
t 


Tele-Radio Systems Ltd. 3-4-5 
F. V. Topping Electronics 
Ltd. 3. 


Bendix Aviation Corp. 1-3-4-5. 

Designers for Industry, Inc. 1-2. 

Allen B. Du Mont Labs., Inc. 
Int. Div. 3-4-5. 

Elektromesstechnik Wilhelm 
Franz 3-5. 

Industrial Radio Corp. 3. 

Kaar Engrg. Corp. 4. 

Link-Gonset, Young Spring & 

. ., Wire Corp. 4-5. 
Multi-Products Co. 3. 
Murphy Radio Ltd. 4-5. 


TRANSDUCERS 


1. Electrome- 3. Thermo- 
chanical electric 
Photo- 
electric 
Aviation Electric Ltd. 1. 
The Bristol Co. of Canada Ltd. 


1-3. 
Canadian Research Institute 


Canadian Sonic Co. 1. 


Canadian Westinghouse Co. Ltd. 


Daystrom Ltd. (Weston) 3. 

Edo (Canada) Ltd. 1. 

Electro Mechanisms Ltd. 1. 
Electronic Communications Ltd. 
Erie Resistor of Canada Ltd. 1. 
ire Electric Ltd. 


1-2. 
The Garrett _- of 
Canada Ltd. 
Intl. Rectifier of re ‘anada Ltd. 2. 
International Research & Devel. 
Corp. 1. 
LCR Mfg. Co. Ltd. 1. 
Measurement Engrg. Ltd. 2. 
Muirhead Instruments Ltd. 1. 
National Semiconductors Ltd. 2. 
The Plessey Co. of Canada Ltd. 
Polytronics Co. 2-3. 
Raytheon Canada Ltd. 1. 
Renfrew Electric Co. Ltd. 1. 


Servomechanisms Canada Ltd. 1. 


S. Smith & Sons (Canada) Ltd. 


1-3. 
Taylor Instrument Cos. of 
Canada 1-3. 


Tinsley Instruments Canada Ltd. 
1. 


Transonic Ltd. 1. 
Vector Labs. Inc. 1-2-3 


11. High Volt- 


Acoustica gg Inc. 1. 

Allegany Instr. Co., Inc. 1. 

Arnoux 

Automatic Telephone & Electric 
Co., Inc. . 

Automatic Timing & Controls, 
Inc. 1. 

B & F Instruments, Inc. 1. 

Baird-Atomic, Inc. 2. 

Beckman Berkeley Div. 1-2. 

BJ Electronics. 1. 

Bourns Lab., Inc. 1. 

A/S Bruel & Kjaer. 1. 

Columbia Research Lab. 1. 

Computer Measurements Corp. 


Dawe Instruments Ltd. 1-2-3. 
Daytronic Corp. 1. 
Decker Engineering Corp. 1-3. 
Donner Scientific Co. 1. 
Dynamic Instrument Co., Inc. 1. 
Electro Prods. Labs., Inc. 1. 
Electro Sonic Labs., Inc. 1. 
Endevco Corp. 1. 
Evershed & Vignoles Ltd. 1. 
Fairchild Controls Corp. 1. 
Farmer Electric Prods. Co., Inc. 
1 


Fenwal Electronics, Inc. 3. 

Gow-Mac Instrument Co. 1. 

Gulton Industries Inc. 1. 

International Resistance Co. 1 

James B. Lansing. 1. 

Kistler Instruments Co., Inc. 1. 

Manheim Mfg. & Belting Co. 1. 

Micro-Test, Inc. 1 

Narda Microwave Corp. 3. 

Norden Div., United Aircraft 
Corp. 1. 

Northam Electronics, Inc. 1 

Nucleonic Prods. 2. 

Photocon Research Prods. 1. 

Polyphase Instrument Co. 1. 

Racon Electric Co., Inc. 1. 

Radiation, Inc. 1. 

Rahm Instruments Div., U.S. 
Gauge. 1. 

S. A. Rochar Electronique 1-2. 

Rosemount Engrg., Co. 3. 

Arthur C. Ruge Inc 3. 

Sanborn Co. 1-3. 

W. H. Sanders (Electronics) 
Ltd. 1. 

Schaevitz Engrg. 1. 

Sensitive Research Instr. Corp. 


Siemens & Halske A.G. 1. 

Southern Instruments Ltd. 1. 

Special Prods. Div., Servo- 
mechanisms, Inc. 1-3. 

Spectrol Electronics Corp. 1. 

Springfield Labs. 1 

Statham Labs. Inc. 1. 

Taylor Electrical Instruments 
Ltd. 1. 

J. Langham Thompson Ltd. 1 

Ultradyne Inc. 1 

Waugh Engrg. Co. 1. 


TRANSFORMERS 


Audio Input 17. Precision 
Audio Matched 
n 
Voltage 
Dividing 
Pulse 


. rf and i-f 

- Saturable 

. Subsonic 
TV 


Deflection 
TV Imped- 


ance 
Matching 
25. Toroidal 


26. 
Supp! 27. 
. Instrument 28. 

Isolation 29. 


. Fly Ba 
Foil Wound 


age Power 


Microwave Fr 
. Miniature 30. Welding 
Plate 31. X-Ray 


Acme Electric Corp. Ltd. 
1-3-4-6-7-8-11-13-14-15-16-17-18- 
19-21-27-28-29-30. 

Aircraft-Marine Prods. of 
Canada Ltd. 11-19. 

Amalgamated Electric Corp. Ltd. 

1 


il. 
Audio Transformer Co. Ltd. 
1-2-4-8-11-13-16-24-28. 
Automatic Coil Mfg. Ltd. 9-20- 
23. 


Aviation Electric Ltd. 6-12. 

Bach Simpson Ltd. 12-25, 

Bayly Engrg. Ltd. 17-18. 

Bepco Canada Ltd. 11-12. 

Brown Boveri (Canada) Ltd. 29- 
3-31. 

Cambridge Thermionic 20. 
Canadian Atlas Transformer Co. 
1-2-3-4-5-6-7-8-10-11-12-13-14- 
15-16-17-18-19-21-22-24-25-26- 

27-28-29-30-31. 
Canadian Electric Resistors Ltd. 
7-27-29. 


CANADIAN ELECTRONICS ENGINEERING JUNE _ 1959 





# Canadian General Electric Co. 


Ltd. 11-12-13-15-16-19-20-21- 
23- 


# Canadian Line Materials Ltd. 21. 
® Canadian Marconi Co. 
® Canadian Research Institute 11. 


Canadian Sonic Co. 26. 

® Canadian Westinghouse Co. Ltd. 
7-11-12-29-31. 

Daystrom Ltd. (Weston) 12-18. 

= las Randall (Canada) Ltd. 

-2-3-4-6-7-8-11-12-13-15-16-19- 

erate 26-28-29. 

E.C.C. Canada Ltd. 

- ‘oom Engrg. 1- Ps 3-4-8-13-16- 


English Electric Co. of Canada 
Ltd. 11-12 


Ericsson Telephones Sales of 
Canada Ltd. 12. : 

Erie Resistor of Canada Ltd. 19. 

Essex Electronics of Canada Lid. 
19-20. 

Pegg Pocket Electric Ltd. 

L. H. Frost Canada Ltd. 6-29. 

The Garrett Mfg. Corp. of 
Canada Ltd. 6-21-25-29. 

General Instrument—F. W. 
Sickles of Canada Ltd. 9-19-20- 
23-24-25-27. 

General Radio Co. 7-27. 

Gomard Electronics Ltd. 4-8-9-11- 
16-23-24-26-28. 

Hammond Mfg. Co. Ltd. 1-2-3-4- 
5-6-7-8-11-13-15-16-17-19-20-21- 
22-25-26-30-31. 

Honeywell Controls Ltd. 12. 

Lenkurt Electric Co. of Canada 
Ltd. 1-2-3-4-15-17-18. 

Lucas-Rotax Ltd. 7-21-25-29. 

R. Mack & Co. Ltd. 4-15-25. 

Magnetic Coil Co. 6-8-13. 

Micarta Fabricators Ltd. 19. 

Moloney Electric Co. of Canada 
Ltd. 8-11-13-16-19-30. 

Northern Electric Co. Ltd. 1-4. 

Osborne Electric Co. Ltd. 6-7-8- 
10-11-13-16-17-18-21. 

Philips Electronics Industries 
Ltd. 31. 

bar Plessey Co. of Canada Ltd. 


Precision Welder & Flexopress 
(Canada) Ltd. 
Polytronics Co. 18. 
RCA Victor Co. Ltd. 23. 
Raytheon Canada Ltd. 
19-29. 
nie Electric Co. Ltd. 1-4-8- 


S. G. Smallwood Ltd. 9-20. 
oo Electric (Canada) Ltd. 8-21- 


Sperry Gyroscope Co. 14, 

Standard Telephones & Cables 
Ltd. 3-8-20-25-29, 

Standard Television Prods. Ltd. 
1-2-3-4-5-7-8-11-12-13-15-16-17- 
18-19-20-25-29-31 

Stanwyck Coil Prods. Ltd. 
15-19-20-24. 

T.M.C. (Canada) Ltd. 19. 

Tecneek Associates 29. 

Thermovolt Instruments Ltd. 12. 

F. V. Topping Electronics Ltd. 


TranSonic Ltd. 26. 

Valeriote Electronics (Guelph) 
Ltd. 1-15-19-20. 

Watkins Electronics Ltd. 24. 


Acoustica Associates. 

Acro Prods. Co. 19-28. 

Advance Components Ltd. 1-6- 
21-29. 

Aerialite Ltd. 20-24, 

Airpax Prods. Co. 
6-7-15-19-25-28. 

a Electronics, Inc. 


Alford Mfg. Co. 14, 
Alto Scientific Co., Inc, 19. 
Amos of Exeter Ltd. 1-2-4-7-8. 
Amplivox Ltd. 15. 
Arnold Magnetics Corp. 1-2-3-4- 
5-6-7-8-13-15-16-18-2 1-25-28. 
Associated Research Inc., 
Export Dept. 12. 
Audio Development Co. 1-2-3-4, 
Automatic Coil Co., Inc. 20-27. 
Blonder-Tongue Labs., Inc. 


15-19- 


The British Electric ee 
Co. 6-7-8-11-27-29-30-3 

Burnell & Co., Inc. 25. 

Burton- Rogers Co. 6-12-25. 

Cc. G. Electronics Corp. 15-25. 

Caledonia Electronic & Trans- 
former Corp. 2-4-5-7-8-11-15- 
19-20-25. 

Carad Corp. 7-8-9-11-13-15-16- 
17-18-19-25. 

Cinema Engrg., Div. Aerovox 
Corp. 25. 

Coil Winders, Inc. 8-14-16-20-25. 

Dawe Instruments Ltd. 


ng Pisewceten Corp. 11-14-17- 


Dinion Coil Co., Inc. 1-2-3-4-5-8- 
12-13-14-15-16-17- 19-21. 23-24- 
25-26-27-28. 

Douglas Microwave Co., Inc. 14, 

Allen B. Du Mont Labs., Inc. 19. 

Eagle Electric Mfg. Co., Inc. 6. 

The Electric Construction Co. 


11. 
Electro wear Works. 
1-2-3-4-5-6-7-8-11-12-13-15-16-21. 
Empire Devices Prods., Corp. 14. 
Epsco Prods., Inc. 1-2-3-4-5-7-8- 
11-13-16-19-25-28-30. 
Ferrotran Electronics Co., Inc. 
1-4-7 


Filtron Co., Inc. ~~ 19. 
Firma Jorgen Sch 
1-2-3-4-8-11-12- 1D is- 16-17-18-19 
Fortiphone. 15. 
General | oe Co., X-Ray 
it. 


P' 

General Radio Co. 27. 

General Radiological Ltd. 31. 

General Magnetics, Inc. 21. 

Gertsch Prods., Inc. 18. 

B. F. Goodrich Sponge Prods. 
Div. 14. 

Grand Transformers Inc. 
1-8-12-13-16 

Gulton Industries Inc. 
5-6-7-8-9-10-12-13-14-15-16-17- 
18-19-21-22-25-26-27-28-29. 

Hartmann & Braun A.G. 12. 

Hermetic Seal Transformer Co. 
1-2-3-4-5-6-7-8-10-13-14-15-16- 
17-18-19-20-21-22-25-26-28-31 

Se Instrument Works 


Industrial Transformei Corp. 
1-2-3-4-5-6-8-11-12-13-14-15-16- 
17-18-19-21-22-24 .25-26-28-29- 

James Vibrapower Co. 4. 

- os Electronics Inc. (East). 
1 


Kepco Labs., Inc. 11-16-21-29. 
-—* ey Prods. Co. 1-2-4-15-19- 
Leach Corp. 

7-11-12- 17-18-21- 27-29. 
Levinthal Electronic Prods., Inc 
Lustraphone. 1. 

Majestic Winding Co. 4. 

Merit Coil & Transformer Corp. 
1-2-3-4-5-6-8-9- 16-23. 

Mico Instrument Co. 25. 

Microlab. 14. 

Microtran Co., Inc. 1-2-4-7-8-12- 
15-19-28. 

Microwave Assoc., Inc. 14. 

Murphy Radio Ltd. 
1-2-3-4-14-15-19. 

N.J.E. Corp. 11-13-19. 

National Co. Inc. 20. 

R. W. Neill Co., Inc. 25. 

Ohmite Mfg. Co. 27. 

Opad Electric Co. 25. 

Ortho Filter Corp. 7-11-15-19-25, 

Oxford Components Co. 
3-4-6-8-11-12-13-14-16-17-18-19- 
27-28-31. 

Partridge Transformers Ltd. 4. 

Penn-East Engrg. Corp. 1-2-3-4- 
8-15-19-20. 

Peschel Electronics, Inc. 
11-16-21. 

Phillips Control Corp. 
7-8-11-15-16-21-25-27. 

Polyphase Instrument Co. 
1-2-7-12-15-17-18-19-21-25. 

Radio Industries, Inc. 9-20. 

Ram Electronics Corp. 9-20. 

Reproducers & Amplifiers Ltd. 4. 

Rola Celestion Ltd. 4. 

Siemens Edison Swan Ltd. 4. 

Siemens-Schuckertwerke A.G. 30. 

Sioux Radio Prods. 20-25 

Smith Hobson Ltd. 12. 

Sorensen & Co., Inc. 29. 

Special Prods. Div., Servo- 
mechanisms, Inc. 7-15-25. 

Spellman High Voltage Co. 11. 

Sprague International Ltd. 19. 

Standard X-Ray Co. 31. 

Stratton & Co. Ltd. 20. 

Stromberg Carlson Co. 1. 

The Superior Electric Co. 7-27. 

Telephone Mfg. Co., Ltd. 25. 

Telex Labs., Inc. 15. 

Thordarson Meissner. 
1-2-3-4-5-6-7-8-9-1 1-12-13-15-16- 
20-21-23-24. 

Torotor A/S. 20-23-24. 

be Transformer Corp. 1-4-8- 

Ernest Turner Electrical Instru- 
ments Ltd. 12-18. 

United Transformer Corp. 1-2-3- 
4-5-6-7-8-11-12-13-17-19-21-25- 
26-27-28-29. 

Varo Mfg. Co., Inc. 5-6-7-8-11- 
13-15-18-19-20-21-25-29. 

Waters Mfg., Inc. 20-27. 

Watkins Electronics Ltd. 2-4. 

Westinghouse Electric Inter- 
national Corp. 31. 
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1. 
2. Germanium, 


Whiteley Electrical Radio Co. 
Ltd. 1-2-3-4-5-6-7-8-12-13-15- 
19-20-23-25-27-28-29. 

a Transformer Co. 7-8-11- 


RANSISTORS 


Germanium 3. Silicon 
4. Silicon, 


Power Power 


Opens General Electric Co. 
td 
Canadian Line Materials Ltd. 


Canadian Westinghouse Co. Ltd. 
Ferranti-Packard Electric Ltd. 


Honeywell Controls Ltd. 1. 

Micarta Fabricators Ltd. 1. 

The Plessey Co. of Canada Ltd. 
1-2-3-4. 

Raytheon Canada Ltd. 1-2-3-4. 

Sperry Gyroscope Co. 4. 

Standard Telephones & Cables 
Ltd. 1. 

Sylvania Electric Canada Ltd. 1- 


2- 

Taylor- Leslie ns & Engrg. 
Corp. Ltd. 1-2-3-4. 

Amperex Electronic Corp. 1-2. 

Automatic Telephone & Electric 
Co. Ltd 

Bendix Aviation Corp. (C.D.C.). 
1 


Bradley Semi-Conductor, Inc. 
1-2-3-4. 

Bud Radio, Inc. 1-2-3-4. 

CBS Electronics 1-2. 

Clevite Transistor Prods. 2-4. 

Fairchild Semiconductor Corp. 3. 

General Transistor Corp. 1-3. 

Hitachi Ltd. 

Hughes Prods., 
Co. 1-2-3-4. 

Morhan Exporting Corp. 1. 

Motorola, Inc. Semiconductor 
Prod. Div. 1-2. 

Nucleonic Prods. 1-2. 

Pacific Simiconductors, Inc. 3. 

Philco Corp., Lansdale Tube Div 
1-2-3-4. 

Siemens Edison Swan Ltd. 1. 

Siemens & Halske A.G. 1-3. 

Sprague International Ltd. 1. 

Sylvania Electric Products Inc. 
1-2-3-4. 

Texas Instruments Incorporated. 


Hughes Aircraft 


Transitron Electronic Corp. 1-2- 


Universal Transistor Products 
orp. 1-2-3-4. 
Westinghouse Electric Corp.- 
Semi Conductor Div. 1-2-3-4. 
Workman TV, Inc 


TRANSMITTERS 


1 
2. 
3. 
4 
5 


14. Portable 


Mo- 
bile Radio 
Telephone 
15. Pulse Time 
Modula- 
Finding tion 
. fm . Radar 
. Facsimile . Radio 
. Fixed Fre- Range 
quency . Railroad 
Fixed . Single Side 


Station nm 
. Television 
uhf 


. Alrcraft 


Commu- 
nication 

. Loran . vhf 

. Marine . vhf Omni 

. Microwave Range 

. Multiplex 

American Electronic Labs., Inc. 
1-5-8-12-21-22. 

Aviation Electric Ltd. 1-5-11-16. 

Beaconing Optical & Precision 
Matis. Co. Ltd. 5-12-16. 

Brown Boveri (Canada) Ltd. 3-4- 
9-12-19-20-21-22-23. 

Canadian General Electric Co. 
Ltd. 3-4-6-9-14-16-20-21. 

Canadian Marconi Co., Comm 
Prods. Div. 6-9-11-12-16-22. 

Canadian Motorola Electronics 
Ltd. 6-9-11-12-14-18-19-21-22. 

Canadian Westinghouse Co. Ltd. 
SO-VEO-ES-LDSS ETO SE SS 


23. 

Collins Radio Co. of Canada 
Ltd. 1-2-3-5-6-8-9-10-12-13-14- 
16-19-21-22-23. 

Daystrom Ltd. (Heath) 2. 

Decca Radar (Canada) Ltd. 16. 

E.M.1.-Cossor Electronics Ltd. 
3-4-9-14-20-21-22 

EV of Canada Ltd. 2. 

Electronic Communications Ltd. 


Electronic Materiels Internation- 
al Ltd. 1-5-6-8-21-22. 


Electronic Research & Develop- 
ment Co. Ltd. 6-8-9-11-14-18- 
19-20 


Ferranti-Packard Electric Ltd 
- 12-16. 


Fisher Research Lab. Inc. 11-14. 

Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 23. 

International Systcoms Ltd. 1-8-9- 
11-12-14-18-19. 

Jerrold Electronics (Canada) 
Ltd. 21. 

Lenkurt Electric Co. of Canada 
Lid. 6-8-9-12-13-14-21. 

Muirhead Instruments Ltd. 7. 

Northern Electric Co. Ltd. 8-21- 
23. 


The Plessey Co. of Canada Ltd. 
1-2-7-8-9-11-14-21-22-23. 

Pye Canada Ltd. 3-4-6-8-9-11-12- 
14-20-22. 

Radio Communications Equip- 
ment & Engrg. Ltd 
3-8-9-11-14-19. 

RCA Victor Co. Ltd. 
1-3-4-6-7-8-9-10-11-12-14-16-17- 
19-20-21-22-23. 

Raytheon Canada Ltd. 
5-9-11-12-16. 

Sinclair Radio Labs., Ltd. 
12-21-22. 

Sperry Gyroscope Co. 
10-11-12-16. 

Standard Telephones & Cables 
Ltd. 3-5-6-8-12-13-15-17-18-19- 
22. 

T.M.C. (Canada) Ltd. 
2-8-9-11-13-14-19. 

Tele-Radio Systems Ltd. 2-3-6-8- 
9-14-17-18-20-21-22-23. 

F. V. Topping Electronics Ltd. 
8-9-11-14. 


Airtron Inc. 12-16. 

American Electronics Co 

Applied Research Inc. ea 22. 

Rex Bassett, Inc. 8-11. 

Bendix Aviation Corp 
1-6-8-9-13-14-16-17-18-2 1-22-23. 

British Communication Corp. 
3-8-9-11-14-19. 

Budelman Electronics Corp. 
12-13. 

Crosby Labs Inc. 7-13-19. 

Allen B. Du Mont Labs Inc. 
4-7-8-9-12-14-18-20-21-22. 

Edo Corp. 16. 

Electronic Instruments Co., Inc. 
2 


Electro Voice, Inc. 2. 

Elektromesstechnik Wilhelm 
Franz 6-14 

Electronics Development Co. 
nc o 

Felton & Guilleaume Fernmel- 
deanlagen GmbH. 6-12-20. 

Fisher Research Lab Inc. 11. 

The General Electric Co. Ltd 

“13 

General Instrument Corp. 1. 

Globe Electronics, Inc. 2-19. 

Hallamore Electronics Co, 20-21- 


22. 
Hammarlund Mfg. Co., Inc 


4-19. 
Dr. Ing. Rudolph Hell. 7. 
a Radio Corp. 14. 
F. Johnson Co. 2-19. 
Raat Engrg. Corp. 11. 
Kay Electric Co. 4-20. 
Levinthal Electronics Prods. Inc. 
6-8-12-15-16-21-22. _ 
Link-Gonset, Young Spring & 
Wire Corp. 6-14. 
Manson Labs., Inc. 
12-16-21. 
Morrow Radio Mfg. Co. 2-19. 
Muirhead & Co. Ltd. 7. 
Multi-Prods. Co. 2-11-19. 
a Radio Ltd. 
Norden Div., United Aircraft 
Corp. 16. 
Northern Radio Mfg. Co. 1. 
Philco Corp., Gov. & Ind. Div 
12-20. 
Racal Engrg ane 8-9-14-19. 
Radiation, Inc. 6. 
Radio Corp. of America. 4. 
Radio Frequency Lab., Inc., 
Comm. Div. 13. 
Radio Specialty Mfg. Co. 14. 
Railway Communications Inc. 18. 
Redifon England Ltd. 
3-8-9-11-14-17-19. 
Rheem Mfg. Co. 6-17. 
Rohde & Schwarz 21-22-23. 
Sarkes-Tarzian, Inc. 20. 
Siemens & Halske A.G. 3-4-5-6- 
7-8-9-11-12-13. 
Sierra Electronics Corp. 22. 
James S. Spivey, Inc. 1-5-8. 
Telerad Mig. Corp. 12-16. 
Television Utilities Corp. 2-7-20. 
J. Langham Thompson Ltd. 
6-8-21-22. 


Transco Prods., Inc. 1 
Varo Mfg. Co., Inc. 22. 





TRAPS—Wave 


Ashman Electronics Ltd. 
Benco Television Assoc. Ltd. 
Brown, Boveri (Canada) Ltd. 
Watkins Electronics Ltd. 


Ortho Filter Corp. 

Siemens & Halske A.G. 
Torotor A/S. 

Vidaire Electronics Mfg. Corp. 


TUBE COOLING UNITS 


The Birtcher Corp. 

Eastern Industries, Inc. 
Ripley Co., Inc. 

United Aircraft Prods., Inc. 


TUBES 


1 


2. 


17. Magnetron 


18 


Microwave 
Trans- 
mitting 

Battery Miniature 

Charger . Noise 

. Bolometer Source 

Cathode Phototubes 
Ray, In- Phototubes, 
sStrument Multiplier 

Cathode Pirani 


- Backward 
Wave 


Ray, . Power 
Multiple Amplifier 
Gun . Receiving 
le . Rectifying, 


Gas 
Filled 
. Rectifying, 
/acuum 
. Sub- 
miniature 
. Television 
Camera 
Pick-up 
Television 
Projection 
Thyratron 
TR, Pre TR 
and Anti 
TR 


Ray, 

Studio or 

Theatre 
Cathode 


Television 
ictu 


. Traveling 
Wave 

. Voltage 
Reference 
or Regu- 
lating 

. Microwave 36. X-ray 

Receiving 

Amalgamated Electric Corp. Ltd. 
1-2-3-4-5-6-7-8-9-10-11-12-13-14- 
15-16-17-18-19-20-21-22-23-24- 
25-26-2 7-28-29-30-31-32-33-34-35. 

Bailey Meter Co. Ltd. 4. 

Brown Boveri (Canada) Ltd. 17- 
19-32. 

Canadian General Electric Co. 
Ltd. 1-2-3-5-6-7-8-9-10-11-12-13- 
14-15-16-17-18-19-20-21-22-23- 
25-26-27-28-29-30-32-33-34-35- 


Canadian Marconi Co., Elec- 
tronics Tube & Components 
Div. 5-6-7-8-9-12-16-17-18-19- 
21-22-25-26-27-28-29-32. 

Canadian Westinghouse Co. Ltd. 
Tube Div. 8-14-16-18-19-22-25- 
26-27-28-30-31-32-34-35-36. 

E.M.1.-Cossor Electronics Ltd. 
5-6-7-16-17-22-23-26-30-31. 

ee Associates Ltd. 11-15- 


Ericsson Telephones Sales of 
Canada Ltd. 25-26 

Ferranti-Packard Electric Ltd. 
§-8-10-12-16-17-19-20-22-26-27- 
28-34. 

Na — al Semiconductors Ltd. 22- 
3 


Philips Electronic Industries 
L 


td. 36. 
Pye Canada Ltd., TV Trans. Div 
30 


Raytheon Canada Ltd. 1-15-16-29- 
32 


RCA Victor Co. Ltd. 7-8-14-16- 
22-23-25-26-27-28-29-30-31-32. 

Rogers Electronic Tubes & 
Components Div. fe Philips 
Electronics Ind. 

2-3-5-7-8-9-10-11- 12. oi3-14-15- 
16-17-18-19-20-21-22-23-24-25- 
26-27-28-29-30-32-33-34-35. 

Sperry Gyroscope Co. 4-16-19-34, 

Standard Telephones & Cables 
Ltd. 2-5-9-16-18-19-20-25-26-27- 
28-29-32-34-35. 

Sylvania Electric (Canada) Ltd. 
1-4-7-8-14-15-16-17-19-20-21-22- 
23-24-25-26-27-28-29-30-32-33- 
34-35. 

Varian Associates of Canada 
Ltd. 1-16-18-19-34. 

Aerolux Light Corp. 4-11-12-27- 


Airborne Instruments Lab., Inc. 


Allen B. Du Mont Labs., Inc. 
§-6-22-23. 


Amperex Electronic Cor 
9-11-13-14-16-18-19-25 
28-29-32-35-36. 

Amperite Co. 2-35. 

Anton Electronics. 11-15-35. 

Atomic Accessories, Inc. 11. 

BJ Electronics, Borg-Warner 
Corp. 11-15. 

Baird Atomic Inc. 9-11-12. 

Bendix Aviation Corp. (CDC) 
21-25-26. 

Bomac Labs., Inc. 
33-34. 

Burroughs Corp. 9-12-21. 

Cascade Research. 1-25-28. 


25-26-27- 


CBS Electronics 5-20-25-26-28-35. 


Christie Electric Corp. 3. 

Clarostat Mfg. Co., Inc. 2. 

Continental Electric Co. 
22-23-27-28-32. 

Cossor Instruments Ltd. 5-26-28. 

os Power Specialty Corp. 


Eitel-McCullough, Inc. 
16-18-19-25-27-28-34. 

Electronic Tube Corp. 5-6-34. 

Electrons Inc. 27-32. 

English Electric Valve Co. 
1-33-34-35, 

Etelco Ltd. 9-12-13-35. 

M. Falk 11. 

General Electric Co. X-Ray 
Dept. 3-6. 

General Radiological Ltd. 36. 

B. F. Goodrich Sponge Prods. 
Div. 17-19-33. 

Gordos Corp. 3-27-28. 

Grundig Radio Werke. 8-30. 

Hallamore Electronics Co. 8 

Huggins Labs., Inc. 1-34. 

Hughes Aircraft Co. 1-5-6-7. 

Ingenieur Buro Atlas. 8-30. 

International Telephone & Tele- 
graph Corp. 5-25-28-34. 

Kay Electric Co. 21. 

Kuthe Labs., Inc. 32. 

Machlett Labs., Inc. 
4-25-28-30-36. 

Microwave Assoc., Inc. 

National Electronics, Inc 
28-32. 

National Union fF pacteie Corp 
2-5-12-20-25-27-35 

National Theatre Supply Co. 7. 

Nuclear Corp. of America, 
Instrument Div. 11. 

Penn-East Engrg. Corp. 29-35. 

Penta Labs., Inc. 25-28-32. 

Photo-Crystals, Inc. 22. 

Polarad Electronics Corp. 16. 


14-27- 


Radiation Counter Labs., Inc. 11. 


Radio Corp. of America. 
5-6-7-8-16-18-19-30-31. 
« Siemens & Halske A.G. 5-6-9-11- 
13-18-19-20-22-25-26-29-32-34- 
36. 


s Siemens Edison Swan Ltd. 15. 
Sierra Electronic Corp. 15. 
Solus Electronic Tubes Ltd. 28- 

35-36. 
Sonotone Corp. 26-29. 
Standard X-Ray Co. 36. 
The Superior Electric Co. ” 
Taylor Tubes Inc. 27-28-3: 

# Tektronix, Inc. 5-6, 

Television Utilities Corp. 31. 
Thermosen Inc. 20-21-28-35. 
United Electronics Co. 7-27-28- 
30. 
Veeco Vacuum Corp. 15-24. 
Victoreen Instrument Co. 10-35, 
Waterman Prods. Co., Inc. 5. 
Waveline Inc. 2. 


TUNERS 
1. am 
2. fm 
3. fm/am 
4. Klystron 
. Microwave 


. Permeabil- 
ity 


- Television 
. Television 


9. uhf 


Addison Industries Ltd. 1-2-3. 

Automatic Coil Mfg. Ltd. 7. 

Beaconing Optical & Precision 
Matls. Co. Ltd. §. 

Beama Engrg. Ltd. 2. 

Canadian General Electric Co 
Ltd., E. k T.D. 3. 

Collins Radio Co. of Canada 
Ltd. 4-5. 

Daystrom Ltd. (Heath) 1-2-3. 

Dominion Electrohome Ind. Ltd 
1-2-3. 

E.M.I.-Cossor Electronics Ltd 
1-2-3-6. 

EV of Canada Ltd. 3. 

Electronic Communications Ltd. 

General Instrument—F. W. 
Sickles of Canada Ltd. 
1-2-6-7-8-9. 

Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 1-2-3. 
Lenkurt Electric Co. of Canada 

Ltd. 5-9, 
Marsland Engrg. Co. Ltd. 6-7-9. 
McCurdy Radio Industries Ltd. 


16-17-18-19-21- 


17-19-33. 


Northern Electric Co. Ltd. 1. 
The Plessey Co. of Canada Ltd. 
1-2. 


Radio Condenser Co. Ltd. 5-6. 

Rogers Electronic Tubes & 
Components Div. of om 
Electronics Ind. Ltd. 

Sea Breeze Mfg. Ltd. 1-3. 

Sinclair Radio Labs. Ltd. 4-5. 

Standard Coil Prods. Ltd. 
1-2-7-9. 

a ee Electric (Canada) Ltd. 


Acoustical Mfg. Co. Ltd. 1-2-6. 

Aerialite Ltd. 2-7-8. 

Airtron Inc. 5. 

Blonder-Tongue Labs. 3. 

David Bogen Co. Inc. (East). 
1-2-3. 

Boulevard Electronics, Inc. 3. 

C. T. Chapman Ltd. 1-2-3. 

Diamond Antenna & Microwave 
Corp. 45. 

Douglas Microwave Co. Inc. 5. 

Dukane Corp. 1-2-3. 

Eddystone Co. Ltd. 1-2-3. 

<< ape Instrument Co., inc. 


Electro Voice Inc. 3. 

Elektromesstechnik Wilhelm 
Franz 2 

Empire Devices Prods. Corp. 5. 

Ferranti Ltd. 5. 

B. F. Goodrich Sponge Prods. 
Div. 5. 

Granco Prods., Inc. 3. 

Hallamore Electronics Co. 7. 

Hewlett-Packard, Inc. 5. 

H. J. Leak & Co. Ltd. 2. 

P. R. Mallory & Co. Inc. 9. 

Mark Simpson Mfg. Co. Inc. 3. 

J. W. Miller Co. 1-2. 

Pilot Radio Corp. 1-2-3. 

Precision Electronics, Inc. 3. 

Radar Design Corp. 

Sargent-Rayment Co. <" 

Sherwood Electronic Labs., Inc. 


Stratton & Co. Ltd. 1-2-3. 

Telerad Mfg. Corp. 5. 

Television Utilities Corp. 1-7. 

Torotor A/S. 2-7. 

The Trix Electrical Co. Ltd. 3. 

Waveline Inc. 4-5. 

Weinschel Engrg. & Mfg. Corp. 
9. 


TUNING DEVICES 


R. Receiver, T. Transmitter, 
Mechanical Mechanical 
Addison Industries Ltd. R. 
Beaconing Optical & Precision 

Matis. Co. Ltd. R-T. 
Canadian General Electric Co. 
Ltd. R-T. 
Croname (Canada) Ltd. R. 
The Plessey Co. of Canada Ltd. 
R-T. 
Radio Condenser Co. Ltd. R-T. 
Bowmar Instrument Corp. R-T. 
General Communications. R-T. 
Jackson Bros. (London) Ltd. R. 
Norden Div., United Aircraft 
Corp. R-T. 


TURNTABLES—Recording 
& Transcription 
Alliance Div., General Steel 
Wares 
= Canadian General Electric Co. 


td. 
Collins Radio Co. of Canada 
Ltd. 


# E.M.I.-Cossor Electronics Ltd 
Electronic Communications Ltd. 
McCurdy Radio Industries Ltd. 
RCA Victor Co. Ltd. 

Collaro I td. 

Dual, Gebr. Steidinger 

Elektromesstechnik W heim 
Franz 

F — Recording Besipment 


Garrard | cee & Mfg. 
Co. L 
Gray vite’ Co. 


Lenco (Goldring) Mfg. Co. Ltd. 


Perpetuum Ebner 
Rek-O-Kut Co. 

The Soundscriber Corp. 
A. R. Sugden & Co. Ltd. 
Suzuki Denki 

Telefunken GmbH. 
Telectro Industries Corp. 
Thorens Co. 


ULTRASONIC EQUIP- 
MENT—Cleaners, Drills, 
etc, 

® Canadian Research Institute 


CANADIAN ELECTRONICS ENGINEERING 


Canadian Sonic Co. 

Canadian Westinghouse Co, Ltd. 

Continental-Diamond Fibre Ltd. 

Dial & Instrument Finishers Ltd. 

Dominion Electrohome Indus- 
tries Ltd. 

Electronic Communications Ltd. 

Philips Electronics Industries 
Ltd. 


The Plessey Co. of Canada Ltd. 
Raytheon Canada Ltd. 
TranSonic Ltd. 


Acoustica Associates. 
Bendix Aviation Corp. (CDC) 
Branson Instruments, Inc. 
Branson Ultrasonic Corp. 
Curtiss-Wright Corp. 
Dawe Instruments Ltd. 
General Ultrasonics Co. 
Gulton Industries Ltd. 
Narda Ultrasonics Corp. 
Radio Heaters Ltd. 
Sheffield Corp. 

Wayne Kerr Labs. Ltd. 
Ultradyne, Inc. 


Vv 


VACUUM INDICATING, 
RECORDING & 
CONTROL EQUIPMENT 


Bailey Meter Co. Ltd. 

The Bristol Co. of Canada Ltd. 

Central Scientific Co. of 
Canada Ltd. 

Daystrom Ltd. 

Edwards High Vacuum Canada 
Ltd. 

Fisher Scientific Co., Ltd. 

The Foxboro Co. Ltd. 

Honeywell Controls Ltd. 

Philips Electronics Industries 
Ltd. 

S. Smith & Sons (Canada) Ltd 

Taylor Instrument Co.’s of 
Canada Ltd. 

Thermovolt Instruments Ltd. 

Cambridge Instrument Co. Ltd. 

Consolidated Electrodynamics 
Corp., Rochester Div. 

Edwards High Vacuum Ltd. 

Evershed & Vignoles Ltd. 

Haenni & Co. : 

Hasting Raydist, Inc. 

® Hughes Prods., Hughes Aircraft 


Co. 
N.R.C. Equipment Corp. 
Ruhstraht 
United Electrical Controls Co. 
United States Gauge. 
Veeco Vacuum Corp. 


VACUUM PUMPS 


The Canadian Fairbanks-Morse 
Co. Ltd. 
Central Scientific Co. of Canada 


td. 
Edwards High Vacuum Canada 
td 
Fisher Scientific Co. Ltd. 
The E. Harris Co, Ltd. 
Thermovolt Instruments Ltd. 
Varian Associates of Canada 
Ad 


Veeco Vacuum Corp. 


Consolidated Electrodynamics 
Corp., Rochester Div. 

Danchemo A/S. 

Edwards High Vacuum Ltd. 

Eitel-McCullough, Inc. 

Great Lakes Mfg. Corp 

Metro-Vickers Electrical Co. 
Ltd. 

N.R.C. Equipment Corp. 

H. P. Preis Engraving Machine 
Co. 

Ruhstraht 

Siemens-Schuckertwerke A.G 

Veeco Vacuum Corp 


VACUUM UNITS 


The E. Harris Co. Ltd 
Edwards High Vacuum Canada 
Ltd. 


Consolidated Electrodynamics 

Corp., Rochester Div. 
Edwards High Vacuum Ltd. 
Great Lakes Mfg. Corp. 
Kahle Engineering Co. 
N.R.C. Equipment Corp. 
Solus Electronic Tubes Ltd. 
Veeco Vacuum Corp. 


VALVES—Servo 


The Bristol Co. of Canada Ltd. 

The Canadian Fairbanks-Morse 
Co. 

Daystrom Ltd 

The Garrett Mfg. Corp. of 
Canada Ltd. 
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® Raytheon Canada Ltd. 
Thermovolt Instruments Ltd. 


Adel Precision Prods. 
Aero Supply Co. 

The Bristol Co. 

George Ellison Ltd. 

Great Lakes Mfg. Corp. 
Kearfott Co., Inc. 

Moog Servocontrols, Inc. 
Semson (Frankfurt). 
United Aircraft Prods. Inc. 


VALVES—Solenoid 


® Canadian General Electric Co. 
Ltd. 
The Canadian Fairbanks-Morse 
0. Ltd. 


Davis Automatic Controls Ltd. 
Electronics Corp. of America 
(Canada) Ltd. 
The Garrett Mfg. Corp. of 
Canada Ltd. 
General Controls Ltd. 
Honeywell Controls Ltd. 
Lucas-Rotax Ltd. 
Taylor Instrument Co.’s of 
Canada Ltd. 
Adel Precision Prods. 
Atkomatic Valve Co. Inc. 
Barksdale Valves 
The Bristol Co. 
Denison Engrg. Div., 
Brake Shoe Co. 
Eckel Valve Co. 
George Ellison Ltd. 
Great Lakes Mfg. Corp. 
Sinclair-Collins Valve Co. 
Skinner Electric Valve Div. 
United Aircraft Prods., Inc. 
Veeco Vacuum Corp. 


VARISTORS 


® Canadian General Electric Co. 
Ltd. 


American 


Canadian Line Materials Ltd. 

Ericsson Telephones Sales of 
Canada Ltd. 

Renfrew Electric Co. Ltd. 

The Carborundum Co., Globar 
Plant. 

Schaver Mfg. Corp. 

Steatit-Magnesia A.G. 


VIBRATION ANALYSIS 
EQUIPMENT 
1. General 3. High Tem- 
. Electronic perature 
Fatigue 


Balancing 
4. Vibration 
Fatigue 
Canadian Westinghouse Co. Ltd. 


E.M.I.-Cossor Electronics Ltd. 2. 

International Business Machines 
Co. Ltd. 1-2. 

Muirhead Instruments Ltd. 1-4, 

Philips Electronics Industries 
Ltd. 1-2-4, 


American Electronic Labs. Inc, 
American Research Corp. 1. 
Bruel & Kjaer 1. 

Calidyne Co. 4. 

Cambridge Instrument Co. Ltd. 


Century Electronics & Instru- 
ments, Inc. 1. 

Chadwick-Helmuth Co. 1, 

Dawe Instruments 2. 

Electro Mechanisms Ltd. 1. 

Endevco Corp. 

General Radio Co. 1. 

Genisco, Inc. 1-4. 

Goodmans Industries Ltd. 1-4, 

Gulton Industries, Inc. 1-4, 

Hughes Prods., Hughes Aircraft 
Co, 1-2-4, 

International Radiant Corp. 3. 

International Research & Devel. 
Corp. 1-2-4. 

Kay Electric Co, 1. 

Ling Electronics Corp. 

Losenhausenwerk 2. 

M. B. Mfg. Co. 1-4. 

— Mfg. & Belting Co. 


Muirhead & Co. Ltd. 1-4, 

Riehle Testing Machines 4. 

Southern Instruments Ltd. 1. 

Southwestern Industrial Elec- 
tronics Co. 1. 

Taylor Electrical Instruments 


Ltd. 1. 

Tel-Instrument Electronics 
Corp. 1. 

Uptron Corporation, 1. 


VIBRATION EXCITING 
EQUIPMENT 


® Canadian General Electric Co, 
Ltd. 


CANADIAN 


ELECTRONICS ENGINEERING JUNE 


s E.M.I1.-Cossor Electronics Ltd. 
® Philips Electronics Industries 
Ltd. 


All American Tool & Mfg. Co. 
A/S Bruel & Kjaer. 

The Calidyne Co., Inc. 
Conrad Inc. 

Endevco Corp. 

Gulton Industries, Inc. 

Ling Electronics Corp. 
Losenhausenwerk 

M. B. Mfg. Co. 

S. A. Rochar Electronique. 


VOLTAGE SUPPLIES— 
Decade 


Acme Electric Corp. Ltd. 
Electronic Communications Ltd. 


Dressen-Barnes Corp. 

John Fluke Mfg. Co., Inc. 

Julie Research Labs., Inc. 
Kin-Tel. 

Northeast Scientific Corp. 

Owen Labs., Inc. 

Tel-Instrument Electronics Corp. 
Wandel & Goltermann. 


VOLTMETERS 


1. General 
2. Digital 
3. Electronic 
4. Electro- meters 
static 7. Slideback 
s Bach Simpson Ltd. 1-3-6. 
® Barber-Colman of Canada Ltd. 


5. Kilovolt- 
meters 
6. Millivolt- 


6. 
Bepco Canada Ltd. 1. 
Canadian General Electric Co. 
Ltd., E.E. & T.D. 5. 
Canadian Marconi Co., 
Prods. Div. 3-6. 
Canadian Research Institute. 
1-3-4-5-6-7. 
Canadian Westinghouse Co. Ltd. 


Comm. 


Daystrom Ltd. (Weston) 1-3-5-6, 
Electrical Mfg. Co. 1 
Electronic Communications Ltd. 


a 
English Electric Co. of Canada 
Ltd 


td. 1. 
Helipot Div., Beckman Inst. 1. 
Honeywell Controls Ltd. 3-6. 
Philips he lectronics Industries 
Ltd. 
SS Electronic Instruments 
d 


mt. "Associ ates 1-6. 


Thermovolt Instruments Ltd. 1-6. 


Acton Labs.. Inc. 3. 

Adage, Inc. 2-3. 

—_ Cc genpons nts Ltd. 1-3-6, 

A. E. ‘ 

Alto Scientific Co., Inc. 1-3-6. 

Amos of Exeter Ltd. 3. 

Assembly Prods., Inc. 1-6. 

Associated Research, Inc. 5-6. 

Avo Ltd. 3. 

Ballantine Labs., Inc. 3-5. 

Beckman Berkeley Div. 2. 

Beede Electrical Instrument Co., 
Inc. 1-5-6. 

Beta Electric Corp. 5. 

British Physical Labs. 1-2-3-6. 

A/S Bruel & Kjaer. 3. 

Burr Brown Corp. 3-6. 

Burton-Rogers Co. 1-6. 

Cc. G. Electronics Corp. 2. 

Cambridge Instrument Co. Ltd 

Camille Bauer Ltd. 1-5-6. 

Chicago Industrial Instrument 
Co, 1-6, 

Clough-Brengle Co. 1-3. 

Cubic Corp. 2. 

A/S Danbridge 1-5-6. 

The Daven Co. 3. 

Dawe Instruments Ltd. 3. 

DeJur-Amsco Corp. 1-6. 

Donner Scientific Co. 3. 

Electro Instruments, Inc. 2-3-6. 

a . + ‘eee Instrument 

‘o. 1. 
Electronic Associates, Inc. 2-3. 
Electronic Instruments Ltd. 1-3. 


Electronic Instrument Co., Inc. 1. 


Electronic Measurements Corp. 
Electronics Associates. 1. 

Elima GmbH. 

Epsco, Inc. 2-3. 

Esterline-Angus Co. Inc. 1-6. 
Evershed & Vignoles Ltd. 1-5-6, 
Ferranti Ltd. 1-4-5-6. 

Fisher Research Lab. Inc. 3-6-7. 


John Fluke Mfg. Co. Inc. 1-3-6-7. 


Franklin Electronics, Inc. 2. 
General Radio Co. 3. 

Gertsch Prods., Inc. 5. 

P. Gossen & Co. GmbH. 1-3-5-6. 
Greibach Instruments Corp. 1-5. 
Gulton Industries Inc. 1. 
Hartmann & Braun A.G. 1-4-5-6, 
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Hewlett-Packard Co. 1-2-3-6. 

aa Electrical Instrument Co. 

Hoyt Electrical Instrument Works 

Hughes Prods., Hughes Aircraft 
Co. 1-2. 

Industrial Control Co. 3. 

International Instruments Inc. 
1-2-6. 

Industrial Controls Co. 6. 

Jennings Radio Mfg. Corp. 5. 

1/S Jensen Electric. 1-5-6, 

Kay Electric Co. 1. 

Kearfott Co., Inc. 2-3. 

Kin-Tel. 1-2-3-6. 

“= > Instrument 
Co, 1-5-6 

Measurements, a McGraw-Edison 
Div. 3. 

Metra Corp. 1-4-6. 

Metronix, Inc. 3-6. 

Metropolitan Vickers Electrical 
Co. Ltd. 1-6. 

Microdyne 3. 

Millivac Instruments 3. 

Nalder Bros. & Thompson Ltd. 
1-5-6. 

Nash & Thompson Ltd. 3 

Non-Linear Systems, Inc. 2. 

Owen Labs., Inc. 2 

Phaostron Instrument & 
Electronic Co. 1-5. 

Potter Instrument Co. Inc. 2-3. 

Precision Apparatus Co. Inc. 


Ww. G. Pye Co. Ltd. 

Pyramid Instrument a 1. 
Radio Corp. of America. 1. 
Radio Frequency Labs. 2-3. 
Radiometer. 3-6. 

Railway Communications Inc. 1. 
Record Electrical Co. Ltd. 1-5-6. 
S. A. Rochar Electronique 2-3-6, 
Rohde & Schwarz 1-3-5-6. 
Roller-Smith Instruments, Inc. 


Sanwa Electric Instrument Works 


Sensitive Research Instrument 
Corp. 1-4-5-6. 

Shallcross Mfg. Co. 5. 

Shurite Meters. 1-6. 

Siemens Edison Swan Ltd. 1-6. 

Siemens & Halske A.G. 1-5-6. 

Sierra Electronic Corp. 3. 

Sifam Electrical Instruments Co. 
Ltd. 1. 

Sterling Mfg. Co. 1. 

The Solartron Electronic Group 
Ltd. 2-3. 

Soundolier Inc. 1 

Southern Instruments Ltd. 2. 

Southwestern Industrial Elec- 
tronics Co. 1-6, 

Taylor Electrical Instruments 
Ltd. 1-6. 

Trio Labs., Inc. 3 

Triplett iectrical. Instrument 
Co. 1-4. 

Ernest Turner Electrical Instru- 
ments Ltd. 1-4-6. 

WacLine, Inc. 1-6. 


s Waters Mfg., Inc. 1-6, 


Wayne Kerr Labs Ltd. 1-3. 
Welch Mfg. Co. 1. 
Winston Electronics Ltd. 2. 


Ww 


WATTMETERS 


® Bach Simpson Ltd. 


Barber-Colman of Canada Ltd. 

Bayly Engineering Ltd. 

Bepco Canada Ltd. 

Canadian General Electric Co. 
Ltd. 

Canadian Research Institute. 

Canadian Westinghouse Co. Ltd. 

Daystrom Ltd. (Weston) 

English Electric Co. of Canada 
Ltd. 

Ericsson Telephone Sales of 
Canada Ltd 

Thermovolt Instruments Ltd. 

Tinsley Instruments. 

A. E. G. 

Assembly Products, Inc 

B. J. Electronics. 

Budelman Electronics Corp. 

Cambridge Instrument Co. Ltd. 

Camille Bauer Ltd. 

Chemalloy Electronics Corp. 

Chicago Industrial Instrument 
Co 


Cubic Corp. 

A/S Danbridge 

Elima GmbH. 
Esterline-Angus Co. Inc. 
Evershed & Vignoles Ltd. 
Ferranti Ltd 

John Fluke Mfe. Co. Ltd. 
General Radio Co. 

P. Gossen & Co. GmbH. 
P. Gossen & Co. GmbH. 
Hartmann & Braun A.&. 


Hewlett-Packard Co. 
Hickok Electrical Instrument Co. 
Internationa! Instruments Inc. 
I/S Jensen Electric. 
Metrawatt, A.G. 
Metra Corporation 
atetee-Vie kers Electrical Co. 
t 


Radio Frequency Labs. 
The Record Electrical Co. Ltd. 
Roller-Smith Instruments, Inc. 
Sensitive Research Instrument 
Corp. 

s Siemens Edison Swan Lid 

® Siemens & Halske A.G 
Sierra Electronic Corp. 
Taylor Electrical Instruments 


Ltd. 
Triplett Electrical Instrument 
0. 
WacLine, Inc 
Wandel & Goltermann. 
Welch Mfg. Co 


WAVEGUIDE 
DISSIPATIVE STRIPS 


Airtron Canada Ltd 
Neosid Canada Ltd 
The Plessey Co. of Canada Ltd. 
RCA Victor Co. Ltd 
® Sinclair Radio Labs. Ltd. 


Bogart Mfg. Corp. 

Diamond Antenna & Microwave 
Corp. 

Emerson & Cuming, Inc. 

Filmohm Corp. 

FXR, Inc. 

B. F. Goodrich Sponge Prods. 
iv. 

Meridian Metalcraft, Inc. 

Microwave Assoc., Inc 

Sanders Associates, Inc 

W. H. Sanders Ltd 

Technicraft Lab., Inc 

Telerad Mfg. Corp. 

Waveline Inc 


WAVEGUIDE TEST 
EQUIPMENT 


Airtron Canada Ltd 
RCA Victor Co. Ltd. 
Sinclair Radio Labs. Ltd. 


BJ Electronics Borg-Warner 
Corp. 

California Technical Ind. 

Chemalloy Electronics Corp. 

1.T.E. Circuit Breaker Co. 

Cubic, Corp. 

Diamond Antenna Microwave, 
Corp. 

Douglas Microwave Co., Inc 

FXR, Inc 

Ferranti Ltd 

B. F. Goodrich Sponge Prods. 
Div. 

Hewlett-Packard Co 

Hughes Prods., Hughes Aircraft 
Co. 

Kearfott Co. Inc 

Microwave Associates, Inc. 

Narda Microwave Co. 

W. H. Sanders Ltd 

Sperry Gyroscope Co. 

Telerad Mfg. Corp. 

Waveline Inc 

Weinschel Engrg. & Mfg. Corp. 


WAVEGUIDES 


C. Combination 
F. Flexible R. Rigid 
Airtron Canada Ltd. C-F-R. 
« Andrew Antenna Corp. Ltd. R. 
Collins i. adio Co. of Canada 
Ltd 
Decca Rad: ar (Canada) Ltd. F-R. 
s E.M.I.-Cossor Electronics Ltd. R. 
Fleet Mfg. Ltd. R. 
Lenkurt Electric Co. of Canada 
Ltd. C. 
RCA Victor Co. Ltd. C-F-R. 
® Sinclair Radio Labs. Ltd, C-F-R. 
Airtron Inc C-F-R. 
Bogart Mfg. Corp. C. 
Co-Operative Industries, Inc. C-F, 
CWS Waveguide Corp. C-R. 
Danbury Knudsen Inc. R. 
Douglas Microwave Co. Inc. R. 
1.T.E. Circuit Breaker Co. C-R. 
Diamond Antenna Microwave 
Corp. C-F-R. 
Dielectric Products Engrg. Co., 


ne. R. 
Douglas Microwave Co., Inc. R. 
FXR, Inc. C-F-R, 

Ferranti Ltd. C. 

F. Goodrich Sponge Prods. 

Div. C-F-R. 

D. S. Kennedy & Co. C-R. 
Meridian Metalcraft, Inc. C-R. 
Microwave Associates Inc. C. 
Microwave Development Labs., 

Inc. C-F-R 





WAVEMETERS—Microwave 


Narda Microwave Corp. C-R. 
W. H. Sanders (Electronics) 
Ltd. C-F-R. 

Technicraft Lab., Inc. C-F-R. 
Telerad Mfg. Corp. C-F-R. 
United Aircraft Prods. Inc. R. 
Waveguide, Inc. C-F-R. 
Waveline, Inc. C-R. 


Canadian Marconi Co. 
Collins Radio Co. of Canada 


Ferranti-Packard Electric Ltd. 
Microwave Assoc., Inc. 
Savage & Parsons Ltd. 
Sinclair Radio Labs. Ltd. 


B. J. Electronics. 

Diamond Antenna Microwave 
Corp. 

Douglas Microwave Co. Inc. 

FXR, Inc. 

Frequency Standards Ltd. 

ones Communications Co. 
F. Goodrich Sponge Prods. 
af 

Hewlett-Packard Co. 

Meridian Metalcraft, Inc. 

Mico Instrument Co. 

ine ave Development Labs., 
nc. 

Narda Microwave Corp. 

Radar Design Corp. 

Railway Communications, Inc. 

W. H. Sanders (Electronics) Ltd. 

Waveline Inc. 


WINDOWS—Pressurizing 


Collins Radio Co. of Canada Ltd 

Ferranti- Packard Electric Ltd. 

Airtron Inc. 

The Carborundum Co. 

Filmohm Corp. 

B. F. Goodrich Sponge Prods. 
Div. 

Microwave Assoc., Inc. 


WIRE 


16. Guy 


1. Aluminum 18. Hook-up 

2. Annunciator 19, i 

. Asbestos 20. 
Insulated 21 

. Beryllium 22. I 
Copper 

. Ceramic 
Insulated 

. Columbium 

. Copper, 
Bare 

Antenna 


Shielded 
3. Molyb- 
denum 
. Monel 
. Nickel Clad 
Copper 
Phosphor 
Bronze 
Plastic 
Insulated 
Platinum 
Recording 
Resistance 
Silver 
Plated 
Stainless 


Insulated 
. Cut and 
Stripped 
. Enamelled 
. Fine Wire 
Specialties 
. Glass Steel 
Insulated Tantalum 
. Gold . Teflon 
Plated Insulated 
Titanium 
7. High . Tungsten 
Voltage Zirconium 
eo Co. of Canada Ltd. 
- 1 
Amphenol Canada Ltd. 8-10-11- 
14-17-18-22-27-34. 
Automatic Coil Mfg. Ltd. 11 
Automatic Electric Sales 
(Canada) Ltd. 7-9-10-16-18-27. 
Balfour-Guthrie Canada Ltd. 15. 
Bepco Canada Ltd. 1-7-9-10-17- 
22-27. 
Bohne Industries Ltd. 13. 
Boston Insulated Wire & Cable 
Ltd. 2-10-13-14-17-18-22-27-34. 
Canada Wire & Cable Co. Ltd. 
1-2-3-4-7-8-9-10-11-12-13-14-16- 
17-18-20-21-22-26-27-34. 
Canadian General Electric Co. 
i. 1-3-7-10-12-16-17-18-21-23- 
Cords (Canada) Ltd. 11. 
Electrolabs 2-18-27. 
Electronic Components Ltd. 10- 
17-27. 
Engelhard Industries of Canada 
Ltd. 13-15-28-31. 
Ericsson Telephone Sales of 
Canada Ltd. 7-10-22-27. 
Federal Wire and Cable Div. of 


H. K. Porter Co. (Canada) Ltd. 


1-2-3-7-8-9-10-11-12-14-17-18-21- 
25-27-31-34. 
Ferro Enamels (Canada) Ltd. 30. 
Fleck Mfg. Ltd. 11. 
General Wire & Cable Co. Ltd. 
1-2-3-7-8-10-11-14-16-17-18. 
ge age Batteries Ltd. 27. 
he B. Greening Wire Co. Ltd. 
as 7-10-12-13-16-24-25. 


bs Ltd. 13-24-26- 

sepisilion Wire Co. Ltd. 10-12- 
13-14-20-21-30-31-34. 

Honeywell Controls Ltd. 5-7-10- 
12-14-22-27-28-34. 

Hoskins Alloys of Canada Ltd. 
12-24-32. 

Jerrold Electronics (Canada) Ltd. 


. Harris Co. 


Johnson anal & Mallory Ltd. 
15-28-3 

Micarta r abricators Ltd. 5-34, 

Nationz . Fibre Co. of C ang a 
Ltd. 

mn ta Electric Co. Ltd. 2-3 
8-9-10-17-27. 

Phillips E lectrics il Co. 1-2-3- 
7-8-9-10-12-13-14- r-18. $1. 22-26- 
27-30-32-34. 

Pirelli Cables, Conduits Ltd. 1-2- 
3-7-10-17. 

Polytronics Co. 3 

Rogers Electronic Tubes & 
Components 13-20. 

Sylvania Electric Canada Ltd 
36-37. 

Thermo Electric (Canada) Ltd 
5-14-28. 

The Universal Wire 
Co. Ltd. 12-21. 
X-Ray & Radium Industries Ltd 

0. 


and Cable 


Aerialite Ltd. 8-10-11-17-18-22-27. 

Aero Research Instrument Co., 
Inc. 5-22. 

Allied Plastic Supply Corp. 
34 


Alpha Wire Corp. 7-8-10-11-12-13- 
14-17-18-21-22-26-27-31-34. 

American Super-Temperature 
Wires, Inc. 34. 

Amplivox Exports Ltd. 13 

Belden Mfg. Co. 7-8-17- 19-21-23- 


18-27- 


Electric Cable Co. 10- 


18-27. 

Birnbach Radio Co., Inc. 1-7-8-9- 
10-11-13-14-16-17-18-21-26-27- 
31-34. 

Bridgeport Insulated Wire Co. 
10-12-13-14-20-21-31-34. 

Consolidated Wire & Associated 
Cos. 7-8-9-10-13-16-17-18-21-22- 
25-26-27. 

Crucible Steel Company of 
America 21-32-35. 

Driver-Harris Co. 12-13-14-24-32. 

Eagle Electric Mfg. Co., Inc. 27. 

Fansteel Metallurgical Corp. 6-23- 
33-36. 

General Electric Co. (Lamp 
Wire & Phosphors) 23-36. 

Haveg Industries, Inc. 21-34. 

Hitemp Wires, Inc. 5-10-12-18-21- 
22-27-34. 

Inso Prods. Ltd. 10-18-27-31-34. 

The C. O. Jelliff Mfg. Corp. 12- 
13-24-30. 

Jersey Specialty Co., Inc. 8. 

Johnson Matthey & Co. Ltd. 15- 
21-30-31. 

Low Moor 
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Berkshire 


Alloy Steelworks Ltd 

P. R. Mallory & Co., Inc. 23-25- 
36-37. 

Metals & Controls Corp. 15-28- 

Murex Ltd. 33-36-37. 

Nessor Alloy Products Co. 13-28- 
33. 

The J. M. Ney Co. 30. 

North American Philips Co., Inc., 
Elmet Div. 23-36. 

Pacific Automation Prods., Inc 
1-3-4-6-7-8-10-11-12-13-14-16-17- 
18-22-27-31-32-34. 

Permanoid Ltd. 22-27. 

Phalo Plastic Corp. 2-8-10-11-17- 
18-22-27-34. 

Pheips Dodge Copper Prods 
Corp. 10-12-14-21. 

Pixberg & Co. 13-30. 

Precision Tube Co., Inc. 22. 

Prodelin, Inc. 3 

Revere Corp. of America 3-5-10- 
14-17-18-22-27-30-31-34. 

Ruhstraht 28. 

Saxton Prods., Inc. 1-7-8-9-10-11- 
12-14-16-17-18-21-22-27-32-34. 

W. S. Shamban & Co. 27-34. 

Siemens & Halske A.G. 1-2-3-4-5- 
6-7-8-9-10-11-12-13-14-15-16-17- 
18-19-20-21-22-23-24-25-26-27-28- 
29-30-31-32-33-34-35-36-37. 

Siemens Edison, Swan Ltd. 34. 

Sprague International Ltd. 5-34, 

Stromberg Carlson Co. 9-10-12- 

Tensolite Insulated Wire Co. 13- 
14-18-27-34. 

Thermax Wire Corp. 31-34, 

Times Wire & Cable Co., Inc. 
31-34. 

Trio Mfg. Co. 8. 

Unsned Sensor & Control Corp. 


Wandleside Cable Works Ltd. 
1-2-7-8-9-12-17-18-20. 
Daniel Woodhead Co. 10. 


WIRE STRIPPERS 


1. Chemical 3. Mechanical 

2. Hand 

Canadian Cinch Anchoring 
ystems 2-3. 

Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 2. 

Hellermann Canada Ltd. 2. 

Holub Industries Inc. 

R. Mack & Co. Ltd. 2. 

Aero Research Instrument Co., 
Inc. 2-3. 

Artos Engrg. Co. 3. 

Birnbach Radio Co., Ltd. 2. 

Blonder-Tonque Labs., Inc. 2. 

General Cement Mfg. Co. 2-3. 

Hunter Tools. 2. 

Ideal Industries Ltd. 2-3. 

London Chemical. 

MacDonald & Co, 2-3. 

K. Miller Tool & —_ Co. 2. 
K. Neuses Inc. 2. 

Pacific Automation Prods., Inc. 

Geo. Stevens Mfg. Co. Inc. 3. 

Technical Devices Co. 2-3. 

Texas Instruments Incorporated. 


X 


X-RAY EQUIPMENT 


. Industrial M. Medical 
Brown, Boveri (Canada) Ltd. 
Canadian Curtiss-Wright Ltd. L. 
Daystrom Ltd. I 
Philips Electronics Industries 


Ltd. I-M 


Chirana Corp. 2. 
M. Falk I-M. 
General Electric Co 
Dept. I-M. 
General Radiological Ltd. I-M. 
High Voltage Engrg. Corp. I-M. 
Keleket X-Ray Corp. 
Metro-Vickers Electrical Co. 
Ltd. I-M. 
Philco Corp., 
M 


X-Ray 


Gov. & Ind. Div. 

Sheffield Corp. 1. 

Siemens & Halske A.G. 

Solus Electronic Tubes Ltd. 

Standard X-Ray Co. 2. 

Television Utilities Corp. IL. 

Universal Transistor Products 
Corp. I. 

Westinghouse Electrical Interna- 
tional Corp. I-M. 


Y 


YOKES—Deflection 


E.M.I.-Cossor Electronics Ltd. 

General Instrument - F. W. 
Sickles of Canada Ltd. 

Gomard Electronics Ltd. 

The Plessey Co. of Canada Ltd. 

RCA Victor Co. Ltd. 

Rotronic Corp. Ltd. 

Valeriote Electronics (Guelph) 
Ltd 


Automatic Coil Mfg. Ltd. 

General Ceramics Corp. 

Heppner Mfg. Co. 

Muirhead & Co. Ltd. 

Radio Industries Inc. 

Ram Electronics Corp. 

Thordarson-Meissnet 

Torotor A/S. 

bas 7 Electrical Radio Co. 
td. 





IARDWARE & FINDINGS 





ADHESIVES 


The Borden Chemical Co. 
Canada Ltd. 

B. F. Goodrich Canada Ltd. 

Minnesota Mining & Mfg. of 
Canada Ltd., Electrical 
Products Div. 

Paisley Prods. of Canada Ltd. 

Coast Pro-Seal & Mfg. Co. 

The Connecticut Hard Rubber 

Oo. 

Emerson & Cuming, Inc. 

General Cement fg. Co. 

Heddo Tape Ltd. 

Lord Mfg. 

“—— Behr — Overseas, 


een Ltd. 
Zophar Mills, Inc. 


CANADIAN ELECTRONICS ENGINEERING 


BI-METALS—Thermostatic 


Engelhard Ind. of Canada Ltd. 
Honeywell c ontrols Ltd. 
Haenni & c 0. A.G. 

Metals & Controls Corp. 
United Aircraft Prods. Inc. 


CASTINGS—Precision 


Airtron Canada Ltd. 

Aluminum Co. of Canada Ltd. 

Aviation Electric Ltd. 

The Canada Metal Co., Limited 

Canadian Westinghouse Co. 
Ltd., Electronic Div. 

The Plessey Co. of Canada Ltd. 

Aerialite Ltd. 

Crucible Steel Company of 
America 

Microwave Development Labs., 
Inc. 


CEMENTS—Radio 


Amphenol Canada Ltd. 
Hysol (Canada) I td. 


General Cement Mfe. Co. 
Walso Electronics Mfg. Co. 
Workman TV Be 

Zophar Mills, Inc 


CHEMICALS 


1. Electronic 
2. Electroplat- 
ing 


3. Luminescent 
Tube 


s Bakelite Co. 1. 


Dial & Instrument Finishers Ltd. 
Engelhard Industries of Canada 
Ltd. 2. 


Fisher Scientific Co. Ltd. 1-2. 

Philip A. Hunt (Canada) Ltd 
(Etching) 

Johnson Mathey & Mallory Ltd. 


Radelin Ltd. 3 

Mrs. B. Whittaker 3. 

Witco Chemicals Co. Canada 
Ltd. 1-2. 

X-Ray & Radium Industries 
Ltd. 3. 

Churchill Chemical Corp. 1. 

Electrical Chemical Specialty Co 


Electronic Chemical Corp. 1. 
General Cement Mfg. Co. 1. 
Injectorall Co. 1. 

P. R. Mallory & Co., Inc. 2. 
Servisol Ltd. England 1. 

a States Radium Corp. 

K. Williams & C " 1-4, 

Wathen TV Inc. 1. 


COATINGS 


1. Conductive 3. Salt Spray 
2. Protective Resistant 
Amphenol Canada Ltd. 1-2-3. 

Bakelite Co. 1-2-3. 

The Borden Chemical Co 
Canada Ltd. 2-3. 

The ey Fairbanks-Morse 
Co. L 

Canton Pittsburgh Industries 
1. 


Halliday Armstrong Ltd. 2-3. 

The E. Harris Co. Ltd. 1. 

Hysol (Canada) Ltd. 1-2-3 

Lion Rubber & Plastics Ltd. 2-3. 

Minnesota Mining & Mfg. of 
Canada Ltd. 2-3. 

Osborne Electric Co. Ltd. 1-2-3 

Sonneborn Ltd. 

WwW rt Chemicals Cc o., Canada, 

td. 2. 
x-Ras & Radium Industries Ltd. 


Acheson Colloids Co., Div. of 
Acheson Ind., Inc. 

Biwax Corp. 2-3 

Coast Pro-Seal & Mfg. Co. 2. 

The Connecticut Hard Rubber 
Co. 2. 

Emerson & Cuming, Inc. 1-2-3. 

Filmohm Corp. 1. 

General Cement Mfg. Co. 2-3. 

Injectorall Co. 2. 

ss =! Radio Ltd., Electronics 

Norton Behr Manning Overseas, 
nc. 2. 

Richmond Mica Corp. 2. 

Schenectady Varnish. 3. 

Sparta Mfg. Co. 2-3. 

Waldom Electronics Inc. 2. 

C. K. Williams & Co. 2. 

Zophar Mills, Inc. 2-3 


CORDS & CABLES—Dial 


Amalgamated Electric Corp. Ltd. 
Philips Electrical Co. Ltd. 


Allied Plastics Supply Corp. 
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Alpha Wire Corp. 

Berkshire Electric Cable 
Birnbach Radio Co., Inc. 
Eagle Electric Mfg. Oe. hes 
General Cement Mfg. C 
Gudebrod Bros. Silk Co. Inc. 
Jones Stroud Co. 

Suflex Ltd. 

Walsco Electronics Mfg. Co. 
Waldom Electronics, Inc. 


CORDS—Lacing 
® Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 


Allied Plastics Supply Corp. 

Alpha Wire Corp. 

Birnbach Radio Co., Inc. 

Chemo Prods., Inc. 

General Cement Mfg. Co. 

Gudebrod Bros. Silk Co. Inc. 

Resin Industries Div. Borden 
Chemicals 

Suflex Ltd 


DECALCOMANIAS 


Decalcomania Co. Ltd., 
(Canada) 


W. H. Brady Co. 

Darling Technical Labs. 
Fuze-On Prods. 

Walsco Electronics Mfg. Co. 


DOLLIES—Laboratory & 
Oscilloscope 

« E.M.1.-Cossor Electronics Ltd. 
Fisher Scientific Co. Ltd. 
Hammond Mfg. Co. Ltd. 
Raytheon Canada Ltd. 
X-Ray & Radium Industries Ltd. 


Electronic Tube Corp. 

Nuclear Corp. of America, 
Instr. Div. 

Polarad Electronics Corp. 

Technibilt Corp. 


FINISHES—Luminous 


Dial & Instrument Finishers Ltd. 
The E. Harris Co. Lt 

Precision Dials Ltd. 

Radelin Ltd. 

X-Ray & Radium Industries Ltd. 


FLUX—Brazing or Soldering 
Aluminum Co. of Canada Ltd. 
The Canada Metal Co., Limited 
The Canadian Fairbanks-Morse 

Co. Ltd. 
Canadian Liquid Air Co. 
Engelhard Industries of Canada 
Ltd 


— Welding Alloys Co. of 


~~ & Harman of Canada 
Ltd. 


Johnson, Mathey & Mallory Ltd. 
Kester Solder Co. of Canada 


Ltd. 
Paisley Prods. of Canada Ltd. 
Perdeck Solder P Products Ltd. 
H. P. Preis Engraving Machine 
Co. 
General Cement Mfg. Co. 
. R. Mallory & Co., Inc. 
Mico Instrument Co. 


GRILLES—Speaker 


Croname Canada Ltd. 

Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 

Hammond Mfg. Co. Ltd. 

National Sound Services Ltd. 

Argos Prods. Co., Inc. 

Eby Sales Co. 

Electro Prods., Inc. 

Electro Voice, Inc. 

Fourjay Industries 

General Cement Mfg. Co. 

Peerless Prods. Industries 

Rytel Corp. 

Saxton Prods., Inc., Wire & 
Cable Div. 

Telefunken GmbH. 

Walso Electronics Mfg. Co. 

Wendell Plastic Fabrics Corp. 


GROMMETS 

F. Fibre R. Rubber 
Amphenol Canada Ltd. R & F 
Armet Industries Ltd. R 
Aviation Electric Ltd. R. 
Continental-Diamond Fibre of 

Canada Ltd. F. 

® Hellerman Canada Ltd. R. 
Lion Rubber & Plastics Ltd. R. 
National Fibre Co. of Canada 


Ltd. F. 
Oki & Willadsen Ltd. F. 


CANADIAN 


ELECTRONICS ENGINEERING 


Shakeproof/Fastex Div., Canada 
Illinois Tools Ltd. F-R. 
as Fibre of Canada 
td. 


Allied Plastics Supply Corp. F. 

Amatom Electronic Hardware 
Co. Inc. F-R. 

General Cement ~~" Co. F-R. 

Permonite Mfg. Co. 

were Electronics Mis. Co. 


& F. 
Waldom Electronics, Inc. R. 


LABELS—Pressure Sensitive 


Avery Adhesive Label Corp. 
(Canada) Ltd. 

The E. Harris Co. Ltd. 

Minnesota Mining & Mfg. of 
Canada Ltd. 


Walsco Electronics Mfg. Co. 


METAL PARTS 


1. Deep Drawn ‘5. Small 

2. Laminated Stampings 

3. Powdered 6. Spinnings 

4. Screw 7. Trimmings 

Machine 

Ashman Electronics Ltd. 5. 

Alliance Motors, Div. of The 
Easy Washing Machine Co. 
Ltd. 6. 

Aviation Electric Ltd. 4. 

Beaconing Optical & Precision 
Mati. Co. Ltd. 4-5. 

Bishop Sons & Co. Ltd. 5. 

The Canadian Fairbanks-Morse 
Co. Ltd. 4. 

Canadian Westinghouse Co. Ltd. 
Electronics Div. 2-3. 

Collben Mfg. Co. Ltd. 5. 

The Consolidated Mining & 
Smelting Co. of Canada 
Ltd. 3. 

Croname Canada Ltd. 7. 

Dominion Fasteners Ltd. 5. 

Electronic Components Ltd. 5. 

El-Met Parts Ltd. 1-2-5. 

H. B. Etlin Co. Ltd. 5. 

F.A.J. Tools Co. 5. 

Humble Mfg. Co. Ltd. 

Cc. C. Meredith & Co. I ta 4-5. 

Neosid Canada Ltd. 3. 

Oki & Willadsen Ltd. 5. 

Osborne Electric Co. Ltd. 2-4-5. 

> + md Co. of Canada Ltd. 

Sido Ltd. 4. 

N. Slater Co., Ltd. 1-5. 

Standard Television Prods. Ltd. 

The Staver Co., Inc. 1-2-5. 

a el 's Metal Stamping Co. 


Strippit Tool & Machine Co. 1-5. 

Thermovolt Instruments Ltd. §. 

United-Carr Fastener Co. of 
Canada Ltd. 1-2-4-5, 

The Wallace Barnes Co. Ltd. 5. 

Ww perteo Metal Stampings Ltd. 


Y W Sma atl Parts Ltd. 4. 

Akro-Mils, ‘Inc. 5. 

Amaton Electronic Hardware 
Co., Inc. 4-5. 

Atlas E-E- Corp. 4-5. 

Cinch Mfg. Co. 2-4-5. 

Danly Machine Specialties 

Falstrom Co. 1. 

Fuze-On Prods. 4-7. 

General Cement Mfg. Co. 5. 

Harwin Engineers Ltd. 4. 

Heldor Mfg. Co., Inc. 1-2-6. 

Litton Industries, Components 
Div. 7. 

Malco Mfg. Co. 5. 

National Moldite Co. 3. 


s The J. M. Ney Co. 4-5 


Peerless Prods. Industries 4-5-7, 


® Precision Metal Products 4, 


Ucinite Co. 1-2-4-5, 

United Aircraft Prods., Inc. 
1-4-5-6. 

Vector Electronic Co. §. 

Worcester Pressed Aluminum 
Corp. 1-5. 


RESINS—Potting 
® Bakelite Co 
The Borden ." “hemical Co 
Canada Lt 
7 a Sees Electric Co. 
td 
Halliday-Armstrong Ltd. 
Hysol (Canada) Ltd. 
Minnesota Mining & Mfg. of 
Canada Ltd., Electrical Prods. 
Div. 
Monsanto Canada Ltd 
Osborne Electric Co. Ltd. 
Paisley Prods. of Canada Ltd. 
Witco Chemicals Co. Canada 
Ltd. 


Biwax Corp. 


Churchill Chemical Corp. 
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Emerson & Cuming, Inc 
Gulton Industries Ltd. 
Murphy Radio Ltd. 
Zophar Mills, Inc. 


SHAFTS 
F. Flexible R. Rigid 
The Canadian Fairbanks-Morse 


Co. Ltd. F-R. 
Found Bros. Aviation Ltd. F. 


Servomechanisms Canada Ltd. R. 


Spaulding Fibre of Canada Ltd. 
R. 


Amatom Electronic Hardware 
Co,. Inc. R. 

Birnbach Radio, Co., Inc. F-R. 
Breeze Corp., Inc. F-R. 
Bud Radio Inc. F-R. 
Dynamic Gear Co. Inc. R. 
Falcon Machine & Tool Co. F. 
The Finney Co. F-R. 
Foredom Electric Co. F. 

® Jackson Bros. (London) Ltd 


-R. 
E. F. Johnson Co. F-R. 
Kupfrian Mfg. Corp. F. 
National Co. Inc. F-R. 
P.1.C. Design Corp. 


SOLVENTS—Epoxy Resin 
® Bakelite Co 
The Borden Chemical Co. 
Canada Ltd 
Halliday Armstrong Ltd 
Hysol (Canada) Ltd 
Paisley Products of Canada Ltd. 
Sonneborn Lid 
Emerson & Cuming, Inc 
General Cement Mfg. Co 


SOLVENTS—Resin Flux 


ast Solder Co. of Canada 
Ad. 


London Chemical Mfg. Co. 





INSULATION MATERIALS 


& PARTS 





ALUMINUM OXIDE 


Aluminum Co. of Canada Ltd. 
Fisher Scientific Co. Ltd. 


The Carborundum Co., Globar 
Plant. 
Compagnie Générale d’Electro- 
Ceramique. 
Electronic Mechanics, Inc. 
General Abrasive Co 
L. G. Sparking Plugs Ltd. 
Norton Behr-Manning Overseas 
ne. 


CERAMICS & CERAMIC 
PARTS 


Amphenol Canada Ltd. 

Centralab Canada Ltd. 

Electrical Prods. Div., Minnesota 
Mining & Mfg. of Canada Ltd. 

The Plessey Co. of Canada Ltd. 

Smith & Stone Ltd. 

S. Smith & Sons (Canada) Ltd 

Titania Electric Corp. of Canada 

Advanced Vacuum Prods. 

Birnbach Radio Co., Inc 

Geo. Bray & Co. Ltd. 

The Carborundum Co., 
Plant. 

Centralab Div. Globe-Union Inc. 

Compagnie Générale d’Electro- 
Ceramique 

Electro-Ceramics, Inc 

Electronic Mechanics, Inc. 

Emerson & Cuming, Inc 

General Ceramics Corp. 

Gulton Indus 

Heldor Mfg. Co., Inc 

Henry & Thomas Ltd 

Kearfott Co. Inc. 

National Moldite Co. 

—— Behr-Manning Overseas, 
nc. 

Steatit-Magnesia A.G. 

Steatite Insulations Ltd. 

D. M. Steward Mfg. Co. 


COIL DOPES 


Halliday-Armstrong Ltd. 
Columbia Technical Corp. 
Badische Anilin & Soda Fabrik 
Emerson & Cuming, Inc. 
General Cement Mfg. Co 
Walsco Electronics Mfg. Co 


ENAMEL 


Canadian Pittsburgh Industries. 


Globar 


Minnesota Mining & Mfg. Co. of 
Canada Ltd., Electrical Prods. 
Div. 


Columbia Technical Corp 
Schenectady Varnish. 
Waldom Electronics, Inc. 


FIBRE & FIBRE PARTS 


Amphenol! Canada Ltd. 
Continental Diamond Fibre of 
Canada Ltd. 
— Fibre Co. of Canada 
d 


Ad. 
Paisley Prods. of Canada Ltd. 
Oki & Willadsen Ltd. 
Spaulding Fibre of Canada Ltd. 
Y. W. Small Parts Ltd 


Allied Plastics Supply Corp. 
The Carborundum Co 

The Cleveland Container Co. 
Flightex Fabrics, Inc. 
General Cement Mfg. Co 
National Tel-Tronics Corp 
Permonite Mfg. Co 

The Staver Co., Inc 

Tufnol Ltd 

Veb Vulcan Fibre. 


GLASS 


Canadian Pittsburgh Industries 
td 

Fiberglas Canada Ltd. 

Fisher Scientific Co. Ltd. 

Minnesota Mining & Mfg. Co. of 
Canada Ltd., Electrical Prods. 
Div. 

Paisley Prods. of Canada Ltd. 

Quality Hermetics Ltd. 

Spaulding Fibre Co. of Canada 
Ltd. 


Allied Plastics Supply Corp. 

The Carborundum Co., Globar 
lant. 

Corning Glass Works 

Emerson & Cuming, Inc 

The English Glass Co. Ltd 


GLASS FIBRE 
Amphenol Canada Ltd. 
Canadian Johns-Manville Co 
Ltd. 
Canadian Pittsburgh Industries 


td. 
Continental Diamond Fibre of 
Canada Ltd. 
Fiberglas Canada Ltd. 
Fleet Mfg. Ltd. 
Paisley Prods. of Canada Ltd. 
i Fibre Co. of Canada 
Ad. 
Oki & Willadsen Ltd. 
Spaulding Co. of Canada Ltd. 


Allied Plastics Supply Corp. 
Alpha Wire Corp. 
Chemo-Products Inc. 
Columbia Tape Mills. 
Electro Technical Prods. 
Flightex Fabrics Inc 
Formica Co 

Harwin Engineers Ltd 
Hysol (Canada) Ltd. 

Jenny Industries 

Jones Stroud Co. 

Molded Fiberglass Sheet Co. 
Robins Industries Corp. 

H. D. Symons & Co. Pia 
Varflex Corp. 


IMPREGNATING 
COMPOUNDS 


® Bakelite Co 


The Borden Chemical Co 
Canada Ltd. 

Halliday-Armstrong Ltd. 

Hysol (Canada) Ltd. 

Minnesota Mining & Mfg. Co. of 
Canada Ltd., Electrical Prods. 
Div. 

Paisley Prods. of Canada Ltd. 

The Plessey Co. of Canada Ltd 

Alpha Wire Corp. 

Biwax Corp 

Churchill Chemical Corp 

Emerson & Cuming, Inc 

Schenectady Varnish. 

Tufnol Ltd. 

Zophar Mills, Inc. 


LACQUER 
Canadian Pittsburgh Industries. 
General Cement Mfg. Co 
Hysol (Canada) Ltd. 
Lake Chemical Co 
Waldom Electronics, Inc 


MICA 


® Canadian General Electric Co. 
Ltd. 





Continental Diamond Fibre of 
Canada Ltd. 

Minnesota Mining & Mfg. Co. of 
Canada Ltd., Electrical Prod- 
ucts Div. 

— Fibre Co. of Canada 

td. 


Allied Plastics Supply Corp. 

_ & Co. (Manchester) 
td. 

East London Mica Works. 

Electronics Mechanics Inc. 

Richmond Mica Corp. 


MICA PARTS 


Continental Diamond Fibre of 
Canada Ltd. 

Minnesota Mining & Mfg. Co. of 
Canada Ltd., Electrical Prod- 
ucts Div. 

— Fibre Co. of Canada 

td 


Oki & Willadsen Ltd. 

Osborne Electric Co. Ltd. 
Paisley Prods. of Canada Ltd. 
The Plessey Co. of Canada Ltd. 


Allied Plastics Supply Corp. 
Atlas E-E Corp. 
H. oye & Co. (Manchester) 


East = Mica Works. 
Electronic Mechanics, Inc. 


NYLON 
Amphenol Canada Ltd. 
Continental Diamond Fibre of 
Canada Ltd. 
— Fibre Co. of Canada 
td. 


Peckovers Ltd. 
—s Fibre Co. of Canada 
td. 


Allied Plastics Supply Corp. 
Imperial Chemical Industries Ltd. 
National Telotronics Corp. 
Polypenco, Inc. 

The Rex Corp. 

W. S. Shamban & Co. 


NYLON PARTS 


Amphenol Canada Ltd. 

The General Tire & Rubber Co. 
Ltd. 

Hathaway Kraemer Ltd. 

— Fibre Co. of Canada 

td. 

Northern Nylon Molding Corp. 

Oki & Willadsen Ltd. 

Osborne Electric Co. Ltd. 

Paisley Prods. of Canada Ltd. 

Smith & Stone Ltd. 

Spaulding Fibre of Canada Ltd. 

Y. W. Small Parts Ltd. 


Allied Plastics Supply Corp. 
American Molded Prods. 
Birnbach Radio Co., Inc. 
The Cleveland Container Co. 
Cosmo Plastics Co. 

Fastex Div. Illinois Tool Works. 
General Cement Mfg. Co. 
Gries Reproducer Corp. 
National Telotronics Corp. 
Nylon Molding Corp. 
Peerless Prods. Industries. 
Permonite Mfg. Co. 

The Staver Co., Inc. 

W. S. Shamban & Co. 


PAPER 

Continental Diamond Fibre of 
Canada Ltd. 

Minnesota Mining & Mfg. Co. of 
Canada Ltd., Electrical Prod- 
ucts Div. 

— Fibre Co. of Canada 


Paisley Prods. of Canada Ltd. 
— Fibre Co. of Canada 
td. 


Allied Plastics Supply Corp. 
Case Bros. 

Figeholms A.B. 

Natvar Corp. 

Papeteries Bolore. 

Tufnol Ltd. 


PAPER PARTS 

Continental Diamond Fibre of 
Canada Ltd. 

Minnesota Mining & Mfg. Co. of 
Canada Ltd., Electrical Prod- 


ucts Div. 
National Fibre Co. of Canada 
Oki & Willadsen Ltd. 
Osborne Electric Co. Ltd. 


Paisley Prods. of Canada Ltd. 
es Fibre Co. of Canada 


Allied Plastics Supply Corp. 


Case Bros. 

The Cleveland Container Co. 
Figeholms A. B. 

Papeteries Bolore. 

The Staver Co., Inc. 

Tufnol Ltd. 


PLASTIC PARTS 


1. Extruded 
2. Fabricated 


# Allied Circuit Techniques Ltd. 2. 


Amphenol Canada Ltd. 1-2-4. 


= Canadian General Electric Co. 


Ltd. 1-2-3-4. 
Continental Diamond Fibre Ltd. 
3. 


Cyanamid of Canada Ltd. 2-3 
Dial & Instrument Finishers Ltd. 


2-3. 
E. C. C. Canada Ltd. 1-2-3-4, 
Electronic Craftsmen Lid. 4 
Fleet Mfg. Ltd. 4. 
The General Tire & Rubber Co. 
Ltd. 1-4. 
B. F. Goodrich Canada Ltd. 1-4. 
Hathaway Kraemer Ltd. 1-2-4, 
Hellermann Canada Ltd. 1. 
Hysol (Canada) Ltd. 4. 
Lion Rubber & Plastics Ltd. 1. 
Long Sault Woodcraft Ltd. 2-3-4, 
Minnesota Mining & Mfg. of 
Canada Ltd. 1. 
National Fibre Co. of Canada 
Ltd. 1-2-3. 
Oki & Willadsen Ltd. 2-3 
Osborne Electric Co. Ltd. 4. 
Paisley Prods. of Canada Ltd. 


2-3. 

Panelyte Div. - St. Regis Paper 
Co. (Can.) Ltd. 2-3-4, 

Shakeproof/Fa astex Div. 1-4. 

Smith & Stone Ltd. 4. 

Spaulding Fibre of Canada Ltd. 
2-3-4. 


United-Carr Fastener Co. of 
Canada 2-3-4, 
X-Rz ay & Radium Industries Ltd. 


2-3 
Y. W. Small Parts Ltd. 2. 


Aerialite Ltd. 1-2- 3-4, 

Allied Plastics Supply Corp. 
1-2-3-4. 

Alpha Wire Corp. 1. 

Amatom Electronic Hardware 
Co. Inc. 4 

Associated Engrg. Corp. 4. 

Birnbach Radio Co. Inc. 1. 

Cinch Mfg. Co. 1-2-3-4. 

H. ge & Co. (Manchester) 


. 2-3. 
Te C ‘leveland Container Co. ' 


Harry Davies Molding Co. 4. 

Thomas De La Rue Ltd, 2-3-4. 

Electronic Mechanics, Inc. 2-4. 

Grayhill, Inc. 1-2-3-4. 

Harwin Engineers Ltd. 3. 

Hitemp Wires, Inc. 1. 

Industrial Devices, Inc. 4. 

Mayfair Molded Prods. Corp. 4. 

National Moldite Co. 4 

National Teltronics Corp. 2-3. 

Natvar Corp. 1. 

The J. M. Ney Co. 4. 

Peerless Prods. Industries. 2. 

Permonite Mfg. Co. 1-2-3. 

Polypenco, Inc. 1-2. 

The Rex Corp. 1. 

Rogan Bros. 

Roller Smith Instruments, Inc. 4, 

W. S. Shamban & Co. 1-2-3-4, 

Siemens Edison Swan Ltd. 
1-2-3-4. 

Slug Bit Supply Co. 4, 

Sparta Mfg. Co. 1-2-4, 

The Staver Co., Inc. 

Terco Electronics, Inc. 4. 

Tufnol Ltd. 2-3. 

Ernest Turner Electrical Instru- 
ments. 4, 

Ucinite Co. 1-2-3-4, 

Weckesser Co, 1-2-4, 


PLASTICS 


3. Sheets 
4. Tubes 


1. Films 
2. Rods 


s Aircraft Marine Prods. of 


Canada Ltd. 2. 
Continental Diamond Fibre of 
Canada Ltd. 1-2-3-4, 
Cs anamid of Canada Ltd. 2-3-4, 
E.C.C, Canada Ltd. 2-3-4. 
— Wire & Cable Co. Ltd. 


B. F. Goodrich Canada Ltd. 4. 

Hathaway Kraemer Ltd. 2-3-4. 

Hellerman, Canada, Ltd. 4. 

Hysol Canada Ltd. 1-2-3-4, 

Minnesota Mining & Mfg. Co. of 
ee Ltd., Electrical Prods. 

iv 

National Fibre Co. of Canada 

Ltd. 2-3-4. 


renee. vy = Regis Paper 
So. 24. ™ 
me, ae t34 


Spaulding Fibre of Canada Ltd. 
2-3-4. 


Allied Plastics Supply Corp. 
1-2-3-4. 

The Cleveland Container Co. 4. 

Chicago Molded Prods. 1-2-3-4. 

_— Mechanics, Inc. 2-3-4, 


Emerson & Cuming, Inc. 2-3. 

Fluorocarbon Prods. Inc. 1-2-3-4. 

Haveg Industries Int. 2-3-4. 

Hitemp Wires, Inc. 4. 

Illumitronic Engrg. 1-2-3-4. 

Imperial Chemical Industries 
Ltd. 1-2-3. 

Natvar Corp. 4. 

Permonite Mfg. Co. 2-3-4. 

Polypenco, Inc. 1-2-3-4. 

Resin Industries Div., Borden 
Chemicals. 1-2-3-4, 

The Rex Corp. 2-3-4. 

W. S. Shamban & Co. 1-2-3-4, 

Siemens Edison Swan Ltd. 
1-2-3-4. 

Sparta Mfg. Co. 1-2-3-4. 

Tufnol, Ltd. 2-3. 

Varflex Corp. 4. 


RESINS 
= Bakelite Co. 


The Borden Chemical Co. 
Canada Ltd. 

Canadian Pittsburgh Industries. 

B. F. Goodrich Canada Ltd 

Hysol (Canada) Ltd. 

Minnesota Mining & Mfg. Co. of 
Canada Ltd., Electrical Prod- 
ucts Div. 

Monsanto Canada Ltd. 

Paisley Prods. of Canada Ltd. 

Witco Chemicals Co., Canada 
Ltd. 


Badische Anilin & Soda Fabrik 
Biwax Corp. 
ae & Cuming, Inc. 

I. Lid. (Plastics Div.) 
Vit, Inc. 


RUBBER 


Armet Industries Ltd. 


= Bakelite Co. 


B. F. Goodrich Canada Ltd. 

Lion Rubber & Plastics Ltd. 

Badische Anilin & Soda Fabrik 

= Connecticut Hard Rubber 
o. 


RUBBER PARTS 


Armet Industries Ltd. 
Aviation Electric Ltd. 


Campbell Manufacturing Co. Ltd. 


The General Tire & Rubber Co. 
Ltd. 


B. F. Goodrich Canada Ltd. 

Lion Rubber & Plastics Ltd. 

Amatom : Slectronic } Hardware 
Co., In 

ba Connecticut Hard Rubber 


Genecal Electric Co. (Lamp, 
Wire & Phosphors). 

The Staver Co., Inc. 

Lord Mfg. Co. 


SILICONE COMPOUNDS 


Armet Industries, Ltd. 

Bakelite Co 

Canadian General Electric Co. 
Ltd. 

Dow Corning Silicones Ltd. 

Lion Rubber & Plastics Ltd. 

Sonneborn Ltd. 

Alpha Wire Corp. 

Electro Technical Prods. 

Emerson & Cuming, Inc. 


SILICONE RUBBER 


Armet Industries, Ltd. 


= Bakelite Co. 
= Canadian General Electric Co. 


Ltd. 
Continental Diamond Fibre of 
Canada 
Dow Corning Silicones Ltd. 
Lion Rubber & Plastics Ltd. 
Minnesota Mining & Mfg. of 
Canada Ltd. 


Alpha Wire Corp. 

Birnbach Radio Co., Inc. 
Chemo-Prods. Inc 

The 1 asepeameans Hard Rubber 


Electro-Technical Prods. 
Natvar Corp. 

Silicone Seals Inc. 

The Staver Co. Inc. 
Varflex Corp. 


SLEEVING 


Armet Industries Ltd. 


Canadian Ribbon Tape Ltd. 

Hellerman Canada Ltd. 

Minnesota Mining & Mfg. Co. of 
Canada Ltd., Electrical Prod- 
ucts Div. 


Allied Plastics Supply Corp. 
Birnbach Radio Co., Inc. 
H. ae & Co. (Manchester) 


Fiberglas Canada Ltd. 
Fluorocarbon Prods., Inc. 
General Cement Mfg. Co. 
Haveg Industries Ltd. 
Hitemp Wires, Inc. 
Jenny Industries. 

Jones Stroud Co. 

Natvar Corp. 

Permanoid Ltd. 
Polypenco, Inc. 

Resin Industries Div. 
The Rex Corp. 

Sparta Mfg. Co. 

Sulfiex Corp. 


Thomas De La Rue Ltd. 
Westline Prods. Div. of Western 
Lithograph Co. 


TAPES 


Armet Industries Ltd. 

Bakelite Co. 

Canadian Johns-Manville Co. 
Ltd 


td. 

Continental Diamond Fibre of 
Canada Ltd. 

Crane Packing Co. Ltd 

B. F. Goodrich Canada Ltd. 

The E. Harris Co. Ltd. 

Hellermann Canada Ltd. 

Lion Rubber & Plastics Ltd. 

Minnesota Mining & Mfg. Co. of 
Canada Ltd., Electrical Prod- 
ucts Div. 

National Fibre Co. of Canada 
Ltd 


td. 
Peckovers Ltd. 


Allied Plastics Supply Corp. 

American Super-Temperature 
Wires Inc. 

W. H. Brady Co. 

Chemo-Prods. Inc. 

Columbia Tape Mills. 

The Connecticut Hard Rubber 


Co, 
Fibre Mfg. 
Hitachi Ltd. 
Johnson & Johnson 
Natvar Corp. 
Plymouth Rubber. 
Polypenco, Inc. 
Reeves Soundcraft Corp. 
Resin Industries Div. 
W. S. Shamban & Co. 
Sparta Mfg. Co. 


VARNISH 
® Bakelite Co. 


Canadian Pittsburgh Industries. 
Canadian General Electric Co. 
Ltd. 

Halliday Armstrong Ltd. 
Minnesota Mining & Mfg. Co. of 
Canada Ltd., Electrical Prod- 

ucts Div. 
Sonneborn Ltd. 


Allied Plastics Supply Corp. 
John C. Dolph Co 

General Cement Mfe. Co. 
Schenectady Varnish. 


WASHERS 


Armet Industries Ltd. 
Aviation Electric Ltd. 
Continental - Fibre of 
Canada Lt 
i Fibre Co. of Canada 
d 


Oki & Willadsen Ltd. 
Spaulding Fibre Co. of Canada 
Ltd. 


Accurate Threaded Fastener, 


ne. 

Allied Plastics Supply Corp. 

Amatom een Hardware 
Co., In 

The C geborendem Co., Globar 
Plant. 

Circon Component Co. 

Cosmo Plastics Co. 

General Cement Mfg. Co. 

Grayhill, Inc. 

Peerless Products Industries. 

Polypenco, Inc. 

H. P. Preis Engraving Machine 


Co 
W. S. Shamban & Co. 
The Staver Co., Inc. 


WAXES 


Allied Plastics Supply Corp. 
Dixon Corp. 
Zophar Mills, Inc 
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SERVICES 





COMPUTING SERVICES 
A. Analog D. Digital 
Aviation Electric Ltd. A-D. 
Canadair Ltd. A-D. 
Canadian Aviation Electronics 
Ltd. A. 
® Canadian W estinghouse Co. 
Ltd. Electronics Div. A-D. 
Cc as Devices of Canada 
Ltd. 
E.M. Mit ‘Ossor Electronics Ltd. 


pinen Data Div., Burroughs 
Adding M achine of Canada 
Ltd. D. 

Ferranti-Packard Electric Ltd. 
A-D 


International Business Machines 
Ltd. D. 

KCS Ltd. D. 

Lucas-Rotax Ltd. 

Remington Rand Ltd. D. 

Sharpe Instruments Ltd. A-D. 


ENCAPSULATION 
SERVICES 


® Aliied Circuit yr a Ltd. 
Amphenol! Canada Ltd 
Canadair Ltd. 
Electronic Craftsmen Ltd. 
Hysol (Canada) Ltd. 
Lucas-Rotax Ltd. 
# Muirhead Instruments Ltd. 
Oki & Willadsen Ltd. 
Osborne Electric Co., Ltd. 
Standard Television Prod. Ltd. 
® United-Carr Fastener Co. of 
Canada Ltd. 


FREQUENCY 
CALIBRATION 
SERVICES 


Aviation Electric Ltd. 

Bayly Engrg. Ltd. 

Canadair Ltd. 

— Radio Co. of Canada 


d 
Electronic Service Supply Co. 
ITT Electronics Service Co. of 
Canada Ltd. 
C. R. Snelgrove Co., Ltd. 
TMC (Canada) Ltd. 


LABORATORIES, 
TESTING—Environmental 


Canadair Ltd. 
Canadian Applied Research Ltd. 
= Canadian Research Institute 
® Canadian Westinghouse Co. 
Ltd., Electronic Div. 
Ferranti-Packard Electric Ltd. 
The Garrett Mfg. Corp. of 
Canada Ltd. 


Lucas-Rotax Ltd. 
® Standard Telephones & Cables 
Mfg. Co. (Canada) Ltd. 
Thermovolt Instruments Ltd. 


LABORATORIES, 
TESTING—Other 
Aviation Electric Ltd, 
Canadair Ltd. 

Canadian Curtiss-Wright Ltd. 
Canadian Research Institute. 
Canadian Westinghouse Co. 

Ltd.. Electronic Div. 
Edo (Canada) Ltd. 
Electronic Components Ltd. 
Ferranti-Packard Electric Ltd. 
The Garret Mfg. Corp. of Canada 


Ltd. 

ITT Electronics Service Co. of 
Canada Ltd. 

George Kelk Ltd. 

Lucas-Rotax Ltd. 

= Electric Co. of Canada 
Ad. 

Sinclair Radio Labs Ltd. 

S. Smith & Sons (Canada) Ltd. 

Stark Electronic Instruments Ltd. 

Thermovolt Instruments Ltd. 

F. V. Topping Electronics Ltd. 


PACKAGING SERVICE— 
On Electronic Equipment 
Aviation Electric Ltd. 

® Barber-Colman of Canada Ltd. 
Canadair Ltd. 

® Canadian Research Institute 
Electronic Materiels Int’l. Ltd. 
Ferranti-Packard Electric Ltd. 

. — Business Machines 

0. b 

Polytronics Co. 
Servomechanisms Canada Ltd. 

s Stark Electronic Instruments Ltd. 

® United-Carr Fastener Co. of 

Canada Ltd. 


SEALING SERVICE— 
Hermetic 


® Allied Circuit Techniques Ltd. 
Aviation Electric Ltd. 
Canadair Ltd. 
Ferranti-Packard Electric Ltd. 

® Quality Hermetics Ltd. 
Servomechanisms (Canada) Ltc. 
C. R. Snelgrove Co. Ltd. 


SILK SCREEN 
PROCESSING 


® Allied Circuit Techniques Ltd. 
Continental-Diamond Fibre Ltd. 
Dial & Instrument Finishers Ltd. 
Ferranti-Packard Electric Ltd. 
The E. Harris Co., Ltd. 
Hathaway Kraemer Ltd. 
Measurement Engrg. Ltd 
Oki & Willadsen Ltd. 


Polytronics Co. 

Precision Dials Ltd. 

Servomechanisms (Canada) Ltd. 

Spaulding Fibre of Canada Ltd. 

® United-Carr Fastener Co. of 

Canada Ltd. 

Mrs. B. Whittaker 

X-Ray & Radium Industries Ltd. 


TECHNICAL WRITING, 
CATALOGUING & 
ILLUSTRATING— 
Electronic 

Aero Auto Engrg. of Canada Ltd. 

Aviation Electric Ltd 

Canadair Ltd. 

Canadian Applied Research Ltd. 

Canadian Renner Consultants 
Ltd. 

Canadian Research Inst. 

ae 7 to Devices of Canada 

td. 

Cushing & Nevell Ltd. 

Domac Technical Sales Ltd 

E.M.1.-Cossor Electronics Ltd 

Electronic Assoc. Ltd., Techni- 
cal Publications Div. 

Electronic Materiels Interna- 
tional ) 

The Garrett Mfg. Corp. of 
Canada Ltd. 

ITT Electronics Service Co. of 
Canada Ltd. 

oe Corp. of Canada Ltd 

M.C. (Canada) Ltd. 
fiestas Radio Mfg. Cu., Ltd. 


TOWER SERVICE— 
Installers, Erectors & 
Maintainers 

# Canadian General Electric Co. 

Ltd., Electronic Equipment 
and Tube Dept. 

Fleet Mfg. Ltd 

ITT Electronics Service Co. of 
Canada Ltd. 

nr Electric Co. of Canada 

td. 

Par-Tex Engrg. & Contracting 
Co. Ltd. 

Philco Corp. 

T.M.C. (Canada) Ltd. 

Walcan Ltd. 

The Wind Turbine Co. of 
Canada Ltd. 


TREATING—Fungus & 
Moisture Proofing 


Canadair Ltd 

Oki & Willadsen Ltd. 

Standard Television Prods., Ltd. 
The Plessey Co. of Canada Ltd. 


WIRE MARKING SERVICE 


Electrovert Ltd. 
® Hellerman Canada Ltd. 


ASSOCIATIONS & 
PROFESSIONAL 
SOCIETIES 


American Inst. of Electrical En- 
gineers, 33 W. 39th St., New York, 
N.Y. District 10 (Canada) Chair- 
man, Prof. G. F. Tracy, Univer- 
sity of Toronto, Electrical Engrg. 
mvt. Toronto, Ont. WA 3-6611. 


Ai 








Ast al Soc., 

——. Ont. Sec.: A. E. Maine. 
Canadian Electrical Manufacturers 
Assoc., 126 Davenport Rd., To- 
ronto, Ont. WA 3-1139. Gen. Megr.: 
B. Napier Simpson. 
Canadian Electronic Sales Repre- 
sentatives. Chairman, National Di- 
rectorate: E. G. Hill, re Bartley 
Dr., Toronto 16, Ont. PL 7-3040. 
Canadian Electronic cateeeer 
Assoc., 25 Taylor Dr., Toronto 6, 
Ont. OX 1-5304. Sec.: John T. 
Rochford. 
The Canadian Manufacturers’ As- 
soc., 67 Yonge St., Toronto, Ont. 
EM 3-7261. Gen. Mgr.: J. C. 
Whitelaw, Q.C. 
Canadian Standards Assoc., 235 
Montreal Rd., Ottawa 2, Gags. 
= 9-5971. Testing Labs: Park 

London W.1, Engiand; 5 515 De 
Siento St. E., Room 214, Mont- 
real 24, Que.; P.O. Box “506, Wes- 
ton, Toronto 15, Ont.; Fether- 
stonhaugh Bidg., University of 
Manitoba, Winnipeg, Man.; 402 
West Pender St., Suite 701, Van- 
couver 3, B.C. 
Dominion High Fidelity Assoc., 25 
Taylor Dr., Toronto 6, Ont. OX 
— Exec. Sec.: John T. Roch- 
or 


Electronic Industries ~ gy may of 
Canada, 200 St. Clair Ave 
Toronto, Ont. WA _ 1-2898 

Mer. & Sec.: F. W. Radcliffe 


Engineering Institute of Canada, 
2050 Mansfield St., Montreal 2, 
Que. Gen. Sec.: Dr. Garnet T. 
Page. VI 2-5078. 


Inst. of Radio Engineers, Inc., 1 

East 79th St., New York 21, N.Y. 

Exec. Sec.: George W. Bailey. 
IRE Canadian Convention and 
Exposition, 1819 Yonge St., 
ronto 7, Ont. HU 8-7768 
vention Mer.: G. Smedmor. 


Society of Technical Writers & 
Editors. Pres.: I. H. Jenks, Div. of 
Publications & Documents, Alu- 
minum Labs. Ltd., Princess St. N., 
P.O. Box 84, Kingston, Ont. LI- 
8-3371 


Gen’ 


Section 2 Canadian Manufacturers 


Names, addresses and telephone numbers are given 
in this section for all Canadian manufacturers whose 
names appear in Section 1—Products and Services. 


A 


A M F Atomics (Canada) 
Cobourg Rd., Port Hope, Ont. 
5-4537 and 25 King St. W., T 
ronto, Ont. EM 6-1314. 
Acme Electric Corp. 
Northline Rd., Toronto 16, Ont. 


PL 5-1891. 
Adams Engrg. Ltd., 1500 St. 
Catherine St.. W.. Montreal 16, 
Que. WE _ 3-6857; Chas. L. 
Thompson Ltd., 3093 Woodbine 
Dr., N. Vancouver, B.C. YU 
8- 2397 and 87 King St., Winni- 

peg 2, Man. WH 3-8231. 

Acro Gasket Industries Ltd., 27 

Wellington St. E., Toronto, Ont. 

EM 6-8061- 

Addison Industries Ltd., 9 Hanna 

Ave., Toronto, Ont. EM 3-6692 

Branches in principal cities across 

Canada. 


-Ltd., 50 
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Aero Auto Engrg. of Canada Ltd., 
430 King St. W., Toronto 2B, Ont. 
EM 4-1407; 55 Metcalfe St., Ottawa, 
Ont. CE 4-8641; 5757 Decelles Ave., 
Suite 314, Montreal, Que. 
Aerovox Canada Ltd., 1551 Barton 
St. E., Hamilton, Ont. LI 5-1186. 
M. J. Howard & Co. Ltd., 1206 
Bank St., Ottawa. CE 5-9931; 
McIntyre Agencies, 7365 Moun- 
tain Sights, Montreal, Que. RE 
7-7672; Chas. L. Thompson Ltd., 
3093 Woodbine | Dr., N. Van- 
couver, B.C. YU 8-2597 and 87 
King St., Winnipes 2, Man. WH 
3-8231. 
Air Reduction (Canada) Ltd., 905 
Hodge St., Ville St. Laurent, Que. 
RI 4-4961 and 180 Duke St., To- 
ronto, Ont. EM 6-7911. Dealers in 
principal cities across Canada. 
Aircraft Appliances & Equipment 
Ltd., 585 Dixon Side Rd., P.O. Box 
177, Weston, Ont. CH 4-5506. 
Aircraft Marine Prods. of Canada, 
Ltd., 194 Wilson Ave., Toronto 12, 
Ont. HU 1-5204. 
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Details of sales representatives in other parts of Canada, 
if any, appear immediately below the manufacturer’s 


listing. 


Airtron Canada Litd., 349 Carlaw 
Ave., Toronto 8, Ont. HO 1-3511; 
c/o Renfrew Electric Co. Ltd., 
5890 Monkland Ave., Montreal, 
Que. HU 8-0806 and 492 Somerset 
St. W., Ottawa, Ont. CE 6-9703. 
Radiovision Saies Lid., 325 lenth 
Ave. W., Calgary, Alta. 2-3294, 
Alanson Armature Mfg. Co. Ltd., 
33 Cranfield Rd., Toronto, Ont. 
PL 5-1191. 
Allen-Bradley Canada Ltd., 135 
Dundas St., Galt, Ont. 4660. 
Alliance Div., General Steel Wares 
Ltd., 76 Miranda Ave., Toronto 10, 
Ont. RU _  7-2482; GSW—8276 
Shaughnessey St., Vancouver, B.C., 
FA 1-3291; 1745 Sargent Ave., 
Winnipeg, Man. SP 5-8471; 2355 
Delisle St., Montreal, Que. WE 
2-6181. 
Allied Circuit Techniques Ltd., 1 
Robinson St., Oakville, Ont. VI 
4-9411 
John + 45 & Co. Ltd., 3468 
Dundas St , Toronto 9, Ont. 
RO 2-9824. 


of Canada Lid., 
1700 Sun Life Bide.. Montreal, Oue. 
UN 6-7511, mailing address: P.O. 
Box 6090, Montreal 3, Que. 
(Branches and distrioutors in 
principal cities across Canada). 
Amalgamated Electric Corp. Léd., 
384 Pape Ave.. Toronto, Ont. HO 
6-2151. Branches in principal cities 
across Canada 
Amcan Electrical Harness Ltd., 126 
Atlantic Ave., Toronto 3, Ont. LE 
2-9002 


Aluminum Co. 


Amphenol Canada Ltd., 349 Carlaw 
Ave., Toronto 8 Ont. HO 1-3511; 
c/o Renfrew Electric Co. Ltd., 
5890 Monkland Ave., Montreal, 
Que. HU 8-0806 and 492 Somerset 
St. W., Ottawa, Ont. CE 6-9703 
Radiovision Sales Ltd., 325-10th 
Ave. W., Calgary, Alta. AM 
2-3294. 
Amplifone Canada Ltd., 11 Water 
St., Belleville, Ontario. 
Andrew Antenna Corp. Lid., 606 
Beech St., Whitby, Ont. MO 8-3348, 
and Toronto EM 4-1972 
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Canadian Manufacturers 


Ansco of Canada Ltd., i450 
Queensway, Toronto 18, Ont. CL 
5-0141. 
Antiference Canada Ltd., 169 Bart- 
ley Dr., Toronto 16, Ont. PL 
7-3040. 
Armaco—see R. Mack & Co. Ltd. 
Armet Industries Ltd., 41 Coc 
Blvd., Scarborough, Ont. 
8-5977. 
Arrow-Hart & Hegeman (Canada) 
Ltd., Industry St., Mt. Dennis, 
Toronto 15, Ont. RO 2-1101. 
Cochrane Stephenson by og 
Ltd., 103 Princess St., 
Winnipeg, Man.; 16330. - 
St., 25 Millar Bidg., Edmonton, 
Alta.; 617 - 10th Ave., Calgary, 
Alta.; 1324 Franklin St., Van- 
couver, B.C. 
Arrow Radio Co., 1829 Davenport 
Rd., Toronto 4, Ont. RO 6-1421. 
Douglas Randall (Canada) Ltd., 
126 Manville - Scarborough, 
Ont. PL 9-229 
Ashman Siestenies Ltd., Greens- 
ville, Ont. MA 7-7611. 
Norris Burgess, 418 Mt. Pleasant 
Rd., Toronto 7, Ont. HU 9-1854 
Associated Electronic Components, 
37 Roselawn Ave., Toronto 12, Ont. 
HU 1-0144. 
Atlas Polar Co. Ltd., 60 Northline 
Rd., P.O. Box 160, Toronto 16, 
Ont. PL 7-3641. 


Atomic Energy of Canada Ltd., 
Commercial Products Div., Tun- 
ney’s Pasture, P.O. Box 93, Ottawa, 
Ont. PA 8-1841. 
Audio ag gg Co. Ltd., 202 
Regina St. N., Waterloo, Ont. (P.O. 
Box 579) SH 3-4351. 
Audio Vox Intercom. Inc.. 4510 De 
La Roche, Montreal 34, Que. 
Automatic Alarms & Signals Ltd., 
7A Awde St., Toronto, Ont. LE 
3-8263. 
Automatic Coil Mfg. Ltd., 50 
Wingold Ave., Toronto 10, Ont. 
RU _ 1-6174 
Mr. J. Bass, Rm. 106, 525 zor 
mour St., Vancouver 2, 
3-5848. (Alta. & B.C.) Mr. 
R. Henderson, 72 Princess St., 
Winnipeg, Man. WH 3-8707. 
(Man. & Sask.) Mr. D. McCor- 
mick, 875-54th Ave., Lachine, 
Que. ME 7-2306. (Que. & E. 
Ont.) 
Automatic Controls (Canada) Ltd., 
17 Advance Rd., Toronto, Ont. 
Automatic Electric (Canada) Ltd., 
100 Strowger Blvd., Brockville, Ont. 
Automatic Electric Sales (Can 
ada) Ltd., 185 Bartley Dr., 
Toronto 16, Ont. PL 7-2861; 292 
Decarie Blvd., Ville St. Laurent, 
Montreal 9, Que. RI 4-5851; 723 
Ottawa Electric Bldg., 56 Sparks 
St., Ottawa 4, Ont. Ce 2-6740; 
113 Phoenix Bldg., 388 Donald 
St., Winnipeg 2, Man. WH 
3-9081 and 3-4637; Exner Bldg., 
1840 McIntyre St., Regina, Sask. 
LA 3-9529; 10022-103rd St., Ed- 
monton, Alta. GA 2-8764 and GA 
4-5540; 132 West 2nd Ave., Van 
couver, B.C. TR 4-8181. 
Automatic Radio Co., 56 Esplanade 
St. E., Toronto, Ont. EM 3-8328. 
William Cohen Ltd., 8900 Tan 
guay St., Montreal, Que. DU 8 
9201 (Que. & East). 
Aut ti Teleph & Sound 
Services Ltd., 777 Osborne Ave., 
Verdun, Que. PO 8-8161. 
Autotronics Control, R. R. #3, 
Kitchener, Ont. SH 2-9784. 
Avery Adhesive Label Corp. (Can- 
ada) Ltd., 48 Haas Rd., Rexdale, 
Ont. CH 4-1194; Sales offices in 
Montreal, Winnipeg & Vancouver. 
Aviation Electric Ltd., 200 Lauren- 
tien Blvd., Montreal 9, Que. RI 
4-2811 and Aviation Electric Paci- 
fic Ltd., Vancouver Airport, Van- 
couver, B.C. CR 8-2184. 





Bach Simpson Ltd., 1255 Brydges 
St., London, Ont. GL 1-9490 and 
109 Eglinton Ave. E., Toronto, Ont. 
HU 3-2585. 

Bailey Meter Co. Ltd., 1980 
Claremont Ave.. Montreal 6, Oue.; 
HU 9-3881; P.O. Box 1507, Hali- 
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fax, N.S. HA 3-8964; Carlingwood 
Plaza, 2117 Carling Ave., Ottawa, 
Ont. PA 2-1373; 170 Donway West, 
Don Mills, Ont.; 1106 Childs Bldg., 
211 Portage Ave., Winnipeg 2, 
Man. WH 2-2829; 346-23rd Ave. 
South West, Calgary, Alta. AM 
9-2963; 1645 West Sth Ave., Van- 
couver 9, B.C. BA 3709. 
Bakelite Co., Division of Union 
Carbide Canada Ltd., 40 St. Clair 
i. E., Toronto, Ont. WA 5-3227 
and 1425 Mountain St., Montreal, 
Que. VI 5-3145 
Balfour-Guthrie Canada Ltd., 744 
W. Hastings St., Vancouver 1, 
B.C. 
Chas. L. Thompson Ltd., 3093 
Woodbine Dr., N. Vancouver, 
B.C. YU 8-2597 and 87 King St., 
W innipeg 2, Man. WH 3-8231. 
Barber-Coiman of Canada _ Ltd., 
Wheelco Instruments Div., 6 Les- 
wyn Rd., Toronto 19, Ont. RU 
7-1191 and 300 Decarie | Bivd., 
Montreal 9, Que. RI 4-140 
Instrument Service — Ltd., 
29 West Broadway, Vancouver 
10, Bc. 
Barvic Engrg. Ltd., 909 Beach Ave., 
Vancouver, B.C 
Maclvor Electronics Ltd., 248 
Main St., Winnipeg 1, Man. WH 
2-3026 
Bayly Engrg. Ltd., Hunt St., Ajax. 
Ont. Toronto EM 2-3741, and 48 
Sparks St., Ottawa, Ont CE 
2-9821. 
Beaconing Optical & Precision 
Materials Co. Ltd., 455 Craig St. 
W., Montreal, Que. UN 6-8395, 
Plant: 555 Blvd. Boivin, Granby, 
Que. FR 8-4114 and Montreal UN 
1-3714. 
Beama Engrg. Ltd., 76 Densley 
Ave., Toronto 15, Ont. CH 4-5349. 
Beatty Bros. Ltd., Hill St., Fergus, 
Ont.; Haymarket Sq., Saint John, 
N.B.; 310 Cremazie Blvd., Mont- 
real, Que.; 204 Princess St., 
Winnipeg, Man.; 10265 107th St., 
Edmonton, Alta.; 302 - 12th St.. 
New Westminster, B.C. 
Benco Television Associates Ltd., 
27 Taber Rd., Rexdale, Ont. CH 
4-4296. 
Harold Sharkey, 4252 Braille 
Ave., Montreal, Que. RE 3-0749 
(East). Les Farey, 337 Barmond 
Ave., Richmond, B.C. (B.C. & 
Alta.). 
Bepco Canada Ltd., 4018 St. Cath 
erine St. W., Montreal 6, Que. WE 
7-9211 Br.: 265 Rue de la 
Couronne, Quebec 2, Que. LA 
3-4058: - Wellington St., Ottawa, 
Ont. PA 8-5200; 33 Niagara St., 
Toronto 2B, Ont. EM 3-3273; 428 
Main St. W., Hamilton, Ont. JA 
9-2027; 428 Portage Ave., Winnipeg, 
Man. WH 2-8557; 215 - 10th Ave 
S.W., Calgary, Alta. AM 6-8881; 
No. 8 675 Davie St., Vancouver 
B.C. MU 3-8228 
Bishop Sons & Co. Ltd., 588 
Eastern Ave., Toronto 8, Ont. HO 
3-1213. 
Bogue Electric of Canada Ltd., 
River Rd., Ottawa, Ont 
Bohne Industries Ltd., 1153 Queen 
St. W., Toronto 3, Ont. LE 2-4418 
The Borden Chemical Co. (Can- 
ada) Ltd., P.O. Box 610, Corona 
tion Rd., West Hill, Ont. AT 
-5711 
Boston Insulated Wire & Cable Co. 
Ltd., 118 Shaw St., Hamilton, Ont 
JA 9-715 
The Bristol Co. of Canada Ltd., 
71-79 Duchess St., Toronto 2, Ont. 
EM 3-3421; 1529 Drummond St., 
Montreal, Que. AV _ 8-5141; 384 
Emerald St. N.. Hamilton. Ont 
JA 2-0335; 324-10th St. N.W., Cal- 
gary, Alta. CH 3-7603; 736 Gran- 
ville St., Vancouver, B.C. MU 
4-3941 
Brown & Boggs Foundry & Ma- 
chine Co. Ltd., 275 Sherman St. 
N., Hamilton, Ont. LI 9-6594 
Hope Machinery Co. Ltd., 200 
Dalhousie St., Toronto 2, Ont. 
EM 3-8579. 
Brown Boveri (Canada) Ltd., 1015 
Beaver Hall Hill, Montreal, Que. 
UN 6-4961. 


Burgess Battery Co., Div. of 
Servel (Canada) Ltd., 415 Buttery 
St., Niagara Falls, Ont. EL 4-1671. 


Burndy Canada Led., 


"ianey Agency Ltd., 


Cambridge Thermonic of Canada 


>. Hooker (Canada) Ltd., 
2425 Grand Blvd., Montreal, Que. 
HU 8-8321 and 4126 Bathurst St., 


Campbell Mfg. Co. Ltd., 45 Shep- 


Canada Cabinets & Furniture Co. 
Ltd., Kitchener, Ont. 


Decalcomania Co. 


The Canada Metal Co. 


Telecables & Wires Ltd. 


» mee T arrytown, N. a 


Canadian Admiral Corp. 


Canadian Aviation Electronics Ltd., 
Box 915, Station ‘O’, 


Canadian Charts & Supplies ‘Ltd., 


Canadian Chromalox Co. 


Canadian Cinch Anchoring Systems 
Ltd., 2095 Madison Ave., 


Canadian Controllers 
Birchmount Rd., Scarborough, 
1 1 


Power & Engrg. Corp. 


"Bri anches. in principal 


Ans — Eng 


Canadian Coe re Ltd., 1980 
Sherbrooke St. Montreal, Que. 
WE 7-6117 YF Davis Rd., Oak- 
ville Ont. VI 5-2828. 
Canadian Cutler-H Ltd., 384 
Pape Ave., Toronto, Ont. HO 
6-2151. 
Canadian Electric Resistors Ltd., 
18 Curity Ave., Toronto 16, Ont. 
PL 5-1891. 
Chas. | Thompson Ltd., 3093 
Woodbine Dr.. N. Vancouver, 
B.C. YU 8-2597 and 87 King St., 
Winnipeg 2, Man. WH 3-8231. 
The Canadian Fairbanks-Morse Co. 
Ltd., 980 St. Antoine St., Mont- 
real, Que. UN 6-1451. Branches in 
principal cities across Canada. 
Canadian General Electric Co. Ltd., 
Head Office, 214 King St. W., 
Toronto, Ont. EM 6-7311. Branches: 
3030 East Broadway, Vancouver, 
B.C. HA 7700; 3603-8th St. S.E., 
Calgary, Alta. CH 3-2781; 945 St. 
James St., Winnipeg, Man. SP 
4-3581; 5000 Namur, Montreal, 
Que. RE 3-9911; 131 Howe Ave., 
Halifax, N.S. 5-0551. 
Canadian General Electric Co. Ltd., 
Electronic Equipment and Tube 
Dept.,, 830 Lansdowne Ave., To- 
ronto 4, Ont. LE 4-6511. 
See above for branch offices. 
7 Geyeral Electric Co. 
Ltd., Electronic Tube Section 
(Radio Valve Co. Ltd.), 189 Duf- 
ferin St., Toronto 3, Ont. LE 
4-6311 
Canadian General Electric Co. Ltd., 
Lamp Dept., 221 Dufferin St., To- 
ronto, Ont. LE 2-442. Sales: 1350 
Castlefield Ave., Toronto 19, Ont. 
J 1-1511 
Canadian Industries Ltd., 4 Box 
10, Montreal, Que. UN 1-25 
Canadian Johns-Manville ay Ltd., 
565 Lakeshore Rd. E., Port Credit, 
Ont. CR 8-7211. Br. Ottawa, 
Montreal, Winnipeg, Vancouver. 
Paisley Prods, of Canada fF td., 
36 Upton Rd., Scarborough, Ont 
PL 5-2216; i1767 Pelletier Ave., 
Montreal, Que. DA 2-4756. (Ont. 
& West). 
Canadian Line Materials Ltd., 3595 
St. Clair Ave. E., Toronto 13, Ont. 
AM 1-7111 and OX 9-2337. Branches 
and agents across Canada 
Canadian Liquid Air Co. Ltd., 1111 
Beaver Hall Hill, Montreal, Que. 
UN 6-4781i. Branches in principal 
cities across Canada 
Canadian Lister Blackstone Ltd., 
1921 Eglinton Ave. E., Toronto 13, 
Ont. PL 5-5255 
Canadian Marconi Co., 2442 Tren 
ton Ave., Montreal 16, Que. RE 
8-9441; 572 Barrington St., Hali 
fax, N.S. 3-1325; 830 Bayview Ave., 
Toronto 17, Ou, HU 1-5221; 1710 
rd St. N.E algary, Alta. CR 
7-7571; 3594 Main St., Vancouver, 
B.C. TR 6-4174 
Canadian Marconi Co., Broadcast 
-~ 4 Div.. 2442 Trenton Ave., 
Montreal 16, Que. RE 8-9441 
Canadian Marconi Co., Commercial 
Prods. Div., 2442 Trenton Ave., 
Montreal 16, Que. RE 8-9441. 
Canadian Marconi Co., Electronic 
Tube & Components Div., 83 
Bayview Ave., Toronto 17, Ont. 
HU 1-5221. 
Canadian Marconi Co., Radio Re- 
lay Dept., 970 McEachran Ave., 
Outremont 8, Que. CR 6-3627. 
Canadian Marconi Co., Special 
Services Div., 6035 Cote de Liesse 
Rd., Montreal 9, Que. RI 8-7711. 


Canadian Motorola Electronics 

Ltd., 105 Bartley Dr.. Toronto 16. 

Ont. PL 9-2222; “7365 Mountain 

Sights Ave., Montreal, Que. RE 

9-2791; 54 Adelaide St., Winnipeg, 

Man. WH 3-3617 ; 
Pacific Communications Service 
Ltd., 1181 Marine Dr., N. Van- 
couver, B.C. MU 1-3131 (B.C.); 
Canadian Electronics Ltd., 107th 
Ave.-109th St., Edmonton 1, 
Alta. 4-6451 (Alta.). 


Canadian Pittsburgh Industries 
Ltd.. 48 St. Clair Ave. W.. Toronto. 
7, Ont. WA 4-8701. Branches in 
principal cities across Canada. 
Canadian Puregas Eqiupment. Ltd., 
156 Front St. W., Toronto, Ont. 
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Hackbusch Electronics Ltd.,” 23 
Princess Ave., Toronto 4, Ont. 
LE 1-2453. 
Canadian Renrer Consultants Ltd., 
1239 Greene Ave., Westmount, 


Montreal 6, Que. WE 7-2897-8. 

Canadian Research Institute, 46 St. 
George St., 
3-2455. 

Canadian Resins & Chemicals Ltd., 
600 Dorchester St. W., Montreal 2, 
Que. UN 


Toronto 5, Ont. WA 


6-5641; 
Toronto 12, 


and 20 Eglinton 
Ont. HU 


Canadian Ribbon Tape Co. Ltd., 
102 Eglinton Ave. E., Toronto, Ont. 
HU 3-3292. 
Paisley Prods. of Canada Ltd., 
36 Upton Rd., Scarborough, Ont. 
PL 5-2216 and 11767 Pelletier 
Ave., Montreal, Que. DA 2-4756. 
Canadian Sonic Co., 46 St. George 
St., Toronto 5, Ont. WA 2-6484. 
Canadian Stacknole Ltd., 550 Evans 
Ave., Toronto 14, Ont. CL 5-2373. 
Canadi Westingh Co. Ltd., 
Head Office, 286 Sanford Ave. N., 
Hamilton, Ont. JA 8-8881. Branches 
in principal cities across Canada. 
Carriere & McFeeters Ltd., 936 
Warden Ave., Scarborough, Ont. 
PL 7-5103 and 261 Brittany Dr., 
Ottawa, Ont. SH 6-6318. (Air- 
craft prods.). 
Canadian Westinghouse Co. Ltd., 
Electronics Div.. P.O. Box 510, 
Hamilton, Ont. JA 8-8811. 
Automatic Teiephone & Sound 
Services Ltd., 777 Osborne Ave., 
Verdun, Que. PO 8-8161. 
Co. Ltd., 
Royale, 
Que. 
Lon- 
Win- 
Alta.; 





ai Westinghouse 
Div., 3350 Blvd. 

. Box 1057, Three Rivers, 
FR 4-6271-72-73. Also at 
gueuil, Que.; Islington, Ont.; 
nipeg, Man.; Edmonton, 
Vancouver, B. 
Canadian Westinghouse Co. Ltd., 
Tube Div., Longwood Rd. S., P.O. 
Box 510, Hamilton, Ont. JA 
8-8811 
Cannon Electric Canada Ltd., 160 
Bartley Dr., Toronto 16, Ont. PL 
7-2845 and Montreal Airport, Dor- 
val, Que. ME 1-3626. 

M. J. Howard & Co. Ltd., 1206 
Ottawa, Ont. CE 5-9931. 
of Canada Ltd., 38 
Scarborough, Ont. PL 





Bank St., 
Capacitors 
Upton Rd., 
5-2218. 

Lake Engrg. Co. Ltd., 123 Man- 

ville Rd., Scarborough, Ont. PL 

7-3253; Elcom Marketing Ltd., 

123 Manville Rd., Scarborough, 

Ont. OX 8-3691 (Ont.); The 

Sound Studios, 11767 Pelletier, 

Montreal, Que. DA 2-4756 (Que.). 
Carriere & MacFeeters Ltd., 936 
Warden Ave., Scarborough, Ont. 
PL 7-5103 and 261 Brittany Dr., 
Ottawa, Ont 
Centrata Canada Ltd., 669 Bay- 

Toronto 17, Ont. HU 


. J. Heenan, 669 Bayview Ave., 
Toronto 17, Ont. HU 1-2291; 
D. Eldon McLennan, 1624 W. 
3rd Ave., Vancouver 9, B.C. BA 
2898. 

Central Bridge Co. 
Ont. 


Ltd., Trenton, 


Central Scientific Co. of Canada 
Ltd., 146 Kendal Ave., Toronto, 
Ont. WA 3-2421. Branches: Mont- 
real, Ottawa, Vancouver. 


C. P. Clare Canoda Ltd., 2700 Jane 
St.. P.O. Box 73, Weston, Ont. 
ME 3-6793. 


“Collben” Mfg. Co. Ltd., 5 Thorpe 
St. N., Dundas, Ont, MA 8-6913. 


Collins Radio Co. of Canada Ltd., 
11 Bermondsey Rd., Toronto 16, 
Ont. PL 7-1101 and 77 Metcalfe St., 
Ottawa, Ont. CE 3-6211 


Computing Devices of Canada Ltd., 
P.O. Box 508, Ottawa, Ont. T. 

8-2711; 164 Eglinton Ave. E., To- 
ronto, Ont. HU 8-2452; 223A-10th 
St. N.W., Calgary, Alte AT 3-2860. 


Consolidated Diese! Electric Corp. 
of Canada Lid., 23 Racine Rd., 
Rexdale, Ont. CH 1-3561. Affiliated 
with Consolidated Diesel Electric 
Corp., Consolidated Controls Corp., 
Consolidated Avionics Corp., The 
Lima Electric Motor Co., Inc., and 
Hammond Valve Corp. 

Consolidated Electronic Equipment 


Co. Ltd., 94 . |e Ave. W., 
Willowdale, Ont. 5-6921. 
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Lake Engrg. Co. Ltd., 123 Man- 
ville Rd., Scarborough, Ont. PL 
7-3253; Elcom Marketing Ltd., 
123 Manville Rd., Scarborough, 
Ont. OX 8-3691. 
The Consolidated Mining & Smelt- 
ing Co. of Canada Ltd., 215 St. 
James St. W., Montreal 1, Que. 
AV 8-3103 and 160 Bloor St. E., 
Toronto 5, Ont. WA, 5-6319. 


The Constanta Co. of Canada Ltd., 
280 Regina Ave., Montreal. Que. 
John Herring & Co. Ltd., 3468 
Dundas St. W., Toronto 9, Ont. 
2-9824. 
Continental-Diamond Fibre of Can- 
ada Ltd., 46 Hollinger Rd., Toronto 
16, Ont. PL 5-5211 and 1500 St. 
Catherine St. W., Montreal 25, Que. 
WE 7-6319. 
Filer Smith Machinery Co., 503 
Confederation Life Bldg., Win- 
nipeg, Man.; Mr. D. Peter 
Abbott, 1161 — St., Van- 
couver 5, Cc. 2-1307 
Controls Co. of phones 
ada) Ltd., 257 Dundas Hwy., 
ville, Ont. AT 9-1491. 
Cook Records Canada, 44 Dan- 
forth Rd., Toronto 13, Ont. OX 
1-1131. 
B. D. Coyne, 430 
Ste. Genevieve de Pierrefonds, 
R.R. 2, Box 21, Que. NA 6-5412 
Cords (Canada) Ltd., 149 Series 
Rd., Toronto 3, Ont. LE 7-1221. 
Cosa Corp. of Canada Litd., ce 
Lakeshore Rd., Toronto 14, Ont. 
CL 5-1135. Branches in Montreal 
AV 8-2312 and Ottawa CE 4-5838 
Crane Packing Co. Ltd., 617 Park- 
dale Ave. N.. Hamilton. Ont. LI 
4-3358: 751 Victoria Sq., Montreal, 
Que. AV _ 8-9904; 11864-58th St., 
Edmonton, Alta. 794117; 627_E. 
St., Vancouver, B.C. YL 


(Can- 
Cooks- 


Molson Ave., 


Croname (Canada) Ltd., 50 Taylor 
St., Waterloo, Que. 
C. A. Ball Associates, "106 Adel- 
aide St. W., Toronto, Ont. EM 
4-1633 (Ont.). 
Croven Ltd., Box 1420, 628 Kent 
St., Whitby, Ont. MO 8-3325 and 
Toronto EM 6-6012. 
Ben Manis Associates Reg’d, 5317 
Prince of Wales Ave., Montreal 
29, Que. Pacific Electronics, 1641 
West 2nd Ave., Vancouver, B.C 
Cushing & Nevell Ltd., 181 Eglin- 
ton Ave. E., Toronto 12, Ont. HU 
7-2866 and yd Queen St., Ottawa 4, 
Ont CE 2-52 
Cyanamid of Sranite Ltd., Lamin- 
ated Prods. Dept., 5550 Royal- 
mount Ave., Montreal, Que. RI 
4-2881: 160 Bloor St. FE Toronto, 
Ont. WA. 4-9741; 1416 Erie St., 
Winnipeg, Man 


D 


Daly Capacitors Ltd., 140 Kendal 
Ave., Toronto 4, Ont. WA 4-1690 
Dalyn Industries, 353 St. Nicholas 
St.. Montreal 1, Que. AV 8-5225 
E. S. Gould Sales Co., 353 St. 
Nicholas St., yo te: 1, Que 
AV 8-5225. 
J. H. Darcy Ltd., 
Smiths Falls, Ont. 228 and 
Beaconsfield Ave., Montreal, 
HU 9-5731. 
Canadian Line Materials Ltd., 
3595 St. Clair Ave . Toronto 
13, a AM 1-7111 and OX 9- 


51 Abbott St. N., 


2215; 


Que. 


a " Automatic Controls Ltd., 
4251 Dundas St. W., Toronto 18, 
Ont. BE 3-3211; 5727 Monkland 
Ave., Montreal, Que. HU 1-0259; 
89 Cannon St. W., Hamilton, Ont. 
JA 8-6141; 691 Wellington Ave., 
Winnipeg, Man. SP 4-9880; 1332 
Powell St., Vancouver, B.C. HA 
7230. 
Daystrom Ltd., 840 Caledonia Rd.., 
Toronto, Ont. RU 7-1114 and 5430 
Ferrier St., Montreal, Que. RI 
8-8471. Affiliated with Daystrom, 
Inc. (Heath Co., Weston Instru- 
ments, and others). 
Industron Corp., 
Toronto 2, Ont. 
dustrial gauges). 
Decca Radar (Canada) 
Six Points Rd., Toronto 18, 
BE 2-1161. 
Dethi Metal Prods. Ltd., Waverly 
St.. Dethi, Ont. 
Dial & Instrument Finishers Ltd., 
261 Davenport Rd., Toronto, Ont. 


297 Carlton St., 
WA 1-2032 (In- 


Ltd., 23 
Ont. 
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WA 3-0908, and 2800 Bates Rd., 
Montreal, Que. RE 9-2408. 
Diamond Specialty Ltd., Windsor, 
Ont. 
F. S. B. Heward & Co. Ltd., 661 
Birks Bidg., 620 Cathcart St., 
Montreal 2, Que. UN 6-6781; 
Rm. 201, 1835 Yonge St., To- 
ronto 12, Ont. HU 5-8403; Rm. 
619, 837 W. Hastings St., Van- 
couver 1, B.C. MU 1-7044 
Dollard Recording Ltd., 201-138 
Portage Ave., Winnipeg 1, Man. 
C. Kahnert Sales Co. Ltd., 73 
Crockfort Blvd., Scarborough, 
Ont. PL 17-5171 and Box 885, 
Montreal, Que. CR 1-9858. 
Domini Alumi Fabricating 
Ltd., 10 Jutland Rd., Toronto 18, 
Ont. CL 1-2236-7 & CL 1-2651 and 
P.O. Box 219 Station H, Montreal, 
Que. WE 3-2846 
Dominion Auto 
420 | on St., 
2-11 
eee R 
mack St., 





Accessories Ltd., 
Toronto, Ont. RO 


Tilton Ltd., 51 
Toronto 9, 
9-1129 and 4927 Jean Brillant 
Ave., Montreal, Que. RE 1-0725. 

Dominion Electric Mfg. Co. Ltd., 

60 Leslie St., Toronto, Ont. HO 

1-9201. 

Dominion Electrohome Industries 

Ltd., 39 Edward St., Kitchener, 

Ont. SH 3-0271. 

Dominion Electrohome Indust. Ltd., 

Technical Prods. Div., 140 Mansion 
St., Kitchener, Ont. SH 3-0271. 

omen womans Ltd., 686 Park- 

Ave N., »O Box 492, 
Hamilton, ‘Oni LI 9-4661. 
and Toronto, EM 6-1042; 4425 May- 

fair Ave., Montreal, Que. HU 5567. 
Mr. Frank P. Lewis, 4425 May- 
fair Ave., Montreal, Que. DE 
5567; Mr. R. D. Parkinson, 199 
Bay St., Toronto, Ont. EM 
6-1042 

Dominion 

Mills Rd., 
Empire 
St. E 


McCor- 
Ont. RO 


Rubber Co., 895 
Toronto, Ont 
Engrg. Co., 738 Dundas 
Toronto, Ont. EM 4-2928 
Douglas Randall Canada Ltd., 126 
Manville Rd., Scarborough, Ont 

PL 9-2291 and OX 8-3081 
Dow Chemical of Canada Ltd., 600 
University Ave., Toronto, Ont. EM 
6-9171. 
Dow Corning Silicones Ltd., Tippet 
Rd., Downsview, Ont. ST 8-6118 
ind 5582 Decarie Blvd., Montreal, 
Que. RE 9-1949 
Du Pont Co. of Canada (1956) Ltd., 
1135 Beaver Hall Hill, Montreal, 
Que 
J. B. Pritchard, 11 Franklin Ave., 
Willowdale, Ont. BA 1-9311. 


Don 


I 


E.M.1.-Cossor Electronics Ltd., 301 
Windsor St., Halifax, N.S. 4-6487 
8230 Mayrand St., Montreal, Que 
RE 3-6502; 72 Grenville St., To 
ronto, Ont. WA 3-7611 
EV of Canada Ltd., 73 Crockford 
Bivd., Scarborough, Ont. PL 
7-5171; Box 885 Montreal, Que 
CR 1-9858 (East) 
© Kahnert 
Crockford Blvd., 
PL 7-5171; D. Eldon McLennan 
Ltd., 1624 W. 3rd Ave., Van- 
couver, B.C. BA 2898 (West) 
Eclipse Electronics Co., 153 Logan 
Ave., Toronto 8, Ont. HO 5-3188 
Edo (Canada) Ltd., East Front St., 
P.O. Box 97, Cornwall, Ont. WE 
2-6774-5 


Edwards 


Sales Ltd., 73 
Scarboro, Ont. 


High Vacuum (Canada) 
Ltd., P.O. Box 515, Cumberland 
Ave., Burlington, Ont. NE 4-7757 
and Toronto, Ont. EM 3-9841 
Electric Chain Co., 86 Bathurst St., 
Toronto, Ont. EM 3-8881. 
The Electric Storage Battery Co. 
(Canada) Ltd., Exide Industrial 
Div. Box 907, Postal Station “U,’ 
Toronto 18, Ont. AT 9-1476; 1010 
St. Catherine St. W., Montreal, 
Que.; 298 Main St., Winnipeg, 
Man., 355 Burrard St., Vancouver 
1, B.C 

Electrical Mfg. Co., P.O. Bo 1300, 
Montmagny, Que. 235-6; and 170- 
180 Dorchester E., Montreal, Que. 
UN 1-9157 

Electrical Prods. Co. Ltd., 
5785 Pare St., Que. RI 
8-8761. 


Mfg. 


Montreal, 


gy Reg’d, 7037 
Montreal 5, Que. BE 
here Div. of Burroughs 
Adding Machine of Canada Lid., 
1322 Carling Ave., Ottawa, Ont. 
PA 8-1924; 752 Bay St., Toronto, 
Ont. EM 3-3001; 585 University 
St., Montreal, Que. UN 1-6741. 
Electrolabs, 7385 St Lawrence 
Bivd., Montreal 16, Que CR 

6-6076 
Electronic 
Yonge St., 
1-1126 
Pacific Communications 
Ltd., 1181 Marine Dr 
couver, B.C. YU 7-3914 
Electronic Associates Litd., Tech- 
nical Publications Div., 105 Wil- 
lowdale Ave., Willowdale, Ont. BA 
1-7961 
Electronic Communications Ltd., 
379 Beauharnois St., Montreal 11, 
Que. DU 1-2385 
Electronic Components Litd., 14 
Plastics Ave., Toronto 18, Ont. Cl 
9.2379 
J. C. Matheson, 
Ave.. Riverview, 
Evergreen, 6-3816; 
& Sales Ltd., 6969 St. Lawrence 
Bivd., Montreal 10, Que 
Norris Burgess, 418 Mt. Pleasant 
Rd., Toronto, HU 9-1854 
Jack Meloff Organization, 
Arlington St., Winnipeg 3 


Electronic Controls Ltd., 
Bidg., Belleville, Ont. 
Douglas Randall (Canada) Ltd., 
126 Manville Rd., Toronto, Ont 
PL 9-229] 
Electronic Craftsmen  L4d.., 0 
Weber St. N., Waterloo, Ont. SH 
2-8650 
Electronic 
Ave., Galt, 
Electronic 
Ave. S.W 
4-1422 
Electronic Enterprises 
Vitre St. W., Montreal, 
1-1838, 
George H. Giles Sales, P.O. Box 
70 Thornhill, Ont. AV 5-2241; 
National Sales Co., 72 Princess 
St., Winnipeg, Man; A. I 
Whitehead, P.O. Box 
Vancouver, B.C. 
Electronic Materiels Int'l. Ltd., 342 
Gladstone Ave., Ottawa, Ont. CI 
6-7148 
Electronic Re search & De eo onent 
Co. Ltd., 210-9th Ave. S.E.. al 
gary, Alta. AM 6-6048. Sales ‘dis 
Electronic Service Supply Co. Ltd 
Reps Tele-Radio Systems Ltd. 
3534 Dundas St. W., Toronto 9, 
Ont. RO 2-8224; Western Sound 
Services Ltd 613 Portage Ave 
Winnipeg, Man. SP 4-5547 
Electronic Specialties, 9 Glen Rd.. 
Toronto 4, Ont. WA 3-4534, Sales 
Div. Bel-Cleer Prods. Co. (same 
address) 


Electronics Corp. of America (Can- 
ada) Ltd., 104 Advance Rd., 
Toronto 18, Ont. BE 3-6243 and 
5404 Thorncliffe Drive, Calgary, 
Alta. 70353 
Martin Engrg. Inc., 1846 
chester St. W Montreal, 
ind 1977 Avenue Rd., Toronto, 
Ont. Pacific Controls Lid.. 1042 
Davie St.. Vancouver, B.C. and 
Queens Ave., Victoria, B.C 
Intercom Inc., 2626 
Bates Rd Montreal, Que RE 
9-1981; 137 Raleigh St Toronto, 
Ont. AM 1-7293; 206 King St., St 
Catharines, Ont. MU 4-4640; 2191 
Teme Ave Quebec, Que. LA 
2-8606; 303 Kendall Ave., Ottawa, 
Ont. SH 6-1935 
Dominion Machinery & Equip 
ment Co. Ltd. Mumford Med 
land Ltd. Canadian Communica 
tions Systems. Taylor Pearson & 
Carson Ltd 
El-Met Parts Ltd., Head St., 
das, Ont. MA 8-6366 
Engelhard Industries of Canada 
Ltd., 512 King St. E.. Toronto, 
Ont. EM 2-3211, and 1255 Univer- 
sity St., Montreal, Que. UN 6-7318. 
Pitt Distributing Co. Ltd., 80 
George St., Toronto 2, Ont. EM 
4-8268. 
Engineered Sound Systems Léd., 
169 Kipling Ave. S., Toronto 18, 
Ont. BE 3-2155. 
English Electric Co. 
Ltd., George St., St 
Ont. MU 5-7311. 


Boyce 
7255 


Associates, Ltd., 
Willowdale, 


4616 
Ont. BA 


Service 
N. Van 


830 Montgomery 
N.B.; Moncton 
Armor Supply 


1066 
Man 


Lanning 


Engrg., 82 

Ont 

E = 
Calgary, 


Elmwood 


1504 12th 
Alta. CH 


Ltd., 270 
Que. UN 


2345, 


Dor 
Que 


Electro-Vox 


Dun 


of Canada 
Catharines, 


93 





Canadian Manufacturers 


Ericsson Telephone Sales of Canada 

Ltd., 130 Bates Rd., Town of 

Mount Royal, Montreal 8, Que. 

RE 1-6428 and 34 Advance Rd., To- 

ronto 18, Ont. BE 1-1811. 
Canadian Electronics Ltd., 109 
St. at 107th Ave., Edmonton, 
Alta. 4-6451; E.M.I.-Cossor Elec- 
tronics Ltd., 301 Windsor St., 
Halifax, N.S. 4-6487; Maclvor 
Electronics Ltd., 248 Main St., 
Winnipeg 1, Man. WH 2-3026; 
Pacific Communications Services 
Ltd., 1181 Marine Dr., N. Van- 
couver, B.C. YU 7-3914; L. A. 
Varah Ltd., (Westronic Engrg. 
Sales), 1541 Hornby St., Van- 
couver, B.C. MU 1-0104. 


Erie Resistor of Canada Ltd., 7 
Fraser Ave., Trenton, Ont. EX 
2-6524 and Toronto EM 2-3315. 
Sales office: 4972 Dundas St. W.., 
Islington, Ont. BE 1-1712. 
Essex Electronics of Canada Ltd., 
99 Wragge St., Trenton, Ont. 
Essex Wire Corp., 1664 Windsor 
Ave., Windsor, Ont. 
H. B. Etlin Co. Ltd., 1850 Wilson 
Ave., Weston, Ont. CH 1-1115. 
MacKay Morton Ltd., 183 James 
Ave. E., Winnipeg, Man. T. H. 
Smith Associates, 107 Murray 
St., Montreal, Que. 
Eutectic Welding Alloys Co. of 
Canada, Ltd., 3150 - 37th St., Ville 
St. Michel, Que. RA 1-4939 (At- 
lantic Div., Dartmouth, N.S.); 9 
Torbarrie Rd., Downsview, Ont. 
CH 6-5897 (Ont.); 1661 West Sth 
Ave., Vancouver, B.C. RE 1-2127 
(West). 
Executone Communication Systems 
Ltd., 331 Bartlett Ave., Toronto 4, 
Ont. LE 1-9961. Reps. & distribu- 
tors in principal cities across 
Canada. 


F 


F. A. J. Tools Co., Parkhurst Blvd., 
Toronto 17, Ont. 
John Best Co., 96 Kipling Ave. 
N., Islington, Ont. BE 1-7633. 
Federal Wire & Cable Co. Ltd., 
Div. of H. K. Porter Co. (Canada) 
Ltd., 265 Suffolk St., P.O. Box 90, 
Guelph, Ont. TA 2-6730; 5625 Pare 
St., Montreal, Que .RI 4-5594; 857 
Marion St., St. Boniface, Man. CH 
7-2391; 148 East 3rd Ave., Van- 
couver, B.C. EX 1421; 325 - 10th 
Ave. W., Calgary, Alta. "AM 9- 5647; 
10301 - 109th St., Edmonton, Alta. 
AM 2-6171. 
Federated Metals Canada _ Ltd., 
1110 Birchmount Rd., Scarborough, 
Ont. PL 7-3246. 
Ferranti-Packard Electric Ltd., In- 
dustry St., Mount Dennis, Toronto 
15, Ont. RO 2-3661. 
Ferro Enamels (Canada) Ltd., P.O. 
Box 37, Oakville, Ont. 
Fiberglas Canada Ltd., 10 Price 
St., Toronto, Ont. WA 4-9571. 
Andrew Gilchrist Ltd., 155 
Decarie Blvd., P.O. Box 322, St. 
Laurent, Que. RI 4-5596. Paisley 
Prods. of Canada Ltd., P.O. Box 
159, Stn. H., Toronto, Ont. PL 
2216-7-8. 
Fischer & Porter Canada Ltd., 
P.O. Box 135, Downsview, Ont. 
ME 3-9810; 997 Decarie Blvd., 
Montreal, Que. RI 4-6458; 1575 
West Georgia St., Vancouver 5, 
B.C. MU 4-8610. 
Fisher Research Lab. Ltd., 1271 
W. Pender St., Vancouver, B.C. 
MU 4-2027. 
Fisher Scientific Co. Ltd., 245 
Carlaw Ave., Toronto 8, Ont. HO 
1-6333; 8505 Devonshire Rd., Mont- 
real, Que. RI 8-8711; 10019 - 103 
St., Edmonton, Alta. 23787. 
Fleck Mfg. Ltd., 80 Harvey St., 
P.O. Box 1200, Tillsonburg, Ont. 
VI _ 2-3641. 
W. Barringer, 57 Transwell, To- 
ronto, Ont. BA 1-7046. (Ont. & 
Que.). 
Fleet Mfg. Ltd., Gilmore Rd., P.O. 
Box 300, Fort Erie, Ont. 1400. 
The Foxboro Co. Ltd., 707 Dollard 
, Ville LaSalle, Montreal 32, 
DO 6-4210; also at St. John, 
Toronto, Sudbury, Port 
Arthur, Ont.; Edmonton, Calgary, 
Alta.; Vancouver, B.C. 
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Found Bros. Aviation Ltd., Mal- 
ton, Ont. BU 6-2241. 
L. H. Frost (Canada) Ltd., 1078 
Service Rd., P.O. Box 425, Oak- 
ville, Ont. VI 4-6681. 


G 


Garlock Packing Co. of Canada 
Ltd., 750 Bay St., Toronto 2, Ont. 
EM 4-3456. 
The Garrett Mfg. Corp. of Canada 
Ltd., 4 Racine Rd., Rexdale, Ont. 
CH 4-5655 and 1255 Laird Blvd., 
Montreal, Que. RE 8-7605. 
General Controls Co. (Canada) 
Ltd., 171 Surrey St. E., Guelph, 
Ont. TA 4-2350. Branches in Mont- 
real, Toronto, Winnipeg and Van- 
couver. 
General Engrg. Co. Ltd., 1203 
Roselawn Ave., Toronto 10, Ont. 
RU 7-4926. 
General Instrument - F. W. Sickles 
of Canada Ltd., 151 Weber St. S., 
Box 408, Waterloo, Ont. SH 4-8101. 
The General Tire & Rubber Co. of 
Canada Ltd., Industrial Prods. 
Div., Welland, Ont. RE 5-5631; 
P.O. Box 133, Willowdale, Ont. 
BA 1-9391; 7905 St. Laurent Blvd., 
Montreal, Que. DU 3370. 
General Wire & Cable Co. Ltd., 
Cobourg, Ont. FR 2-5491 and To- 
ronto EM 4-7263. 
Globelite Batteries Ltd., 1717 Wel- 
lington Ave., St. James, Man. SP 
4-4571, and principal western cities. 
Gomard Electronics Ltd., 180 Chat- 
ham St., Hamilton, Ont. JA 8-1266. 
The Glendon Co. Ltd., 44 Wel- 
lington St. E., Toronto 1, Ont. 
EM 6-5673. 
B. F. Goodrich Canada _ Litd., 
Kitchener, Ont. SH 5-7351. 
Branches in principal cities across 
Canada. 
Gould-National Batteries of Canada 
Ltd., 214 Merton St., Toronto 7, 
Ont. HU 1-4438 and 5925 Monkland 
Ave., Montreal, Que. HU 1-6633. 
Great Lakes Electrical aes 
Ltd., ror Ave., Toronto 18, Ont. 
CL 1-6581. 
The B. einai Wire Co. Ltd., 
55 Queen St. N., Hamilton, Ont. 
JA 8-5971 and Toronto EM 3-0002 
and EM 3-0003, also 180 St. Paul 
St. W., Montreal, Que. VI 9-2407 
Bissett & Webb Ltd., 608 Paris 
Bidg., Winnipeg, Man. 
Gulley Co. Ltd., 72 Crockford 
Blvd., Scarborough, Ont. OX 
8-1678. 
H 


Hackbusch Electronics Ltd., 23 
Primrose Ave., Toronto 4, Ont. 
LE 1-2453 
The Hallicrafters Canada Ltd., Don 
Mills Rd., Don Mills, Ont. HI 
4-4401. 
Halliday-Armstrong Ltd.. 20 Trent 
Ave., Toronto 13, Ont. OX 8-3061. 
William M. Hummel, 150 Pine- 
wood Trail, Port Credit, Ont. 
CR 8-7666 (East). 
Hall & Pickles Ltd., 1266 Kipling 
Ave. N., Rexdale, Ont. CH 4-5335. 
Andrew’ Gilchrist _Ltd.. 155 
Decarie Blvd., P.O. Box- 322, St. 
Laurent, Que. RI 4-5596. 
Hammond Mfe. Co. Ltd., P.O. Box 
37, Core, Ont. TA 2-2960 and 
Toronto. EM 4-1877. 


’ Handy & Harman of Canada Lad. 
On 


141 John St., Toronto 2B, ; 
EM 8-6171 and 620 Cathcart St. 
Montreal, Que. WR 6-6596. 
The E. Harris Co. Ltd., 1 Leslie 
St. Toronto, Ont. HO 5-2434 and 
6637 Jeanne Mance St., Montreal, 
Que. 
Hart Battery Co. Ltd., Box 550, 
St. Johns, Que. 7-2325-6-7. Branches 
in principal cities across Canada. 
Hathaway Kraemer Ltd., 125 Whit- 
ney Pl., Kitchener. Ont. SH 2-7944. 
and 8 Wellington St. E., Toronto, 
Ont. EM 4-4884 
Hawkesbury Wire Co. Ltd., P.O. 
Box 507. Hawkesbury, Ont 
Lake Engrg. Co. Ltd., 123 Man- 
— Rd., Scarborough, Ont. PL 
7-3253; Elcom Marketing Ltd., 
123 Manville Rd., Scarborough, 
Ont. OX 8-3691. 


Helipot Div., Beckman Instruments 
Inc., 3 Six Points Rd., Toronto 18, 
Ont. BE 3-1116. 
K-O-n Associates, Ltd., 1470 Don 
Mills Rd.. Don Mills. Ont. HI 
4-4429 and 3333 Cavendish Bivd., 
nr gm N. D. G., Que. HU 
0700 


Heilermann Canada Ltd., 44 Dan- 
or 1; Agee Toronto 13, Ont. OX 
B. D. Coyne, 4130 Molson Ave., 
St. Genevieve de Pierrefonds, 
R.R. 2, Box 21, Que. NA 6-5412. 
Honeywell Controls Ltd., Vander- 
hoof Ave., Toronto 17, Ont. HU 
9-2151. Branch offices in principal 
cities across Canada. 
Canadian Electronics Ltd., 109 St. 
& 107 Ave., Edmonton 1, Alta. 
4-6451 and 3344th Ave. S.E., 
Calgary, Alta. 
The Hoover Co. Ltd., Gage Ave 
and Barton St., Hamilton, Ont. LI 
5-1151. 
Hoskins Alloys of Canada Ltd., 45 
Racine Rd., Rexdale, Ont. CH 
4-1145. 
Humble Mfg. Co. Ltd., 
2nd Ave., Vancouver 43: 
Prairie Agencies, 
Ave., Winnipeg, Man. 
Philip A. Hunt Co. (Canada) Ltd., 
77 Leslie St., Toronto 8, Ont. HO 
5-1145 and Montreal, WE 2-3607. 
Hysol (Canada) Ltd., P.O. Box 53, 
Postal Stn. “R,” 44 Beechwood Dr., 
Toronto 17, Ont. HO 1-0708. 
Fibreglas & Chemical Services 
Inc., 1220 W. Nickerson, Seattle 
99, Wash., AL 1995 (B.C.). 


I 
ITT Electronics Service Co. of 
Canada Ltd., 5796 Ferrier St., Town 
of Mount Royal, Que. RI 9-6551. 
Air Vice Marshall J. A. Law- 
rence, 106 The Sandringham 
Range Rd., Ottawa, Ont. 
The Indiana Steel Prods. Co. of 
Canada Ltd., Kitchener, Ont. SH 
3-0244, 
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Industrial Electronics of Canada, 
Div. of C. C. Meredith & Co. Ltd., 
80 Thomas St., Streetsville, Ont. AT 
9-9001. 
Foulis & Bennett Electric Ltd., 
Halifax, N.S. Electrical Indus- 
tries Ltd., 10544 115th St., Ed- 
monton, Alta.; Wilson Edquip- 
ment Supply Co., P.O. Box 121, 
Stn. “C,” Winnipeg 9, Man. 
Interlake Steel Prods. Co. Ltd., 
Wellington St., Thorold, Ont. CA 
3711 
266 Aubrey St., Win- 
nipeg 10, Man. SU 3-5442. 
International Business Machines 
Co. Ltd., Don Mills Rd., Toronto 
6, Ont. HI 4-2511. Branches in 
principal cities across Canada. 
International Rectifier of Canada 
Ltd., 1581 Bank St., Ottawa 1, 
Ont. RE 3-6880. 
The International Nickel 
Canada Ltd., 55 Yonge St., 
Ont. EM 4-7471. 
International Systcoms Ltd., 8235 
Mountain Sights Ave., Montreal, 
Que. RE 3-1814 and RE 1-2515; 35 
Doris Dr., Toronto 16, Ont. PL 
7-2478. 


J 


Jerrold Electronics (Canada) Ltd., 

50 Wingold Ave., Toronto 19, Ont. 

RU 1-6174. 
Canadian a Ltd., 109 
St. & 107 Ave.. Edmonton 1. 
Alta. 4-6451; Fred Welsh Antenna 
Systems, 733 Beatty St., Van- 
couver, B.C. 

Johnson Matthey & Mallory Ltd., 

110 Industry St., Toronto 15, Ont. 

RO 2-7201 and 606 Cathcart St., 

Montreal, Que. UN 6-6901. 
Imperial Oxygen Ltd., 565 Tre- 
thewey Dr., Toronto, Ont. and all 
branches across Canada. 
A. C. Simmonds & Sons Ltd., 100 
Merton St., Toronto, Ont. HU. 5- 
9111. 

Joy Mfg. Co. 

Beverly St., 


E. Jeanes, 


Co. of 
Toronto, 


(Canada) Ltd., 175 
Galt, Ont. 3600. 


K 


KCS Ltd., 20 Spadina Rd., Toronto, 
Ont. WA 4-3381, and Suite 103, 640 
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Cathcart St., Montreal, Que. 

George Kelk Ltd., 130 Willowdale 

Ave., Willowdale, Ont. BA 5-7724. 
R-O-R Associates Ltd., 1470 Don 
Mills Rd., Don Mills, Ont. HI 
4-4429 and 3333 Cavendish Blvd., 
N.D.G., Montreal, Que. HU 1- 
0700 (Specific prods.); Sheri- 
a Ro <y 121 Richmond 

Suite 602, Toronto, Ont. 

EM ws 3933 (Geophysical Equip- 
ment). 

Kester Solder Co. of Canada Ltd., 

51 Bruce St., Brantford, Ont. 

PL 3-3425. 
C. M. Robinson Co., 1550 Erin 
St., Winnipeg 3, Man. SP 4- 
1855-6. (Lakehead West) 

King’s Electronics (Canada) Ltd., 

2425 Grand Blivd., Montreal, Que. 

HU 8-8321 & 8744. 
Samuel C. Hooker (Canada) 
Ltd., 2425 Grand Blvd., Mont- 
real, Que. HU 8-8321 and 4126 
Bathurst St., Downsview, Ont. 
ME 5-1470. 

Kitchener Electronic Industries 

Ltd., 139 Dundas St., P.O. Box 542, 

Kitchener, Ont. SH 5-9770 
William Cohen Ltd., 8900 Tan- 
guay, Montreal, Que. DU 8-9201 
(Que.); Len Finkler & Co., 330 
Adelaide St. W., Toronto 2B, 
Ont. EM 8-5222 (Ont. & West). 


L 


L. C. R. Mfg. Co. Ltd., 12 York 
St., Lindsay, Ont. FA 4-6003. 
Leeds & Northrup Canada Ltd., 
61 Industry St., Toronto 15, Ont. 
RO. 6-7623. 
Leland Electric Canada 
Crimea St., Guelph, Ont. 
1570. 
Industrial Electronics of Canada, 
Div. of C. C. Meredith & Co. 
Ltd., 80 Thomas St., Streetsville, 
Ont. Toronto AT 9-9001. 
Lenkurt Electric Co. of Canada 
Ltd., 7018 Lougheed Hwy., N. 
Burnaby P.O., Vancouver, B.C. 
CY 8-2464. 
Automatic Electric Sales (Can- 
ada) Ltd., 185 Bartley Dr., 
Toronto 16, Ont. PL 7-2 861. 
Branches in Montreal, Ottawa, 
Brockville, Hamilton, Winnipeg, 
Regina, Edmonton and Van- 
couver. 
Linde Co., Div. of Union Carbide 
Canada Ltd., 40 St. Clair Ave. E., 
Toronto 7, Ont. WA 4-5451; 805 
Davenport Rd., Toronto, Ont. LE 
4-9595: 8311 Royden Rd., Montreal, 
Que. RI 8-7931; 1175 Grant St., 
Vancouver 6, B.C. HA 6274; 733 
Tache Ave., St. Boniface, Man. CH 
7-4811; Highway 16 A East, Ed- 
monton, Alta. HO 6-1118. 
Lindsay Antenna & Specialty 
Prods. Ltd., 11 Wellington St., 
Lindsay, Ont. FA 4-2196. 
William Cohen Ltd., 8900 Tan- 
guay St., Montreal, Que. DU 8- 
9201; George H. Giles Sales, 
P.O. Box 70, Thornhill, Ont. AV 
5-2241; E. Jeanes, 266 Aubrey 
St.. Winnipeg 10, Man. SU 3- 
5442. 


Ltd., 
TA 2- 


Linread Canada Ltd., Hayes Ave., 
P.O. Box 292, Guelph, Ont. TA 
4-0070 & Toronto EM 8-8807. 
Lion Rubber & Plastics Ltd., 140 
Clement St., Villa LaSalle, Mont- 
real 32, Que. DO 6-2170. 

London Wood & Plastics Ltd., 19 
King St., London, Ont. 2-3033. 
Long Sault Woodcraft Ltd., St. 
Andrews E., Que.; LaChute, Que. 
LO 2-2438. 

Lucas-Rotax Ltd., Box 115, Stn. 
“H,” 2200 Eglinton Ave. E., To- 
ronto, Ont. PL 5-4171; 5595 Royal 
Mount Ave., Montreal, Que. RI 
8-7737; International eet Van- 
couver, B.C. CR 8-5 


M 


R. Mack & Co. Ltd., 7. Gran- 
ville St., Vancouver 14, B. AM 
6-9749 (ARMACO aM Ay com- 
ponents). 

Magnetic Coil Co., 67 Ontario St. 
S., Kitchener, Ont. SH 2-7811. 
Canada Electronics, 67 
S., Kitchener, Ont. 


Cross 
Ontario St. 
SH 2-7811. 
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Mallory Battery Co. of 
Ltd., 228 St. Helens St.. Toronto, 
4, Ont. LE 4-4201; 439 Railway 
Vancouver, B.C. MU 4-4404; 
3 "King on ard St., Winnipeg, 
Man. SP 2-952 
A. C. i & Sons Ltd., 
100 Merton St., Toronto, Ont. 
HU 5-9111. 
Marking Products Litd., 1801 
Favard St., Montreal 22, Que. WE 
2-5541. 
Marsiand Engrg. Co. Ltd., 154 Vic- 
toria St. S., Kitchener, Ont. SH 
5-9486. 
Eric Marsland & Co., 824 Victoria 
St. N., Kitchener, Ont. SH 5-8310. 
Masson Seeley & Co. Ltd., 60 Bry- 
don Dr., Rexdale, Ont. CH 4-4269. 
ar Radio & Television Ltd., 
W. 3rd Ave., Vancouver 9, 
BC RE 4313. 
McCurdy Radio Industries Ltd., 
22 Front St. W., Toronto, Ont. EM 
6-6531. McIntosh hi-fi prods. manu- 
factured under license. 
Applied Electronics, 434 Church 
St., Toronto 14, Ont. CL 1-8451 
(Hi-fi prods.); L. A. Varah Ltd., 
1451 Hornby St., Vancouver 1, 
B.C. MU _ 1-0104 (Broadcast 
prods.); Radiovision Sales Ltd., 
325 Tenth Ave. W., Calgary, 
Alta. 2-3294 (Hi-fi prods.); E. S. 
Gouid | Sales Co., 353 St. Nicholas 
St., Montreal, Que. AV 8-5225 
(Broadcast prods.). 
MecPhar Mfg. Ltd., - Bond Ave., 
Don Mills, Ont. HI 4-4451. 
Measurement andy Arn- 
prior, Ont. 
Mel Sales Ltd., Arnprior, Ont. 
400 & 401; Box 1352, Postal Stn. 
“O,” Montreal, Que. NA 7-4213; 
1969 Avenue Rd., Toronto 12, 
Ont. HU 1-023). 
Mechron Engrg. Prods. Ltd., 2437 
Kaladar Ave., Ottawa, Ont. RE 
3-3855. 
R. C. Kahnert Sales Co. Ltd., 73 
Crockford Blvd., Sc arborough, 
Ont. PL 7-5171 and Box 885, 
Montreal, Que. CR 1-9858. 
Cc. C. Meredith & Co. Ltd., 80 
Thomas St., Streetsville, Ont. 
TA 6-1141 and Toronto AT 9-4491. 
Chas. L. Thompson Ltd., 3093 
Woodbine ita N. Vancouver, 
B.c. YU 8-2597 and 87 King 
St., -_ innipeg 2, Man. WH 
3-82 
Mica = of Canada, 1242 McGill 
College Ave., Montreal, Que. UN 


6-2608 
Micarta Fabricators  Ltd., 18 
Toronto St., Toronto, Ont. EM 
8-4251. 
The Sloan Co., Rm. 318, 
ronto St., Toronto, Ont. 
Micro-Tower Ltd., 42 Crockford 
Blvd., Toronto 16, Ont. PL 7-4263. 


Millard Electric Ltd., Perth, Ont. 
144, 


Ltd., 


18 To- 


Milltronics Ltd., 129 Adelaide St. 
W., Toronto, Ont. EM 4-9767 and 
516 McDonnell St., Peterborough, 
Ont. RI 2-6613. 
Minnesota Mining & Mfg. of Can- 
ada Ltd., Electrical Products Div., 
P.O. Box 757, London, Ont. GL 
1-2500; 23 Isleville St., Halifax, 
N.S. 5-4240: P.O. Box 68, Mont- 
real, Que. RE 9-2326; P.O. Box 
1201, Postal Stn. “T,”” Toronto 19, 
Ont. CH 4-5607; 873 Notre Dame 
Ave., Winnipeg, Man. SP 2-0421; 
2475 Manitoba St., Vancouver, B.C. 
EX 3561. 
Moloney Electric Co. of Canada 
Ltd., 213 Sterling Rd.. Toronto 3, 
. LE 4-9926; Phillips Sq., Birks 
Montreal, Que.; 715 11th 
Calgary, Alta.; 347 W. 
4th Ave., N. Vancouver, B.C.; also 
agents across Canada. 
Monarch Radio Mfg. Co., 3837 
Arcade St., Montreal, Que. VI 
5-1540. 
Canada Ltd., 425 St. 
Ville La Salle, Mont- 
e. Offices in Toronto, 
owen Vancouver. 


Monsanto 
Patrick St., 
real, 
Oakville, 


Morningstar-Pais' of Canada 
ay a c Quay W., Toron- 
to, Ont 


Mouldmakers ‘ai 
738 Dundas a” E., "Toronto, ‘oan 
EM 4-2928. 

Empire Engineering Co., 738 


Dundas St. Ont. 


EM 4-2928. 


E., Toronto, 


CANADIAN 


Instruments Ltd., 677 
Fin Stratford, Ont. 3717 & 


Constellation Components Co., 
136 Tower Dr., Scarboro, Ont. 
PL 7-3359; and 17041 Omega P1., 
St. Genevieve, Que. NA 6-5673. 
Peter Munk Associates Ltd., 118 
Rivalda Rd., Weston, Ont. CH 


6-2111. 
N 

National Carbon Co., Division of 
Union Carbide Canada Ltd., 805 
Davenport Rd., Toronto 4, Ont. 
LE 4-9501; 125 Mountain St., Mont- 
real, Que. VI 5-3111; 616 St. 
James St., Winnipeg 12, Man. SP 
2-0447. 

Hackbusch Electronics Ltd., 23 

Primrose Ave., Toronto 4, Ont. 

LE 1-2453. 
National Fibre Co. of Can. Ltd., 
107 Atlantic Ave., Toronto 3, Ont. 
LE 2-3303 and 1411 ge St., 
Montreal, Que. AV 8-75 
National Pilon boty aa 146 
Bates Rd., Montreal 26, Que. 
National Sound Services Ltd., 1785 
Bois Franc Rd., Montreal 9, Que. 
RI 7-6515. 


Muirhead 
Erie St., 


Neosid (Canada) Ltd., 10 Vansco 
Rd., Etobicoke, Toronto 18, Ont. 
CL 1-2831. 
The Glendon Co. Ltd., 44 Wel- 
oy St. E., Toronto, Ont. EM 
6 
. H. Nichols Ltd., 4544 Dufferin 
P.O. Box 500, Downsview. Ont 
ME 3-8190; P.O. Box 113, Ottawa, 
Ont. CE 6-5767; 624 Vancouver 
Block, 736 Granville St., Vancou- 
ver, B.C. MU 3-0019. 
per and Brass Léd., 
.O. Place D’Armes. 
Montreal 1, Que. MI 5-8741; 1255 
Laird Bivd., Montreal 16, Que. RE 
; 225 Wicksteed Ave., Toron- 
HU 8-1115; 200 Qu 


.. Edmonton, Alta. 2-2 : 

1370 Powell St., Vancouver, B.C. 
HA 6460 
Northern Electric Co. Ltd., 1600 
Dorchester St. W., P.O. Box 6123, 
Montreal, Que. WE 7-6071. Bran- 
ches in principal cities across 
Canada. 
Northern Nylon Molding Corp. of 
Canada Ltd., Montreal, Que. 

A. Deskin Sales Co. Ltd., 1091 

14th St., St. Martin, Que. MU 

1-0201. 
Northern Radio Mfg. Co. Ltd., 
1950 Bank St., Ottawa, Ont. RE 
3-4440. 


O 


Oki & Willadsen Ltd., 47 Crock- 
ford Blvd., Toronto 16, Ont. PL 
7-4195. 
Osborne Electric Co. Ltd., 95 
Wesley St., Toronto 18, Ont. CL 
9-7886. 


P 


Paisley Prods. of Canada Ltd., 
36 Upton Rd., Scarboro, Ont. PL 
5-2216-7-8; 11767 Pelletier Ave., 
Montreal, Que. DA 2-4756 and 
2585 St. Patrick St., Montreal, 
Que. WE 5-8595. 
Panelyte Div., St. Regis Paper Co., 
(Canada) Ltd., 2180 Belgrave Ave., 
Montreal, Que. HU 9-3801; 81 
McCormack Street, Toronto, Ont. 
RO 6-2403. 
Par-Tex Engng. & Contracting Co. 
Ltd., 4010 Dundas St. W., Toronto 
9, Ont. RO 9-4111-2. 
este Plastics Co. Ltd., Bishop 
Preston, Ont. 
"2 Finkler & Co., 330 Adelaide 
St. W., Toronto DB, Ont. EM 
8-5222. 
P. P. Payne & Sons (Canada) Ltd., 
468 King St. W., Toronto, Ont. 
EM 8-9214. 
E. S. Gould Sales Co., 353 St. 
Nicholas St., Montreal, Que. AV 
8-5716 (East). 
Peckover’s Ltd., 115 McCormack 
St., Toronto 9, Ont. RO 2-8272; 
2052 St. Catherine St. W., Montreal, 
Que. WE 3-6717 
Pedaco Ltd., Box 156, Stn. D, To- 
ronto 9, Ont. HU 5-5225. (Engin- 
eering and development 4 gl 
Peffer Sound Systems Lid., 
per gg St., Kitchener, Ont. su 
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Philco Corp. of Canada Litd., Don 
Mills Rd., Don Mills, Ont. HI 
4-2541. 
Electronics Industries Ltd., 
ical 


1024 Oxford St. E., London, Ont.; 
1302 Notre Dame Ave., Winnipeg, 
Man.; 1066 Seymour St., Van- 
couver, B.C. 

Radelin Lid., 106 Lake Shore Rd. 





Philips 

Industrial & Med 
Div., 116 Vanderhoof i To- 
ronto 17, Ont. HU 5-8621. 

Van Waters & Rogers Co. Ltd., 

Scientific Supplies Div., 2625 

Skeena St., Vancouver 12, 

HE 3-0521 (Alta. & B.C.). 
Philips Industries Ltd., Div. of 
Philips Electronics Industries Ltd., 
116 Vanderhoof Ave., Toronto 17, 
Ont. HU 5-8621. 

Phillips Electrical Co. Ltd., Brock- 
ville, Ont. DI 2-5666. Branches in 
principal cities across Canada. 
Pioneer Controls Ltd., ilth & 
Richmond Ave., Box 550, Brandon, 
Man. 91451. 

Supreme Power Supplies Ltd., 

Toronto, Ont.; C. M. Robinson 

Co., Winnipeg, Edmonton, Cal- 

gary, Vancouver; R. L. Brews & 

Son Ltd., Calgary and Edmonton; 

Pioneer Electric (Sask.) Ltd., 

Regina, Sask. 

Pioneer Electric Ltd., 1 Rockwood 
Pl., Winnipeg, Man. 

Pirelli Cables, Conduits Ltd., P.O. 
Box 70, St. Johns, Que. FI 6-6831. 


The Plessey Co. of Canada Litd., 
243 Dunbar Ave., Town of Mount 
Royal, Montreal, Que. RE 9-1796. 
Polytronics Co., 582 Bathurst St., 
Toronto 4, Ont. WA 1-8767. 
Potter & Brumfield (Canada) Ltd., 
135 Oxford St., Guelph, Ont. 
A. T. R. Armstrong Ltd., 700 
Weston Rd., Toronto 9, Ont. RO 
2-7535 (Ont.); Aeromotive 
Engng. Prods. Ltd., 147 Hymus 
Bivd., Pointe Claire, Que. ME 
1-4396 and OX 7-0810 (East); 
Chas. IL Thompson Ltd., 3093 
Woodbine Dr., N. Vancouver, 
B.C. YU 8-2597; and 87 King 
St., Winnipeg, Man. WH 3-8231 
(West). 
Powertronic 
Bermondsey Rd., 
PL 5-3377. 
Burlec Sales Ltd., 1179 Decne 
Blvd., Montreal 9, RI 
4-0165; All offices 
Electric Co. 
Precision Dials Ltd., 2 Duets as Sq., 
Toronto 1, Ont. EM 2-3016. 
Precision Electronic _ 
(1956) Ltd., 50 Wingold Ave., To- 
ronto 19, Ont. RU 1-6174 
Precision Welder & Flexopress Can- 
ada) Ltd., 50 Chapman St., Galt, 
Ont. 
Upton, Bradeen 
890 Yonge St., 
WA 4-5751. Branches in 
cipal cities across Canada 
J. B. Pritchard, 11 Franklin Ave., 
Willowdale, Ont. BA 1-9311. 
Process Instrument Systems Lid., 
1918 Avenue Rd., Toronto, Ont. 
RU 7-4218. 
Proto Tools of Canada Ltd., P.O. 
Box 366, London, Ont. GL 1-2920. 
Pye Canada Ltd., 84 Northline Rd. 
Toronto 16, Ont. PL 9-2231; 
Duke St., Suite 3, Halifax. Ns: 
1167 James St. W., Montreal, Que 
Barvic Engrg Ltd., 909 Beach 
Ave.. Vancouver, B.C.; Hart 
Electronics Ltd., 19642 Osborne 
St., Winnipeg, Man. 
Pye Canada Lid., Television Trans- 
mission Div., P.O. Box 360,, Mc- 
Master Ave., Ajax, Ont. 1510 Ajax. 
Barvic Engineering Ltd., 
Beach Ave., Vancouver, B.C. 
Pylon Electronic Development Co. 
Ltd., 161 Clement St., Ville La- 
salle, Montreal 3 , Que. DO 6-1510; 
68 Browns Ave., Toronto, Ont. LE 


4-3501. 
Q 


Quality Hermetics Ltd., 45 Hol- 
linger Rd., Toronto 16, Ont. PL 
7-2869. 


Equipment Litd., 50 
Toronto 16, Ont. 


of Northern 


& James Ltd., 
Toronto 5, Ont. 
prin- 


R 


RCA Victor Co. Ltd., 1001 Lenoir 
St., Montreal, Que. WE 3-7551. 
Branches in principal cities across 
Canada. 

R & M Bearings Canada Ltd., 1006 
Mountain St.. Montreal 25, Que. 
UN 6-6761; 755 Bivd. des Capucins, 
Trois Rivieres, Que.; 33 & 50 Ed- 
ward St., Toronto, Ont.; 130 Fer- 
guson Ave. N., Hamilton, Ont.; 


E., Port Credit, Ont. CR 8-5301. 
Radio Communications Equipment 
& Engrg. Ltd., Fifth Ave. 

i Montreal 32, Que. M 


Radio Components Ltd., 50 Win- 
gold Ave., Toronto 19, Ont. RU 


1-6174. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 
Radio Condenser Co. Ltd., 6 Ber- 
mondsey Rd., Toronto 16, Ont. PL 
5-2235. 
Radio Engineering Products Ltd., 
1080 University St., Montreal, Que. 
UN 6-6887. 
Radio Speakers Canada Ltd., 37 
Hanna Ave., Toronto 3, Ont. EM 
4-4915. 
Rawiplug Products (Canada) Ltd., 
7320 Upper Lachine Rd., Montreal 
28, Que. HU 1-7738 and 391 
Birchmount Rd., Toronto 13, Ont. 
OX 9-0600 
C. M. Robinson Co., 1550 Erin 
St., Winnipeg 3, Man.; 325-10th 
Ave., Calgary, Alta.; H. C. Ken- 
nedy & Sons Ltd., 636 West 6th 
Ave., Vancouver, B.C. 
Ray-O-Vac (Canada) Ltd., Berry & 
Sargent, St. James, Man. 64821. 
Branches in principal cities across 
Canada. 
ag Canada Ltd., 61 Laurel 
St. E., Waterloo, Ont. 5H 3-5281. 
John R. Tilton Ltd., 51 Me- 
Cormack St.. Toronto 9, Ont. 
RO 9-1129 and 4927 Jean Bril- 
lant Ave., Montreal, Que. RE 
1-0725; Chas. L. Thompson Ltd., 
3093 Woodbine Dr., N., Vancou- 
ver, B.C. YU 8-2597 and 87 King 
St.. Winnipeg 2, Man. WH 
3-8231. 
Electronics Ltd., 700 
Toronto 9, Ont. RO 


Regency 
Weston Rd., 
2-7882. 
Remington Rand Ltd., aoe Bay St., 
Toronto, Ont. WA 4-065 
Renfrew Electric Co. a IRC 
Resistors Div.. 349 Carlaw Ave., 
Toronto 8, Ont. HO 1-3511; 5890 
Monkland Ave., Montreal, Que. 
HU 8-0806; 492 Somerset St. W 
Ottawa, Ont. CE 6-9703. 
Radiovision Sales Ltd., 325-10th 
Ave. W., Calgary, Alta. AM 
2-3294 
Renfrew Electric Co. Lid., Jensen 
Speakers Div. (addresses as above). 
Renfrew Electric Co. Lid., P & S 
Wiring Devices Div. (addresses as 
above) 
Renfrew Electric Co. Ltd., Stre- 
thers-Dunn Relays Div. (addresses 
as above). 
Research Industries Lid., 1777 - W 
3rd Ave., Vancouver 9, B.C. CE 
3235. 
Chas. I Thompson Ltd., 3093 
Woodbine Dr., N. Vancouver, 
B.C. YU 8-2597 and 87 King St., 
Winnipeg 2, Man. WH 3-8231 
(West). 
Research Instrumentation Ltd., 
Prince Arthur St. W., P.O. Box 10, 
Sta. ‘G’, Montreal, Que AV 8-8361. 
Richardson-Alien of Canada Lid., 
1236 Birchmount Rd., Scarborough, 
Ont. PL 7-4166. 
Robbins & Myers Co. of Canada 
Ltd., 58-66 Morrell St.. Brantford, 
Ont. PL 2-5447; and 5 Canmotor 
Ave., Toronto, Ont. CL 1-1141. 
Rogers Electronic Tubes & Com- 
ments, Div. of Philips Electronics 
ndustries Ltd., 116 Vanderhoof 
Ave., Toronto 17, Ont. HU 5-8621; 
8525 Decarie Blvd., Montreal, Que. 
RI 4-5871: 149 Portage Ave., Win- 
nipeg, Man. WH _ 3-0745; 3605 
Grandview Hwy., Vancouver, B.C. 
HE 1-5574. 
Lake Engrg. Co. Ltd., 123 Man- 
ville Rd., Scarborough, Ont. PL 
7-3253; Elcom Marketing Ltd., 
123 Manville Rd., Scarborough, 
Ont. OX 8-3691. 


Ronnie Leather Goods Ltd., 270 
Vitre St. W., Montreal 1, Que. UN 
1-1830. 
William Cohen Ltd., 8900 Tan- 
guay St., Montreal, Que. DU 
8-9201; George H. Giles Sales, 
P.O. Box 70, Thornhill, Ont. AV 
5-2241. 
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Canadian Manufacturers Rot — Zen 


Rotronic Corp. Ltd., 380 > Sperry Gyroscope Co. of Canada Telecables & Wires Ltd., Postal 
St. W., Toronto 2B, Ont. EM 4-_ Ltd., Box 710, Montreal, Que. RI Station C, Winnipeg, Man. SP . P 
6833. ; 3 Hamilton Ave., Ottawa,  5-2553. eae (Comat Ltd., 1835 St. 
t ‘ a 2 
1505 W. Pender Telegraph Condenser Co. (Canada) on. “WE 5 - ay » Montreal 25, 


S St., Vancouver 5, B.C. TA 5167. Lid., 58 Bertal Rd., Toronto 15, iin teenies Sita nak. 
int. 123. nics uelp 
St. Johns Metal Stamping Co., 205 eer Fg [ny | -. a Len Finkler Ltd., 1794 Avenue 3 Victoria Rd. N., P.O. Box 356, 
Blvd. a. St. Johns, Que. S & T Sales Ltd., 120 E. Cordova Rd., Toronto 12, Ont. RU 1-5232. Guelph, Ont. TA 4-3220. 
FI 6-5115. St.. Vancouver 4, B.C. MU Telequipment Mfg. Co. Ltd., P.O. Varian Associates of Canada Ltd., 
Sea Breeze Mfg. Ltd., Jutland Ave., 4-4131; 620 Golden Ave., Ottawa, Box 844, 729 Dundas St., London, 45 River Dr., Georgetown, Ont. 
Toronto 18, Ont. (V-M Corp. prods. Ont. PA 2-9486; 6511 ‘Capilano Ont. GE 9-8871. TR 7-3664 & Toronto EM 3-3127. 
mfd. under license). Cres., Edmonton, Alta. HO E. S. Gould Sales Co., 353 St. Arva, Room G.7, Marine Bldg., 
Audio Tool & Engrg. Ltd., Jut- 6-0945. Nicholas St., Montreal, Que. AV 355 Burrard + Vancouver 1, 
land Ave., Toronto 18, Ont.; Mr. Standard Coil Prods. (Canada) Ltd., 8-5225 (East); A. L. Whitehead B.C. MU 1-33 
J. R. Comtois, 3510 Beausejour, 37 Drummond St., Mimico, Ont. Ltd., Box 2345, Vancouver, B.C. Vector Labs. a 736 Notre Dame 
Ville St. Laurent, Montreal, Que. Cy] 9.7651. WA 2-2210 (B.C.); Sybell Sales St. W., Montreal, Que. UN 1-6552. 
RA 1-6125 (East). Ron Merritt Co., Room G7, Co., 276 Arlington St., Winni- Electrodesign, 736 Notre Dame 
Servomechanisms (Canada) Ltd., Marine Bldg., 355 Burrard St., peg, Man. SU 3-3235 (Prairies). St. W., Montreal, Que. UN 
123 Rexdale Blvd., Rexdale, Ont. Vancouver 1, B.C. MU 1-3367. Tellurometer Canada Ltd., 77 6-7367. 
CH 4-5376. Pe Set & Cabtes bat oe St., Toronto, Ont. WA Verd-A-Ray Electronic Prods. Ltd., 
andard Telephones ables Mfg. 285 e St. ille S aure 
Shakeproof/Fastex, Diy. Canada (o." (Canada) Ltd., 9600 St. yin Montreal 9 Que. RI 7-797 and 34 
Illinois Tools Ltd., 67 Scarsdale Jawrence Blvd., Montreal, Que. Tele-Radio Systems Ltd., 3534 Dun- Shallmar Bivd.. T. Oat RU 
Rd., Don Mills, Ont. HI 4-8427. DU 9-8221. ‘ ve St. W., Toronto 9, Ont. RO 77599" “> Soronto , Unt. 
Sharpe Instruments Ltd., 6080 Lake Engrg. Co. Ltd., 123 Man- $224. ; 
Yonge St., Willowdale, Ont. BA ville Rd., Scarborough, Ont. PL Tenatronics Ltd., Box 659, Davis Ww 
1-8733. 7-3253; Elcom Marketing Ltd., Dr., E., Newmarket, Ont. TW way Ltd., 140 Welli 
Shelbern Industries (Canada) Ltd., 123 Manville Rd., Scarborough, 5-4583; and 1011 Power Ave., can “ e a St., 


‘eine : + Ont. OX 8-3691. Cleveland, Ohio. Ottawa, Ont. CE 6-204 

CCS De Couseeiio St.. Montreal. Gientesd ‘Tetovtien feeds. 000 Len Finkler & Co., 1794 Avenue The Wallace Barnes Co. Ltd., 274 

Sido Ltd., P.O. Box 159, 555 Boivin 108 Sydney St. S., Kitchener, Ont. Rd., Toronto, Ont. RU 1-5232 Sherman Ave. N., Hamilton, Ont. 

Blvd., Granby, Ls FR 8-4955; and =. , : (East); Chas. L. Thompson Ltd., LI_51172 and 119 Hymus Bivd., 

Montreal UN 1-6472. Scie Rr Tilton Ltd. 51 Mc- 3093 Woodbine Dr.. N. Van- P.O. Box 165, Valois, Pte. Claire, 

Siemens ro Swan (Canada) Cormack St Toronto 9, Ont couver, B.C. YU 8-2597 and 87 Que. : 

Ltd., 419 Notre Dame Ave., Win- RO 9-1129 and 5004 Dornal Ave.. King St., W innipeg 2, Man. WH E. A. Tipping Sales Ltd., 957 

nipeg 2, Man. Also at Edmonton, Montreal Que. RE 1-0725. = 3-8231 (West). Notre Dame Ave., Winnipeg, 

Alta. and Halifax, N.S. Standard Wire & Cable Ltd., 70 Thermo Electric (Canada) Ltd., ian. and |S. Koroby,, 421 Wil- 
5 s Ad., E .. Ric , Vane or, 

Silvercel of Canada Ltd., 10 Wick- Wingold Ave., Toronto, Ont. RU PO. Box 10, Brampton, Ont. GL B.C. oe 

< 7,7 ne 

man ,Rd., Toronto 14, Ont. CL = 3-4221. _— Aeromotive Engrg. Prods. Ltd., Ward Leonard of Canada Ltd., 

1-9202. Tele-Radio Systems Ltd., 3534 147 Hy Bivd. Pointe Claire 1070 Birchmount Rd B 70 

A. C. Wickman Ltd., 1425 Dundas St., Toronto 9, Ont. RO ymus Blvd. ointe Claire, irchmount *» Ox 10, 

Gysseweey, Toronto 14, Ont. CL 2-8224 " : Que. OX 7-0810; Chemical & In- Sw P.O., Toronto 16, Ont. 

aDoracte- dustrial Sales Ltd. P.O. Box 

aes Stanwyck Coil Prods. Ltd., 17 4115, Edmonton, Alta. 382935; Mr. R. J. Showalter, 1028 39 

le “9 > & , Alt 82935; 28 39th 
Sinciair Radio Labs Ltd., 70 Shef- Laurier St., Box 1049, Hawkesbury, Northern Columbia Process Ave. N.W., Calgary, Alta. 

field St., Toronto 15, Ont. CH Ont. ME 2-6651. — Equipment Ltd., 1234 Marine Waterloo Metal Stampings Ltd., 63 
4-5519. Lg pm <>. oe, , #, - in N. Vancouver, B.C. YU William St. E., Waterloo, Ont. SH 
N. Slater Co. Ltd., P.O. Box 271, 73953: Eleom Mdasketine Led _ 7-571. 5-6868 ne 
Hamilton, Ont. JA 2-3551. Branches 23 Manville Rd ” Scarborough, Thermovolt Instruments Ltd., P.O. fr. Ronald Warwick, 110 Patri- 
i incipal cities across Canada. 123 Manville ee 43, Toronto 18, Ont. BE cia Ave., Willowdale, Ont. BA 
in principal cities ac Ont. OX 8-3691. : he tea 
W. Small Parts Ltd, 496 Mr. R. W. Stark, P.O. Box 514, qo, : James, 51 Hallowell Ave., West- 

a — an ; < : hompecn Products Ltd., 97 Scars- . Ss ec. 

egghead pawl =m. Renfrew, Ont. Gaile Rd., Don Mills, Ont. HI ae hee WE ay 

ee } g 2-4358. 4-8443. atkins Electronics Ltd., 9 Dwight 
317 ‘i aot Wales — Stark ~~ ow Lege ay Pacific Communications Service Ave., Toronto 14, Ont. CL 1-641. 
Montreal 29, Que. HU 61475; %.0. Box 6. Ajsr, Om i Sink Lee DC TU 7514 Can, Wem Canada Ltd.» 1255 Brydges 

is Ag / } : ‘C acme eallilien . oo ne > ee “9 on, Ont. . 

servis Aguas, 00 Tse St., Electronic Sales Co., same address dian Electronics Ltd., 109°St. and White Radio Ltd.. 41 W i 
Boer non ors Stegg Electric Ltd., 34 Bertram 107 _Ave., Edmonton {, Alta. NN po B 63” Hi: Wes €. 
S. G. Smallwood Ltd., 391-397 King > 5 seville 4-6451 and 334-4th Ave. S.E -- P.O. Box 463, Hamilton, Ont. 
St. E.. Kitchener, Out. SH 59503, Bivd. P.O. Box 211, Belleville, cot —— ee. 6 ee 

McIntrye Agencies, 7365 Moun- “. Enere. Co. Ltd.. 123 Man- a, ae Rutherford Agencies, P.O. Box 

tain Sights, Montreal, Que. RE ville” Pg ions PI ye ee gy ge 1013, St. Laurent, Montreal 9, 

17-1672. . 7-3253; Elcom Marketing Ltd., Smiths Falls, Ont. 2539. =~ tf 1S cane. F a 4 
105 oo: A hee wins. rat Scarborough, Titania Electric Corp. of Can. Ltd.. Vancouver, B.C. YU 8-2597 and 
} a oe ot > ys yr ” a “t “ — H Herbert St., P.O. Box 672, Gana- a tie” Winnipeg 2, Man 

Strippit foo Machine Co., Han- noque, Ont. Gananoque 81. MH 3-823 
Smith & Stone Ltd., Naor View, sen Rd., Brampton, Ont. GL 1-3330 , <n “ 
Georgetown, Ont. TR 7-2241. and EM 6-6746; 640 Cathcart St, £; ,V: Topping Electronics Lid, Mrs. B. Whittaker, 2137 Niagara 

C. M. Robinson Go. i Montreal, Que. UN 6-9581. 94 Laird Dr., Toronto 17, Ont. HU Ewe = CE 44686. 

St., Winnipeg 3, Man. W. M. Smith & Co. Ltd., 8927-1546. : Be. Geteme, tn’ Gal 44a 

1855-6. (Lakehead West except Long Dr., Burlington, Ont. NI Torrington Mfg. Co. of Canada 12 Glenmorris Dr., Dundas. Ont 

B.C.). 4-5333 (S. Ont.) Ltd., wn aopeers Rd., Oakville, MA 8-8460 ” — . 

ae ; . Ont. VI 5-2836. . 

Ave. Don Mills, Ont. HI 4-1107. Ont. Galt 3980.” «BD: Bolton Lid, & Douglas The Wind Tusbige Co. of Cannda 
Sola Electric (Canada) Ltd., 24 Sylvania Electric (Canada) Ltd., Power Equipment Ltd., 926 E. Lad. 145 1 * , Ont. 
Canmotor Ave., Toronto 18, Ont. 233 Cote de Liesse, St. Laurent B.C. MU 4-5658: also W = 2 : 

CL 1-1147, and 5350 a a *. ee. = Boot 35 Man. and Bdmonton, me PO Bon 222 Oeneil One wane 
Pl., Montreal 9, e. 4-0058. ulcan St, Rexdale, Ont.; Marjorie 3 : —_ ‘i 
Agent: D. A. i peteeed, 741 Lans- & Barrie Sts., St. James, Winnipeg, } soa ol Saag Ls., pi Si Patric oe Tsoutreal 23 ue 
downe Ave., Winnipeg 4, Man. JU Man.; — bey St a, ancouver, = St., tawa, Ont. C WE 5-4602 and 41 Advance Rd. 
2-7960. C.; 12 th Ave. ., Calgary, tigre cele 3-628 ” 

Canadian Electronics Ltd., 107th Alta. TranSonic Ltd., McMaster Ave., Bo aaa a poe 4 

Ave-100& St. Edmonton, Aba Syntron (Canada) Ltd., Box 910 a Soe a sastle St. Mir fico To ame 14, 

46451, and 334-4th Ave. S.E.. Stoney C O 2-8 ’ ‘Triad Instrument & Controls Ltd., 6 a ’ 

“aloary , y Creek, Ont. NO 2-8314. %. Ont. CL 9-5724. 

Calgary, Alta. Wilson Equipment Supply Co., -O. Box 31, Scarborough, Ont. J. J. McQuarrie Sales, 46 St. 
Sonneborn_ Ltd., 133 Laird Dr., Box 121, Station “C”, Winnipeg, AM 1-7687. George St., Toronto 5, Ont. WA 
Toronto 17, Ont. HU 1-6406; 696 Man. 424808. Prairie Power & 3-2455. Rep: E. Jeanes, 266 
William St., Montreal, Que. UN Electronic Supplies Co., 2810 U Aubrey St., Winnipeg 10, Man. 
1-4808; 164 Goulet St., Winnipeg; Dewdney Ave., Regina, Sask. JO SU 3-5442. 


Man. CE 3-2744; 1110 East 7th 9-9488. Instrument Service Labs. Ungar Electric Tool Co. of Canada, 
Ave., Vancouver, B.C. TR 9-2111. Ltd., 29 West Broadway, Van- 44 Danforth Rd., Toronto 13, Ont. 


: couver, B.C. EM 3361. John S. OX 1-1131. * 
saceere roy et ass. poe wag Co., 52 Humbercrest 2 D. Coyne, 4130 Molson Ave., ny ER .—~ ry 
a 4 ae ie > vd., Toronto, Ont. RO 9-2051. te enevieve de Pierrefonds, Ww 3 os Re wee) 
yyy OE RR. 2Box 21, Que. NAOSUIZ. Wi", Beanie. princpal 
Sales & Service Outlets across T United-Carr Fastener Co. of Can- 
—— iton, Oat. Lt 43991 93 Yorkville, 
° = 1; 93 Yorkville 
Soundmaster Ltd.. 283 Bank St., TMC (Canada) Ltd., P.O. Box 1006, ston, Ont » : > York Woodcraft Ltd.. New Ham- 
Ottawa 4, Ont. CE 2-0780. Billings Bridge, Ottawa, Ont. CE ja Stele owe Bike Mon om «burg, Ont. 241. ‘ 
6-3674 Que’ UN 6 yecg, Plas Montreal, = “John R. Tilton Ltd., $1 Mc- 
Spaulding Fibre of Canada Ltd., _ ; ue. = ° ‘ oo 
70 Coronet Rd.. Toronto 18. Ont. Taylor Instrument Co’s. of Canada United Shoe Machinery Co. of RO 91129 and. 4927 Tean Bal. 
BE 3-2151; and 5020 MacDonald  Ltd., 75 Tycos Dr., Toronto 19, Camada Ltd., 2610 Bennet Ave., lant Ave., Montreal, Que. RE 
Ore, ee as, Montreal, Que. Ont. RU 7-1651. seontzeal, Que, CL Rae at 1-0725 (East). 
‘ ‘ uncan St., oronto, nt.; 
Sparton of Canada Ltd.. Fim St. | long a gy J  Sughneesing Concession “St. Galt, Oats 227 
ondon. nt. -6320; 593 . te haa . t. Valier St. E. uebec ue. 
" 4 “A” "Toronto, Ont. EM 6-2559 ’ ’ Zenith Radio Corp. of Canada Ltd., 
Yonge St., Toronto, Ont. WA Z r / The Universal Wire & Cable Co. Radio-TV-Electronics Div.. 1470 
fags a tae Rd., Montreal, Tecneek Associates, 1405 Bisho Ltd., 2155 Moreau St., Montreal, The Queensway, Toronto 18, Ont. 
ie. - e St., Montreal 25, Que. VI 4-7874. Que. LA 6-2533. CL 5-2324. 
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Section 3 


U.S., U.K. and Other 
Manufacturers 


below the manufacturer’s listing. Telephone numbers 
are included in the listings of manufacturers who do 
not have representation in Canada. 


Names and addresses are given in this section for 
all non-Canadian manufacturers whose names appear 
in Section 1—Products and Services. Details of Cana- 
dian sales representatives, if any, appear immediately 


A HU 8-2782 and 100 Ballantyne 
Bast) S., Montreal, Que. (Ont. & 
ast). 


Adams-Pelouze Co., 

Ave., Evanston, III. 
Emerson Sales Ltd., 154 Alex- 
ander St., Vancouver 4, B.C. MU 
1-6418 (West). 


Thermovolt Instruments  Ltd., — es = [48., London, Eng- 
P.O. Box 43, Toronto 18, Ont. Adcola Prods. Ltd.. P.O. Box 
BE 1-7134. 103, Weston, Ont. CH 1-5830 

1012 


A.N.T.E.X. Ltd., 3 Tower Hill, 

London, E.C.3, England. Addison Electric Co. Ltd., 

Mechron Engineering Prods. Bosworth Rd., London W.10, 
Ltd., 2437 Kaladar Ave., Ottawa, England. 
Ont. RE 3-3855; 2279 Yonge St., Electrodesign, 736 Notre Dame 
Toronto, Ont. HU 1-5639; 4206 St. Montreal, Que. UN 6- 
St. Catherine St. W., Montreal, 
Que. 

A. P. T. Electronics Ltd., England. 
Payette Radio Ltd., 370 St. James 

Montreal, Que. UN 


A. A. Tools, 197A Whiteacre Rd., 
Ashton-Under-Lyne, Lancs., Eng- 
land. 
Empire Engineering Co., 738 
Dundas St. E., Toronto, Ont. 
EM 4-2928. 


AEG, Stuttgart, Germany. 


1218 Chicago 


7367, gh Ottawa & Toronto 

nt. e.). 

Adel Precision Prods., Div. of 

General Metals Corp., Huntington 

17, West Va. 

py Railway & Power Engrg. Corp., 

AR&T Ele ae 3745 St. James St. W., Montreal 

1 Je 30, Que. WE 3- : aste 

Box 370, North Little Rock, Ark, Ave Toronto, Ont. EM 4771; 

—_ a ay and principal ‘cities across Can- 
a ep ’ : ada. 


RO 2-6224. Adler Electronics, Inc., 1 Le Fevre 
Accurate Electronics Corp., 169 Lane, New Rochelle, N.Y. 
South Abbe Rd., Elyria, O. a = : 
Electrolabs., 7385 St. Lawrence — a, Inc., Military 
Bivd., Montreal, Que. CR 6-6076. Fiectronics Div... 1 LeFevre Lane, 
Accurate Threaded Fasteners, Inc., Instronics Ltd., P.O. Box 100, 
2901 W. Montrose, Chicago, IIl. Stittsville, Ont. Hazeldean 156 
Willard Spenser Co., 3238 Curry and 21 Benleigh Dr.,  Scar- 
Ave., Windsor, Ont. YO 9-1332 borough, Ont. AX 3-7806 
(Ont. & Que.) Advance Components Ltd., Roe- 
Acheson Colloids buck Rd., Hainault, Ilford, Essex, 
Acheson Industries, England. 
Washington Ave., Port Huron, Conway 
Mich. ‘ : Reg’d., 1514 Eglinton Ave. 
G. G. Simms, Suite 564, Sth Toronto 10, Ont. RU 3-6576 & 
Floor, 199 Bay St., Toronto 2, 6676; Smyth Electronic Com- 
Ont. EM 8-7772. ponents Lid., 380 Craig St. W., 
Acme Electric Corp., 449 Water Montreal, Que. AV 8-6281. 
St., Cuba, N.Y. Advance Electronics Lab., 
Adams Engrg. Ltd., 1500 St. 249-259 Terhune Ave., 
, Montreal 16, N.J. 
857. 


Catherine St., 
3-6 Tecneek Associates, 1405 Bishop 


Que. WE 
Acoustica Associates, Montreal 25, Que. VI 


Windsor Ave., Mineola, L.I., N.Y 
X-Ray & Radium Industries Ltd., 
261 Davenport Rd., Toronto, 
Ont. WA _ 3-0908; Electrolabs, 
7385 St. Lawrence Blvd., Mont- Electromechanical Prods., 
real, Que. CR 6-6076. ham Rd., Agincourt, Ont. AX 

Acoustical Manufacturing Co. Ltd., 3-7011 

Huntingdon, England. Advanced Vacuum Prods., 430 
Smyth Electronic Components’ Fairfield Ave., Stamford, Conn. 
Ltd., 380 Craig St. W., Montreal, Paisley Prods. of Canada Ltd., 
Que. AV 8-6281. 36 Upton Rd., Scarborough, Ont 

Acousti-Craft, 14122 Van Nuys, PL 5-2216 and 11767 Pelletier 

Calif. : Ave., Montreal, Que. DA 2-4756 

Ad-Yu Electronics Lab., Inc., 249 

Terhune Ave., Passaic, N.J. 
Electroline TV Equipment Inc., 
Suite 114, 5757 Decelles Ave., 
Montreal 24, Que. RE 8-9095. 

Aemco, Inc., 10 State St., Mankato, 

Minn. 

John Herring & Co. Ltd., 3468 
Dundas St. W., Toronto 9, Ont. 
RO 2-9824. 

Aerialite Ltd., Antenna & Elec- 

tronics Div., Hargreaves Works, 

Congleton, Ches., England. 

Aero Electronics Corp., 1745 W. 

134th, Gardena, Calif. FA 1-2196. 
Ray Johnston Co., 1011 E. 69th 
St.. Seattle, Wash. LA 4-5170 
(B.C.); Minthorne International, 
15 Moore St., New York, N.Y., 
(Canada except B.C.). 

Aero Instrument Co., 11423 Van- 

owen St., N. Hollywood, Calif. 
Samuel C. Hooker (Canada) 
Ltd., 2425 Grand Blvd., Mont- 

Que. HU 8-8321 and 4126 


Co., Div. 
Inc., 1635 
Electronic Enterprises 


Inc., 
Passaic, 


Inc., 26 St., 
LY. 4-7874. 


Advanced Electronics Mfg. Corp., 


2116 S. Sepulveda Ave., Los 
Angeles 25, Calif. 
Mark- 


Room G.7, 
Burrard St., 
MU _ 1-3367 


Ron Merritt Co., 
Marine Bldg., 355 
Vancouver 1, B.C. 
(West). 
Acro Prods. Co., 369 Shurs Lane, 
Philadelphia 28, Pa. 
Telequipment Mfg. Co. Ltd., 
P.O. Box 844, London, Ont. GE 
9-8871 (Canada, except B.C.). 
Acromag, Inc., 22519 Telegraph 
Rd., Detroit 14, Mich. EL 6-7211. 
Acton Labs. Inc., 533 Main St., 
Acton, Mass. 
Conway Electronic 
Reg’d., 1514 Eglinton 
Toronto 10, Ont. RU 
6676. 


E nterprises 
Ave. . 
3-6576 & 

Adage, Inc., 292 Main St., Cam- 

bridge, Mass. 

Radionics Ltd., 8230 Mayrand 
St., Montreal 9, Que. RE 3-3937. 

The Adams & Westlake Co., 1025 

N. Michigan, St. Elkart, Ind. 
Lisle Instrument Systems, 577 
Eglinton Ave. W., Toronto, Ont. real, 
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Bathurst St., Downsview, Ont. 


ME 5-1470 


Aero Research Instrument Co. Inc., 

315 N. Aberdeen St., Chicago, Ill. 
Burt C. Porter Co., 1209 Poplar 
Pl, Seattle 44, Wash. EA 3-8330 
(B.C.); Winnett Boyd Ltd., 745 
Mt. Pleasant Rd., Toronto 7, 
Ont. HU 1-3772. (Que.) 


Aero Supply Co., Corry Pa 
The Garrett Mfg. Corp. of Can- 
ada Ltd., 4 Racine Rd., Rexdale, 
Ont. CH 4-5655 and 1255 Laird 
Bivd., Montreal, Que. RE 8-7605. 


Aerolite Electronics Corp., 507 - 

26th St., Union City, N.J. 
Electrolabs, 7385 St. Lawrence 
Blvd., Montreal, Que. CR 6-6076. 


653-llth Ave., 
Cl 6-5324 


Aerolux Light Corp., 
New York 36, N.Y 
Aeronautical Communications 
Equipment, Inc., 3090 S.W. 37th 
Ave., Miami 33, Fila. 
Aerovox Corp., New 
t lass 

Aerovox Canada Ltd., 1551 Bar- 

ton St. E., Hamilton, Ont. LI 

5-1186 
Affiliated TY 
Francis Lewis Blvd., 


Bedford, 


Labs., Inc., 112-07 
Queen's Vil- 


Ltd., 3093 
Vancouver, 
-2597, and 87 King St., 
Winnipeg ‘> Man. WH 3-8231 
A’G’A Division of Esna, 1027 
Newark Ave., Elizabeth, N.J. 
Gas Accumulator Co. (Canada) 
Ltd., 12 Gower St., Toronto 16, 
Ont. PL 5-5297. 
Air-Marine Motors, Inc., 369 Bay- 
view Ave., Amityville, L.1., N.Y. 
AM 4-3700; and 2221 Barry Ave., 
Los Angeles, Calif. BR 2-6489 
Aircraft Appliances & Equip- 
ment Ltd., 585 Dixon Side Rd., 
Weston, Ont. CH 4-5506 
Airborne Instrument Lab., Inc., 
160 Old Country Rd., Mineola, 


L.I., N.Y. 

Radionics Ltd., 8230 Mayrand 
St., Montreal, Que. RE 3-3937. 
Aircraft Armaments, Inc., Box 126 
Cockeysville, Md 

Tele-Radio Systems Ltd., 3534 

Dundas St. W., Toronto 9, Ont. 

RO 2-8224. 

AiResearch Mfg. Co., 9851 Sepul- 
veda Blvd., Los Angeles 45, Calif. 
and 402 S. 36th St., Phoenix, Ariz. 

The Garrett Mfg. Corp. of Can- 

ada Ltd., 4 Racine Rd., Rexdale, 

Ont. CH 4-5655 and 1255 Laird 

Bivd., Montreal, Que. RE 8-7605. 
Airmec Ltd., High Wycombe, 
Bucks., England. 

Radio Communications Equip- 

ment & Engrg. Ltd., 850 Fifth 

Ave., Lachine, Montreal 32, Que. 

ME 7-3743. 

Airpax Electronics, Inc., Cam- 
bridge, Md. and Fort Lauderdale, 
Fla. 

Leonard Electric Ltd., 346 Bering 

Ave., Toronto 18, Ont. BE 

1,2731. 

Airtronics International Corp., Box 
8576, Fort Lauderdale, Fla 

Tele-Radio Systems Ltd., 3534 

Dundas St. W., Toronto 9, Ont 

RO 2-8224 
Ajax Condenser Corp., 932 W. 
Wrightwood Ave., Chicago 26, Ill. 

Lake Engrg. Co. Ltd., 767 War- 

den Ave., Scarborough, Ont. PL 

7-3253. 

Akro-Mils, Inc., 820 E. Market St., 
Box 989, Akron 9, Ohio. BL 3-7100. 


L. Thompson 
Ww on. Dr., 
B.c. YL 


Minthorne Co., 0673 
Ferry Rd., Port- 
land 19, Ore., CH 6-4556; A. T 
R. Armstrong Co. Ltd., Box 38, 
Station “D,” Toronto 9, Ont. RO 
2-7535 


Roger M 
S.W., Taylors 


Akustische u. Kino-Geraete GmbH, 
Vienna, Austria. 
Electrovert Ltd., a cae St. 
W., Montreal, Oue. 1-1872 
and P.O. Box 23, aw ON” To- 
ronto, Ont. Cl 5-4436 
Alabama Automotive Corp., P.O 
Box 875, Huntsville, Ala 
Dage Corp., 219 East 44th St., 
New York, N.Y. MU 2-6755 
Aladdin’ Electronics Imc., 719 
Murfreesboro Rd., Nashville, Tenn 
Lake Engrg. Co. Ltd., 123 Man- 
ville Rd., Scarborough, Ont. PI 
7-3253; Elcom Marketing Ltd., 
123 Manville Rd., Scarborough, 
Ont. OX 8-3691 
Alcon Metal Prods. Inc., 1750 N. 
Kimball Ave., Chicago 47, IIL. 
Oki & Willadsen Ltd., 47 Crock- 
ford Blvd., Toronto 16, Ont. PL 
7-4195. 
Alfax Paper & Engrg. Co., Box 125, 
Westboro, Mass. FO 6-4467. 
Alford Mfg. Co., 299 Atlantic 
Ave., Boston 10, Mass. 
Electrodesign, 736 Notre Dame 
/., Montreal. UN 6-7367. 
East - Insts. & Components) 
All American Tool Mfg. Co., 8027 
Lawndale Ave., Skokie, Ill. OR 
3-7084 
Computing Devices 
Ltd., P.O. Box 508, 
Ont 
All Power Transformers Lid., 111 
Chertsey Rd., Byfleet, Surrey, 
England. 
Allard Instrument Corp., 
N.Y 


of Canada 
Ottawa 4, 


Mineola, 


A. Deskin Sales Co., 1091-14th 
St., St. Martin, Que. MU 1-0201 
Allegany Instrument Co., Inc., 1091 
Wills Mountain, Cumberland, Md. 
Instronics Ltd., P.O. Box 100, 
Stittsville, Ont. Hazeldean 156 
and 21 Benleigh Dr Scar- 
borough, Ont. AX 3-7806 
Allen B. Du Mont Labs. Inc., 760 
Bloomfield Ave., Clifton, N.J 
Bayly Engrg. Ltd., Hunt St., 
Ajax, Ont. EM 2-3741 and 48 
Sparks St., Ottawa, Ont. 
2-9821; Tele-Radio Systems Ltd., 
3534 Dundas St. W., Toronto 9, 
Ont. RO 2-8224. 


Robert Allen Lid., England 
Payette Radio Ltd. 730 St. 
James St. W., Montreal, Que 
UN 6-6681 


Alliance Mfg. Co., 

Bivd., Alliance. O. 
Alliance Div., General Steel 
Wares Ltd.. 76 Miranda Ave., 
Toronto 10, Ont. RU 7-2482; 
GSW—8976 Shaughnessy St., 
Vancouver, B.C F 1-3291; 
1745 Sargent Ave., Winnipeg, 
Man. SP 5-8471; 2355 Delisle 
St., Montreal, Que. WE 2-6181 


Allied Control Co., Inc., 2 East 

End Drive, New York 21, N.Y. 
Adams Engrg. Ltd., 1500 St. 
Catherine St. W., Montreal 16, 
Que. WE 3-6857. 


Allied Industries, 
Neb. 


E. G. Lomas, 227 Laurier Ave. 
W., Ottawa, Ont. CE 2-8504 


Allied Plastics Supply Corp., 75 
Cliff St., New York 38, N.Y. BE 
3-7377. 


Lake Park 


Inc., Ogaliala, 
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U. S., U. K. and Other Manufacturers 


Allison Labs., 14185 E. Skyline 

Dr., La Puente. Calif. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. UN 
6-7367; also at Ottawa and To- 
ronto. 


Alloy Rods Co., York, Penn. 
Canadian Liquid Air Co. Ltd., 
1111 Beaverhall Hill, Montreal, 
Que. UN 6-4781. 


Alpha Wire Corp., 
New York 14, N.Y. 
Alpha Aracon Radio Co. Ltd., 29 
Adelaide St. W., Toronto, Ont. 
EM 6-1591. 
Alpine __ Electronic 
Waterbury, Conn. 
John R. Tilton Ltd., 51 McCor- 
mack St., Toronto 9, Ont. RO 
9-1129 and 4927 Jean Brillant 
Ave., Montreal, Que. RE 1-0725. 
Alprodco, Inc., 540 Weakley Ave., 
P.O. Box 4974, Memphis, Tenn. 
Altec Lansing Corp., 1515 S. Man- 
chester Ave., Anaheim, Calif. _ 
General Sound & Theatre Equip- 
ment Ltd., 861 Bay St., Toronto 
5, Ont. EM 4-2438. 
Alto Fonic Music Systems, 
Commercial St.. Palo 
Calif. 
R. C. Kahnert Sales Co. Ltd., 73 
Crockford Blvd., Scarborough, 
Ont. PL 7-5171 and Box 885, 
Montreal, Que. CR 1-9858. 
Alto Fonic Tape Service, Inc., 981 
Commercial St., Palo Alto, Calif. 
R. C. Kahnert Sales Co. Ltd., 73 
Crockford Blvd., Scarborough, 
Ont. PL 7-5171, and Box 885, 
Montreal, Que. CR 1-9858. 
Alto Scientific Co. Inc., 855 Com- 
mercial St., Palo Alto, Calif. 


Amalgamated Wireless, Sydney, 


Australia. 
Emerson Sales Ltd., 154 Alex- 
ander St., Vancouver 4, B.C. MU 
1-6418. 
Amatom Electronic Hardware Co., 
Inc., 88 Drake Ave., New Rochelle, 
N.Y 


ae ag 2 


200 Varick St., 


Components, 


Inc., 
Alto, 


MacQuarrie Sales, 46 St. 
George St., Toronto 5, Ont. WA 
3-2455 and Eric Jeanes, 266 Au- 
brey St., Winnipeg, Man. SU 
3-5442. 


Amco Engrg. Co., 7333 W. Ainslie 
St., Chicago 31, IIL 
Elder Electronics, 3220 Robert 
St., Burlington, Ont. NE 4-0511 
(Ont.); + ‘A Ltd., 4612 St. 
Catherine St. Montreal, Que. 
WE 2-2541 mod 
American Crucible 
Kenco Pump Div., 
Ave., Lorain, O. 
Ward Leonard of Canada Ltd., 
1070 Birchmount Rd., Box 70, 
O’Connor P.O., Toronto 16, Ont., 
PL 7-4131. 
American eng? Components, 
Inc., Jericho, L.I., N.Y. 

Willard Spenser Co., 3238 Curry 
Ave., Windsor, Ont. YO 9-1332 
American Electric Mfg. Corp., 34 

N. Orleans, Memphis 12, Tenn. 
Douglas Randall (Canada) Ltd., 
126 Manville * ae Scarborough, 
Ont. PL 9-22 

American Seecndint Heater Co., 

6110 Cass Ave., Detroit 2, Mich. 
Pfeiffer Electronic Labs., Box 
316, Trenton, Ont. EX 2-3498. 

. Vincent Benton, 14-B Old 
Hickory Dr., Albany 4, N.Y. 

American Electronics Co., 1203 

Bryant Ave., New York 59, N.Y. 
William Cohen Ltd., 8900 Tan- 
guay St., Montreal, Que. DU 
8-9201. 

American Electronics, Inc., 655 

West Washington Blvd., Los 

Angeles 15, Calif. 

Aeromotive Engrg. Prods., 5257 
Queen Mary Rd., Montreal 29, 
Que. EL 9602 & 4131. (East); 
J. K. Dooley Co., 3215 Western 
ec 1, Wash. AT 4-8313 


Prods. Co., 
1305 Oberlin 


American Electronics Labs., Inc., 

121 N. - St., Philadelphia 6, Pa. 
Conw: Electronic nterprises 
Reg’. Y 1514 Eglinton Ave. Wz 

Toronto 10, Ont. RU 3-6576 & 


American Geloso Electronics, Inc., 
312-7th Ave., New York, N.Y. 
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Merritt Co., Room G.7, 
355 Burrard St., 
MU 1-3367 


Ron 
Marine Bldg., 
Vancouver 1, B.C 
(West). 
American Meter Cc., Inc., Pump 
Div., 13500 Philmont Ave., Phila- 
delphia 16, Pa. 

Associated Instrumentation & 

Controls Ltd., 2655 Bates Rd., 

Montreal 26, Que. RE 8-1167. 
American, Microwave Corp., 11754 
Vose St., N. Hollywood, Calif. 
American Molded Prods., 2727 W. 
Chicago Ave., Chicago 22, Ill. 

Paisley Prods. of Canada Ltd., 

36 Upton Rd., Scarborough, Ont. 

PL 5-2216; 11767 Pelletier Ave., 

Montreal, Que. DA 2-4756. 
American Rectifier Corp., 95 La- 
fayette St., New York, N.Y. 

Electrodesign, 736 Notre une 

St. W., Montreal, Que. 

7367, also at Ottawa & Tecomte. 
American Research Corp., Route 6 
Farmington, Conn. OR 7-2693. 

Computing Devices of Canada 

Ltd. P.O. Box 508, Ottawa 4, 

Ont. TA 8-1761. 

American Sealants Co., Hartford 6, 
Conn. 

J. S. Parkes & Co. Ltd., 220 St. 

Paul St. W., Montreal, Que. 

(East); Associated Enterprises, 

10729 University Ave., Edmon- 

ton, Alta. and 3817 Hertford St., 

S. Burnaby, B.C. (West). 
American Super - Temperature 
Wires, Inc., 10 Canal St. W., 
Winooski, Vt. 

Alec W. Andrews & Associates, 

1239 Tecumseh Pk., Pt. Credit, 

Ont. CR 8-3478. 

American Television & Radio, 300 
E. Fourth St., St. Paul, Minn. 

R. C. Kahnert Sales Co. Ltd., 

73 Crockford Blvd., Scarborough, 

Ont. PL 7-5171. (East) 


American Thermostat Corp., South 

Cairo, N.Y 

American TV & Radio Co., Inc., 

300 E. Fourth St., St. Paul, Minn. 
Chas. L. Thompson Ltd., 3093 
Woodbine Dr., . Vancouver, 
B.C. YU 8-2597, and 87 King 
St.. Winnipeg 2, Man. WH 
3-8231 


Ames Mfg. Corp., 4320 Park 
Ave., New York 57, N.Y. 
Amos Exeter Ltd., Exeter, 
England. 
Mechron Energ. Prods. Ltd., 2437 
Kaladar Ave., Ottawa, Ont. RE 
3-3855; 2279 Yonge St., Toronto, 
Ont. HU 1-5639; 4206 St. Cathe- 
rine St. W., Montreal 6, Que. 


Amperex Electronic Corp., 230 

Duffy Ave., Hicksville, L. L., N.Y. 
Rogers Electronic Tubes & Com- 
ponents, 11-19 Brentcliffe Rd., 
Leaside, Toronto 17, Ont. HU 
5-8621. 

Amperite Co., 561 Broadway, New 

York 12, Y. 

Atlas Radio 
Wingold Ave., 
RU 1-6174. 

Ampex Corp., 934 Charter St., 

Redwood City, Calif. 

Ampex American Corp.-Canadian 
Div., 1537 The Queensway, To- 
ronto 14, Ont. CL 9-4263 (pro- 
fessional prods.) and 77 Metcalfe 
St., Ottawa, Ont. CE 6-9763 (In- 
strumentation prods.). 

Amplivox Ltd., 2 Bentinck St., 

London, W. 1, England. 
Amplivox (Canada) Ltd., 71 
Wellesley St. E., Toronto 5, 
Ont. WA 3-9401; Mechron Engrg. 
Prods. Ltd., 2437 Kaladar Ave., 
Ottawa, Ont. RE 3-3855; 2279 
Yonge St., Toronto, Ont. HU 
1-5639; 4206 St. Catherine St. W., 
Montreal 6, Que. 

Amsco Div., Chicago Heights, IIl. 
Canadian Liquid Air 
1111 Oh cane, Hill, 
Que. UN 6-4781. 


Analogue Controls, Inc., 39 Roselle 
St., Mineola, N.Y. 
Philips Electronics Industries 
Ltd., 116 Vanderhoof Ave., To- 
ronto 17, Ont. HU 5-8621. 


Devon, 


Corp. Ltd., 50 
Toronto 19, Ont. 


oO. t 
Montreal, 


Analytical Measurements, 
585 Main St., Chatham, 
General Communications Ltd., 


Inc., 
3. 


980 O’Connor Dr., 
Ont. PL 5-0771. 
Andersen Labs., 
Park Ave.,. W. Hartford, Conn. 
Dage Corp., 219 E. 44th St., 
New York 17, N.Y. MU 2-6755. 
Antenna Designs, Inc., 225 S. 

Third St., Burlington, Iowa. 
Robert J. Buckland Co., 56 Water 
St., Chatham, Ont. EL 4-3106 

Anti-Corrosive Metal Prods., 

Albany, N.Y. 

Railway & Power Engrg. Corp. 
Ltd., 3745 St. James St. W., 
Montreal 30, Que. WE 3-6741; 
197 Eastern Ave., Toronto, Ont. 
EM 2-4771; and principal cities 
across Canada. 

Antlab, Inc., 6330 Proprietors Rd., 

Worthington, O. 


Anton Electronics, 

Ave., Brooklyn, N. 
Stark Electronic 
Ajax, Ont. 125. 


Antrex Corp., 854 N. Rockwell St., 
Chicago, Ill. 
L. Parker Agencies, 113 Selby 
St., Montreal 6, Que. WE 3-5549. 


Apex Scientific Co., 59 Donna 
Maria Way, Orinda, Calif. 


Applied Research Inc., 76 South 
Bayles Ave., Port Washington, 
Le ee 

“Re Television Equipment 
Inc., 57-57 Decelles Ave., Mont- 
real, Que. RE 8-9095. 


Arber Mfg. Co., Inc., 115 Chestnut 

St., New Haven 11, Conn. 

The Glendon Co. Ltd., 44 Wel- 
lington St. E., Toronto, Ont. EM 
6-5673. 

Arco-Elmenco, 64 White St., 

York 13, . A 
Len Finkler Ltd., 
Rd., Toronto 12, Ont. RU 1-5232. 

Arcolectric (Switches) Ltd., Cen- 

tral Ave., West Molesey, Surrey, 

England. 

Alpha Aracon Radio Co. Ltd., 
555 Wilson Ave., Downsview 
P.O., Toronto, Ont. ST 8-6181 
and 29 Adelaide St. W., To- 
ronto, Ont. EM 6-1591; Lake 
Engrg. Co. Ltd., 123 Manville 
Rd. Scarborough, Ont PL 
7-3253; Elcom Marketing Ltd., 
123 Manville Rd., Scarborough, 
Ont. OX 8-3691. 

Arcuswerke, Munich, Germany. 
Dominion Industries, 270 Parlia- 
ment St., Toronto, Ont EM 
6-3666. 


Argus Prods. Co., Inc., 301 


St., Genoa, Ill 
Rutherford Agencies, P.O. Box 
1013, St. Laurent, Montreal 9, 
Que. RI 7-5073; Emerson Sales 
Ltd., 154 Alexander St., Van- 
couver 4, B.C. MU 1-6418 (West). 
Arizona Telemetering Corp., 2939 
East McDowall Rd., Phoenix, Ariz. 
Mel Sales Ltd., Arnprior, Ont. 
Arnprior 400-401. 
Arizona yest & Die Co., P.O. 
Box 615 31 £E. Rillito St, 
Tucson, “Atiz, 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. UN 6- 
7367, also at _—— & Toronto 
(Ont. & Que.) 
Arnhold Ceramics, mK, 1 E. 57th 
St., New York 22, N.Y 
The Arnold Engrg. Co. P.O. Box 
G, Marengo, Ill. 
Engrg. Ltd., Hunt St., 
Ont. EM 2-3741 and 48 
St., Ottawa, Ont. CE 


1226 Flushing 
“ Sales Co., 


New 


1794 Avenue 


Main 


Arnold Magnetics Corp., 4613 W. 
Jefferson Blvd., Los Angeles 16, 
Calif. 

Arnoux Corp., 11924 W. Washing- 
ton Blvd., Los Angeles, Calif. 


Artos Engrg. Co., 2757 S. 28th St., 

Milwaukee 46, Wis. MI 5-6010 
F. F. Barber Machinery Div., 
187-191 Fleet St. W., EM 3-9291: 
1600 Berry St., Montreal, Que. 
VI 2-8215; 139 Tecumseh Blvd. 
W., Windsor, Ont. CL 3-2456; 
Hamilton JA 7-3691; Vancouver, 
TA 3539. 


Assembly Products, Inc., Wilson 
Mills Rd., Chesterland 73, Ohio, 
HA 3-4436. 
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Toronto 16, 


Inc., 501 New 


All — Boo 


Aeromotive Engineering Prods. 
Ltd., 147 Hymus Blvd., Pointe 
Claire, Montreal 33, Que. OX 
7-08 10. 
Wolfgang Assmann GmbH, Bad 
Homburg, Germany. 
The Ahearn & Soper Co. Ltd., 
384 Bank St., Ottawa, Ont. CE 
6-9441. 
Associated American Winding Ma- 
chinery, 750 St. Ann’s Ave., New 
York 56, N.Y. CY 2-5050 and 5935 
W. Grand Ave., Chicago, Ill. TU 
9-0700. 
Associated Engrg. Corp., 65 Kent 
St., Brookline 46, Mass. AS 7-4664. 
Associated Research, Inc., (Export 
Dept.), 549 W. Washington Blvd., 
Chicago 6, Ill. AN 3-6420. 
Astron Corp., 255 Grant Ave., E. 
Newark, N.J. 
Chas. W. Pointon Ltd., 66 Racine 
Rd., Rexdale, Ont. 
Raymond Atchley, Inc., 2340 
Sawtelle Blvd., Los Angeles 64, 
Calif. 
Atkomatic Valve Co. Inc., 545 W. 
Abbott St., Indanapolis 25, Ind. 
Dycon Ltd., 25 Carson St., To- 
ronto 14, Ont. CL 9-8276. 


Atlantic Instruments, Inc., Alexan- 
dria, Va. 
Electromechanical Prods., Mark- 
ham Rd., Agincourt, Ont. AX 
3-7011. 
Atlantic Metal Hose, 308 Dyckman 
St., New York, N.Y. 
Hope Machinery Co., 200 Dal- 
housie St., Toronto 2, Ont. EM 
3-8579 
Atlantic Research Corp., 901 N. 
Columbus St., Alexandra, Va. 
Electromechanical Prod., Mark- 
Agincourt, Ont. AX 


Atlas E-E Corp., 47 Prospect St., 
Woburn, Mass. 
Desser E-E Ltd., 441 St. Francois 
Xavier, Montreal, Que. VI 
5-6570. 
Atlas Electric Prods., P.O. 
1591, Erie, P 


Box 
Pa. 

Burlec Sales Ltd., 45 Northline 
Rd., Toronto 16, Ont. PL 5-3377 
and 1179 Decarie Blvd., Mont- 
real, Que. RI 4-0165. 


Atlas Sound Corp., 1451 - 39th St., 
N.Y 


Brooklyn 18, 

Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 

Atlas Valve Co., 280-284 South St., 

Newark 5, N.J. 

Dycon itd., 25 Carson St., To- 
ronto 14, Ont. CL 9-8276. 

Atlas-Werke A.G., Postfach 9, 

Bremen, Germany. 

Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. UN 6- 
7367, also at Ottawa & Toronto. 

Atomic Accessories, Inc., 244-02 

Jamaica Ave., Bellrose, N.Y. 
Radionics Ltd., 8230 yo 
St., Montreal 9, Que. RE 3- 

Atomic Labs., Inc., 3086 Fite 

Ave., Berkeley 5, Calif. 

Conway Electronic Enterprises 
Reg’d., 1514 Eglinton Ave. 
Toronto 10, Ont. HU 3-6575 & 
6676. 

Atronic Prods., Inc., 1 Bala Ave., 

Bala-Cynwyd, Pa. 

John Best Co., 96 Kipling Ave 
N., Islington, Ont. BE 1-76: 

Audio Development Co., 3833 

Thirteenth Ave. S., Minneapolis 7, 
inn. 

John Herring & Co. Ltd., 3468 
Dundas St. W., Toronto 9, Ont. 
RO 2-9824. 

Audio Devices Inc., 444 Madison 

Ave., New York 22, N.Y. 

Alex L. Clark Ltd., 3745 Bloor 
St. W., Toronto 18, Ont. BE 
1-3303; "Burt C. Porter Co., 1209 
Poplar Pl., Seattle 44, Wash. EA 
3-8330 (B.C.) 

Audio Equipment Co., Inc., 805 

Middle Neck Rd., Great Neck, N.Y. 

PO 7-8989. 

National Sound Services Ltd., 
1785 Bois Franc Rd., Montreal 
9, Que. RI 7-6515. 

Audio Fidelity, New York, N.Y. 
Emerson Sales Ltd., 154 Alex- 
ander St., Vancouver 4, ox: 
MU ‘6418 (Alta., Sask. &B .C.) 
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Audio Instruments Co. -, 133 

W. 14th St., New York N.Y. 
Alex L. Clark Ltd., 3748 Bloor 
St. W., Toronto 18, Ont. BE 
1-3303. 


Austinlite Ltd., 

England. 
Burlec Sales Ltd., 45 Northline 
Rd., Toronto 16, Ont. PL 5-3377 
and 1179 Decarie Blvd., Mont- 
real, Que. RI 165. 


Auth Electric Co., Inc., 34-20 45th 

St., Long Island City 1, N.Y. 
Prince & Roberts, 61 Charles 
St. W., Toronto, Ont. WA 
1-5871. 

The Autocall Co., Shelby, O. 
George M. Fraser Ltd., 1554 
Yonge St., Toronto 7, Ont. WA 
4-9492. 

Automatic Coil Co., 

Sackett St., Brooklyn 31, 

2-5454. 

Automatic 

Lake, Ill. 
Automatic 
ada) Ltd., 
ronto 16, Ont. PL 
ches in principal 
Canada. 

Automatic Mfg. Div., General In- 

strument Cory. 65 Gouverneur St., 


Newark 4 . 
General Instrument - F. W. 
Sickles of Canada Ltd., 
Weber St. S., P.O. Box 408, 
Waterloo, Ont. SH 4-8101. 


Automatic Metal Prods. Corp., 
315-323 Berry St., Brooklyn 11, 


N.Y. 

John R. Tilton Ltd., 51 Mc- 
Cormack St., Toronto 9, Ont. 
RO 9-1129 (East). 
Automatic Nut Co., 
Pennsylvania. 

W. R. Watkins Co. Ltd., 41 
Kipling Ave. S., Toronto 18, 
Ont. BE 3-2161. 


Crawley, Sussex, 


Inc., 199 
N.Y. UL 
Electric Co., North 
Electric Sales (Can- 
185 Bartley Dr., To- 
7-2861. Bran- 
cities across 


Lebanon, 


Automatic & Precision Mfg. Co., 
33 Hawthorne Ave., Yonkers 4, 


‘A. T. R. Armstrong Ltd., P.O. 
Box 38, Stn. “D,” 700 Weston 
Rd., Toronto 9, Ont. RO 2-7535. 


Automatic Telephone & Electric 
Co. td., Strowger House, 8 
Arundel St., London, W.C. 2, 
= 
Ww. Dell, Automatic Telephone 
& Eiestric Co. Ltd., P.O. Box 
575, St. John’s, Nfld.; W. W. 
Langley, King Edward Sheraton 
Hotel, 37 King St. E., Toronto, 
Ont. EM 8-7474. 
Automatic Timing & Controls, Inc., 
King of Prussia, Pa. 
Associated Instrumentation & 
Controls Ltd., 2655 Bates Rd., 
Montreal 26, Que. RE 8-1167; 
Lisle Instrument Systems, 577 Eg- 
linton Ave. W., Toronto, Ont. 
HU 82782 and 100 Ballantyne 
Ave. S., Montreal, Que. 
Automation Prods., Inc. 
Petro-Automation Industries Ltd., 
P.O. Box 72, Edmonton, Alta. 
GL 5-3673. 
Autophone Ltd., 73 Great Peter 
St., London, S.W. 1, England. 
D & B Sound & Signals, Inc., 
39 Notre Dame St. E., Montreal 
1, Que. UN 1-7141 (East); Peffer 
Sound Systems Ltd., 40 Maurice 
St., Kitchener, Ont. SH 3-2628. 
Auto-Ponents, Inc., 3001 Grant St., 
Bellwood, II. 

Dycon Ltd., 25 Carson St., To- 
ronto 14, Ont. CL 9-8276. 
Autotronics, Inc., Route 1, 

812, Florissant, Mo. 
Constellation Components Co., 
136 Tower Dr., Scarboro, Ont. 
PL 7-3359 and 17041 Omega PI., 
St. Genevieve, Que. NA 6-5673. 

Autron Engrg., Imc., 1254 W. 

Sixth St., Los Angeles 17, Calif. 

Avien Inc., 58-15 Northern Blvd., 

Woodside, N.Y. 
Brian Engrg. Ltd., 5275 A 
Horne Ave., Montreal, Que. 
7-2800. 

Avo Ltd., 92-96 Mg Bridge 

Rd., London, S.W. England. 

R. H. Nichols Lia.) "4544 Dufferin 
wnsview, 
also Ottawa 


Box 


. Box 500, 
Ont. ME 3-8190; 
and Vancouver. 
Avtron Mfg., Inc., 10409 Meech 
Ave., Cleveland 5, Ohio. 
Aircraft Appliances & Equi 
ment Ltd., 585 Dixon Side Rd., 


CANADIAN ELECTRONICS ENGINEERING JUNE 


Box 177, Ont. CH 


4-5506-7-8. 


Weston, 


Barbier, Benard & Turenne, Paris, 

France. 
Beaconing Optical & Precision 
Materials Co. Ltd., 455 Craig 
St. W., Montreal, Que. UN 
6-8395. 

B & F Instruments, Inc., 4732 N. 

Broad St., Philadelphia 41, Pa. 
Electromechanical Prods., Mark- 
ham Rd., Agincourt, Ont. AX 
3-7011. 

BJ Electronics, Borg-Warner Corp., 

3300 Newport Bivd., Santa Ana, 


Calif. 

Instronics Ltd., P.O. Box 100, 
Stittsville, Ont. Hazeldean 156 
and 21 Benleigh Dr., Scar- 
borough, Ont. AX 3-7806. 


B & K Mfg. Co., 3726 N. South- 
port Ave., Chicago 13, IIL. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 
B. & M. spor, Co., 168 7th St., 
Brooklyn 15, N.Y 
William Cohen Ltd., 
guay St., Montreal, 
8-9201. 
Babcock Relays, Inc., 1640 Mon- 
rovia Ave., P.O. Box 344, Costa 
Mesa, Calif. LI 8-7705. 
Philips Electronic Industries Ltd., 
116 Vanderhoof Ave., Toronto 
17, Ont. HU 5-8621. 
Bacon Felt Co., 427 Water St., 
Taunton, Mass. 
Empire Engineering Co., 738 
Dundas St. E., Toronto, Ont. 
EM 4-2928. 
Badische Anilin & Soda Fabrik, 
Ludwigshafen, Germany. 
German-Canadian Imp. Co., 3490 
Olivar Asselin St., Montreal 9, 
Que. RI 4-6627; Pro Musica Ltd., 
152-154 Pearl St., Toronto 1, 
Ont. EM 8-9633. 
Bailey Meters & Controls Litd., 
Purley Way, Croydon, England. 
Conway Electronic Enterprises 
Reg’d., 1514 Eglinton Ave 
Toronto 10, Ont. RU 3-6576 & 
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Baird-Atomic, Inc., 33 University 
Rd., Cambridge 38, Mass. 
Can. Marconi Co., 6035 Cote de 
Liesse Rd., Montreal, Que. RI 
8-7711; Radionics, Ltd., 8230 
Mayrand St., Montreal, Que. RE 
3-3937 (Atomic Instruments only 
—East & Man.); Canadian Re- 
search Institute, 46 St. George 
St., Toronto 5, Ont. WA 3-2455. 
Balco Research Labs., 49-53 Edison 
Pl., Newark, N.J. 
Baldwin Instrument Co. Ltd., 
Brooklands Works, Dartford, Kent, 
England. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. UN 6- 
7367, also at Ottawa & Toronto. 
Ballantine Labs., Inc., 102 Fanny 
Rd., Boonton, N.J. 
R-O-R Associates Ltd., 1470 Don 
Mills Rd., Don Mills, Ont. HI 
4-4429 and 3333 Cavendish Blvd.., 
Montreal, N.D.G., Que. HU 
1-0700. 
Barber-Colman Co., 1856 Rock St., 
Rockford, II. 
John Herring & Co. Ltd., 3468 
Dundas St. W., Toronto 9, Ont. 
RO 2-9824; Rousseau Controls 
Ltd., 640 De Courcelle St., Mont- 
real 30, Que. WE 77-3521 and 
2149 Yonge St., Toronto 7, Ont. 
HU 3-2776. 
Barkelew Electric Mfg. Co., 
Box 167, Middletown, Ohio. 
Ward Leonard of Canada Ltd., 
1070 Birchmount Rd., Box 70, 
O'Connor P.O., Toronto 16, Ont. 
PL 7-4131. 
Barker & Williamson, Inc., Canal 
& Beaver Sts., Bristol, Pa. 
R. C. Kahnert Sales Co. Ltd., 
73 Crockford Blvd., Scarborough, 
Ont. PL 7-5171 (East). 
Barksdale Valves, 5125 Alcoa Ave., 
Los Angeles, Calif. 
Rousseau Controls Ltd., 640 De- 
courcelle St., Montreal 30, Que. 
WE 7-3521 and 2149 Yonge St., 
Toronto 7, Ont. HU 3-2776. 


arnes Development Co., 213 W. 
Baltimore Pike, Lansdowne, Penn. 
Tecneek Associates, 1405 Bishop 
St., Montreal 25, Que. VI 4-7874. 


8900 Tan- 
Que. DL 


P.O. 


1959 


& Demineralizer, 
Boston 31, 


Barnstead Still 
Inc., 2 Lanesville Terr., 
Mass. 
Van Water & Rogers Co. Ltd., 
Scientific Supplies Div., 2625 
Skeena St., Vancouver 12, B.C. 
HE 3-0521. 
Barry Controls, Inc., 700 Pleasant 
St., Watertown, Mass. 
Samuel C. Hooker (Canada) 
Ltd., 2425 Grand Blivd., Mont- 
real, Que. HU 8-8321 and 4126 
Bathurst St., Downsview, Ont. 
ME 5-1470. 
Baso Inc., 730 N. Jackson St., 
Milwaukee 1, Wis. BR 3-5388. 
Rex Bassett, Inc., 1314 N.E. 17tk 
Court, Box 7127, Fort Lauderdale, 
Fla. LO 6-8416. 
Bauscher & Co. K.G., Hamburg, 
Germany. 
The Ahearn & Soper Co. Ltd., 
384 Bank St., Ottawa, Ont. CE 
6-9441. 
Beam-Echo Ltd., 
England. 
Electrodesign, 736 
St. W., Montreal, 
6-7367; 
ronto. 
Beaver Gear 
Parmele St., Rockford, Ill. 
Beaver Labs., Inc., 187-61 
Ave., Hollis 23, N.Y 
Telequipment Mfg. Co. Ltd., Box 
844, 729 Dundas St., London, 
Ont. GE 9-8871. 
R & J Beck Ltd., 69-71 Mortimer 
St., London, W. 1, England. 
Tecneek Associates, 1405 Bishop 
St., Montreal 25, Que. VI 4-7874 
Beckman Instruments, Inc., Berke- 
ley Div., 2200 Wright Ave., 
Richmond, Calif. 
R-O-R Associates Ltd., 1470 Don 
Mills Rd., Don Mills, Ont. HI 
4-4429 and 3333 Cavendish Blvd.., 
Montreal, N.D.G., Que HU 
1-0700 
Beckman Instruments, Inc., Process 
Instruments, 2500 Fullerton Rd., 
Fullerton, Calif. 
Industron Corp., 
Toronto 2, Ont. WA 1-2032 
Beckman Instruments, Inc., Scien- 
tific Instruments, 2500 Fullerton 
Rd., Fullerton, Calif 
Beckman Instruments, Inc., 3433 
Bathurst St., Toronto, Ont. RL 
1-5790; Van Waters & Rogers 
Co. Ltd., Scientific Supplies Div., 
2625 Skeena St., Vancouver 12, 
B.C. HE 3-0521 (Alta. & B.C.) 
Beckman Instruments, Systems 
Div., 325 N. Muller Ave., Anaheim, 
Calif. 
Beede Electrical Instrument Co., 
Inc., Penscook, N.H. PL 3-6362 
Behiman Engrg. Co., 2911 Winona 
Ave., Burbank, Calif. 
Electromechanical Prod., Mark- 
ham Rd., Agincourt, Ont. AX 
3-7011. 
Belden Mfg. Co., P.O. Box SO70A, 
Chicago 80, Ill. 

White Radio Ltd., P.O. Box 463, 
Hamilton, Ont. JA 2-1716. 
Bell & Howell, 7100 McCormick 

Rd., Chicago, Ill. AM 2-1600 
Computing Devices of Canada 
Ltd. P.O. Box 508, Ottawa 4, 
Ont. TA 8-2711. 

Belling & Lee Ltd., Great Cam- 

bridge Rd., Enfield, Middx., 


England. 
Astral Electric Co. Ltd., 44 
Canforth Rd., Toronto 13, Ont. 
OX 1-1131. 
Bendix Aviation 
Bendix Products, 
Montrose, Pacific, 
Red Bank, Scintilla 
visions. 
Aviation Electric Ltd., 200 Lau- 
rentian Bivd., P.O. Box 6102, 
Montreal 9, Que. RI 4-2811. 
Bendix Aviation Corp. (CDC); Cin- 
cinnati, Computer, Friez, Pacific 
and Red Bank Divisions. 
Computing Devices of Canada 
Ltd., P.O. Box 508, Ottawa 4, 
Ont. TA 8-2711. 
Theo Benning, Postfach 126, 
Rocholt Westf., W. Germany. 
The J. W. Ellis Industries, 80 
“vga F St. E., Toronto, Ont. 
EM 6-14 
Benson ~~ Corp., 11930 
Ctraotc Blvd., Los Angeles 64, 


Computing Devices of Canada 


Witham, Essex, 
Notre Dame 

Que. UN 
also at Ottawa and To- 
Works, Inc., 1025 
3-9691. 
Hollis 


297 Carlton St., 


Corp. (AEL); 
Eclipse - Pioneer, 
Pioneer-Central, 

and Utica Di- 


Ltd., P.O. Ay } SR, Ottawa 4, 
Ont. TA 8-2 


Berkshire Electric Cable Co., 
Leeds, Mass. 
The Glendon Co. Ltd., 44 Wel- 
lington St. E., Toronto, Ont. EM 
6-5673; Electrolabs, 7385 St. Law- 
rence Bivd., Montreal, Que. CR 
6-6076. 


Bernd-Bach Inc., 6900 Romaine 
St., Hollywood 38, Calif. 
Alex L. Clark Ltd., 3745 Bloor 
St. W., Toronto 18, Ont. BE 
1-3303; Caldwell A/V Equip- 
ment Co. Ltd., 447 Jarvis St., 
Toronto, Ont. WA 2-2103. 


The Beryllium Corp., P.O. Box 
1462, Reading, Pa. 
Peckover’s Ltd., 115 McCormack 
St., Toronto 9, Ont. RO 2-8272 
and 2052 St. Catherine St. W., 
Montreal, Que. WE 3-6717 (Ont. 
& Que.). 
Besson & Robinson Ltd., 2 Ashley 
Place, London S.W.1, England 
Avionics Ltd., Stone Rd., P.O 
Box 200, Niagara-on-the-Lake, 
Ont. HO 8-3632 
Best Products Litd., 
Suffolk, England. 
E.M.1.-Cossor 
301-303 Windsor St., 
N.S. 4-6487. 
Beta Div. of Sorensen & Co., 
Norwalk, Conn. 
Arva, 229 Rogers Blidg., 470 
Granville .. Vancouver 2, B.C. 
MU 1-3367 
Beta Electric Corp. 9 eg East 103rd 
St.. New York 29, N. 
Bayly —~ oar Tees St., 
EM 2-3741 and 48 
St., Ottawa, Ont. CE 


Felixstowe, 


Electronics Ltd., 
Halifax, 


Post- 
Wester- 


. Bernard Beyschlag, 
schliessfach 128, (24b), 
land/Syit, Germany. 

Associated Electronic Compon- 

ents, 37 Roselawn Ave., Toronto 

12, Ont. HU 1-0144 
Bird Electronic Corp., 1800 E. 35th 
St. Cleveland 14, Ohio. EX 1,3535. 
Birmingham Sound Reproducers, 
Old Hill, Staffs., England. 

Musimart of Canada, 901 Bleury 

St., Montreal, Que. UN 1-2856. 
Birnbach Radio Co., Imc., 145 
Hudson St., New York 13, Y. 
Payette Radio Ltd., 730 St. James 
St. W., Montreal 3, Que. UN 6-6681 
The Birtcher Corp., 4371 Valley 
Bivd., Los Angeles 32, Cal. CA 
2-9101. 
Biwax Corp., 

Skokie, Il 
Bliley Electric Co., 
tion Bidg., Erie, Pa 

C. M. Robinson Co., 1550 Erin 

St., Winnipeg 3, Man. SP 

4-1955-6 (Lakehead West). 
Blonder-Tongue Labs., Inc., 9-25 
Alling St., Newark 2, NJ. 

E. S. Gould Sales Co., 353 St. 

Nicholas St., Montreal, Que. AV 

8-5225 (East); Telequipment Mfg 

Co. Ltd., P.O. Box 844, London, 

Ont. GE 9-8871. 

Bodnar Industries, Inc., 238 
Huguenot St., New Rochelle, N.Y. 

The Glendon Co. Ltd., 44 Wel- 

lington St. E., Toronto, Ont. EM 

6-5673. 

Boesch Mfg. Co. Inc., 45 River St., 
Danbury, Conn. 

Bayly Engrg. Ltd., Hunt St., 

Ajax, Ont. EM 2-3741 and 48 

Sparks St., Ottawa, Ont. CE 

2-9821. 

Bogart Mfg. Corp., 315 Seigel St., 
Brooklyn 6, N.Y. HY 7-4972. 
David Bogen Co., Inc., P.O. Box 
500, Paramus, N.J. 

John R. Tilton Ltd., 51 Me- 

Cormack St., Toronto 9, Ont. 

RO 9-1129 (East); Chas ee 

Thompson Ltd., 3093 Woodbine 

Dr., N. Vancouver, B.C. YU 8- 

2597 and 87 King St., Winnipeg 

2, Man. WH 3-8231 (West). 

Inc., Salem Rd., 
Beverly, 


R-O-R Associates Ltd., 1470 
Don Mills Rd., Don Mills, Ont. 
HI 4-4429 and 3333 Cavendish 
Bidg., Montreal, N.D.G., Que. 
HU 1-0700 

Roonton Electronics Corp., 738 

Speedwell Ave., Morris Plains, N.J. 
Mel Sales Ltd., Arnprior, Ont. 
Arnprior 400-401. 


3445 Howard St., 
OR 3-1050 
200 Union Sta- 





U. S., U. K. and Other Manufacturers 


Boonton Radio Corp., Intervale 
Rd., Boonton, N.J. 
Bayly Engrg. Ltd., Hunt St., 
Ajax, Ont. EM 2-3741 and 48 
Sparks St., Ottawa, Ont. CE 
2-9821. 
Borg Equipment Div., Amphenol- 
Borg Electronics Corp., 120 S. 
Main St., Janesville, Wis. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 
Don Bosco Electronics Co., 
field, N.J. 
Chas. W. Pointon Ltd., 66 Racine 
Rd., Rexdale, Ont. 
Boulevard Electronics, Inc., 1229 
West Washington Blvd., Chicago 7, 


Ill. 
J. J. MacQuarrie Sales, 46 St. 
George St., Toronto 5, Ont. WA 
3-2455 and Eric Jeanes, 266 Au- 
brey St., Winnipeg, Man. SU 
3-5442. 
Bourns Labs., 
6 Magnolia Ave., 


Plain- 


Inc., P.O. Box 2112, 
Riverside, 
Calif. 
Douglas Randall (Canada) Ltd., 
126 Manville Rd., Scarborough, 
Ont. PL 9-2291; Electromechani- 
cal Prods., Markham Rd., Agin- 
court, Ont. AX 3-7011. 

Bowmar instrement Corp., P.O. 

Box 2835, 8000 Bluffton Rd., Fort 

Wayne, Ind. 

Aeromotive Engrg. Prods., 5257 
Queen Mary Rd., Montreal, Que. 
EL 9602 (East). 

Bozak Sales Co., Darien, Conn. 
Applied Electronics, 434 Church 
St., Mimico, Toronto 14, Ont 
CL 1-8451. 

Brandenburg Ltd., 139 Sanderstead 

Rd., S. Croydon, Surrey, England 

Sanderstead 3555-6. 

Bradford Metalmaster, 3646 Liewel- 

lyn St., Cincinnati, Ohio. 

Hope Machinery Co., 200 Dal- 
housie St., Toronto 2, Ont. EM 
3-8579. 

Bradley Semi-Conductor, Inc., P.O 

Box 1451, New Haven 11, Conn 
Wholesale Radio & Electronics 
Ltd., 66 Orfus Rd., Toronto 19, 
Ont. RU 7-1271. 

W. H. Brady Co., 727 West Glen- 

dale Ave., Milwaukee 9, Wis. 
Andrew Gilchrist Ltd., 155 Deca- 
rie Blvd., P.O. Box 322, St. Lau- 
rent, Que. RI 4-5596; Northern 
Electric Co. Ltd., 1600 Dorches- 
ter St. W., Montreal, Que. WE 
7-6071 Branches in_ principal 
cities across Canada. U.S. Sup 
ply Co., 54 Princess St., Winni 
peg, Man. WH 3-3403 

C. S. Brainin Co., 320 Washington 

St.. Mount Vernon, N.Y. MO 

8-5500. 

Branson Corp., 

Whippany, N.J. 
General Communications Ltd., 
980 O’Connor Dr., Toronto 16, 
Ont. PL 5-0771. 

Branson Instruments Inc., 37 Brown 

House Rd., Stamford, Conn. 
Electrodesign, 736 Notre Dame 
St. Montreal, Que. UN 
6-7367 also at Ottawa and To- 
ronto, (Ont. & Que.); Inman 
Industries Ltd., 2060 W 10th 
Ave., Vancouver 9, B.C. RE 
6-0144 and 5507-Ist St. S.E., Cal- 
gary, Alta. CH 3-3333. 


Branson Ultrasonic Corp., 37 Brown 

House Rd., Stamford, Conn. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. UN 
6-7367; also at Ottawa and To- 
ronto. 

Geo. Bray & Co. Ltd., Leicester 

Pl., Leeds 2, England. 20981. 

Breeze Corp., Inc., 700 Liberty 

Ave., Union, N.J. 
Aviquipo of Canada Ltd., 
Sherbrooke St. ’.. Montreal, 
Que. WE _  7-9531-32 and 109 
Eglinton Ave. E., Toronto, Ont. 


Bridgeport Insulated Wire Co., 

Bridgeport, Conn. 
Hawkesbury Wire Co. Ltd., Box 
507, Hawkesbury, Ont. ME 
2-3511. 

The Bristol Co., 

Waterbury, Conn. 
The Bristol Co. of Canada Ltd., 
71-79 Duchess St., Toronto 2, 
Ont. EM 3-3421. 


S. Jefferson Rd., 


1980 


P.O. Box 1790, 


100 


Bristol Motor Div., Vocaline Co. 
of America, Old Saybrook, Conn. 
A. T. R. Armstrong Ltd., 700 
Weston Rd., P.O. Box 38, Stn. 
“>”, . Toronto 9, Ont. RO 2-7535. 
British Communication Corp., 
Exhibition Grounds, Wembley, 
Middx., England. 
Radio Communications Equip- 
ment & Engrg. Ltd., 850 Fifth 
Ave., Lachine, Montreal 32, 
Que. ME 17-3743. 
British Electric 
Ltd., The Queensway, 
Middx., England. 
Canadian Electric Resistors Ltd., 
Curity Ave., Toronto 16, Ont. 
PL 5-1891. 
British Ferrograph Recorder Co. 
Ltd., 131 Sloane St., London, 
S.W.1, England. 
Astral Electric Co. Ltd., 44 
Danforth Rd., Toronto 13, Ont. 
OX 1-1131. 


The British Rototherm Co. Ltd., 
Merton Abbey, London S.W.19, 


Resistance Co. 
Enfield, 


Industries, 80 
Toronto, Ont 


. W.. Ellis 
Richmond St. E., 
EM 6-1434 


The British Thomson-Houston Co. 
(Canada) Ltd., 766 King St. W., 
Toronto, Ont. EM 4-9821. 
Upton Bradeen and James Ltd., 
890 Yonge St., Toronto 5, Ont. 
WA 4-5751; E. M. I.-Cossor Elec- 
tronics Ltd., 301-303 Windsor St., 
Halifax, N.S. 4-6487 


British Physical Labs., 
Herts., England. 
R-O-R Associates Ltd., 1470 Don 
Mills Rd., Don Mills, Ont. HI 
4-4429 and 6201 Cote St. Luc 
Rd., Montreal, Que. DE 0845. 


Brooks Rotameter Co., P.O. Box 

432, Lansdale, Pa 
Keith Mercer Co. Ltd., 5165 
Sherbrooke St. W., Montreal, 
Que. DE 8411 and P.O. Box 
Station K, 876 Eglinton Ave. E., 
Toronio, Ont. HU 8-5831 (Ont., 
Que. & Maritimes). 


Ss. G. Brown Ltd., 

St., Watford, Herts., 
Atlantic Films & Electronics 
Ltd., 22 Prescott St., St. John’s, 
Nfld. (Nfid.); S. G. Brown (Can- 
ada) Ltd., 356-358 Youville St., 
Montreal, Que. VI 5-4255 (East); 
Navigation Equipment Services, 
3716 West 15th Ave., Vancouver, 
B.C. (West); Electrolabs, 7385 St 
Lawrence Blvd., Montreal, Que. 
CR 6-6076. 


A/S Bruel & Kjaer, Lindealle 23, 

Naerum, Denmark. 
R-O-R Associates Ltd., 1470 Don 
Mills Rd., Don Mills, Ont. HI 
4-4429 and 3333 Cavendish Blvd., 
Montreal, N.D.G., Que Ht 
1-0700. 


Led Bruning Co., Box 147, Lincoln, 


Radlett, 


Shakespeare 
England. 


Carson  St., 


ae Ltd., 25 
CL 9-8276 


Toronto 14, Ont. 
(Ont.). 


Brush Instruments, Div. of Clevite 
3405 Perkins Ave., Cleve- 


Engrg. Ltd., Hunt St., 
Ont. EM 2-3741 and 48 
St., Ottawa, Ont. 
2-982 A. C. Wickman Ltd., 
1425 Queensway, Toronto 14, 
Ont. CL 9-2311 (Surface ana- 
lysers and comparators). 


Buchanan Electrical Prods. Corp., 
225 Route 22, Hillside, N.J. 
Gas Accumulator Co. (Canada) 
Ltd., 12 Gower St., Toronto 16, 
Ont. PL 5-5297. 


Buckleys (Uvral) Ltd., 
England. 
Canadian Research Institute, 46 
St. George St., Toronto 5, Ont. 
WA 3-2455. 


Bud Radio, Inc., 2118 E. 

Cleveland 3, Ohio. 
Tenatronics Ltd., Davis Dr. E., 
P.O. Box 659, Newmarket, Ont. 
TW 5-4583. 

Budelman Electronics Corp., 

Fairfield Ave., Stamford, Conn. 
Tele-Radio Systems Ltd., 3534 
Dundas St. W., Toronto 9, Ont. 
RO 2-8224. 


London, 


55th St., 


H. H. Buggie, Inc., P.O. Box 817, 
Toledo, Ohio. 


A. F. Bulgin & Co. Ltd., Essex, 
England. 
Pfeiffer Electronic Labs., Box 
316, Trenton, Ont. EX 2-3498. 


Bulova Watch Co., Electronics 
Div., 62-10 Woodside’ Ave., Wood- 
side 77, N.Y. 
Bechey Enterprises, 1162 Main 
St. N., Weston, Ont. CH 4-8051. 


Burnell & Co., Inc., 10 Pelham 

Parkway, Pelham Manor, N.Y. 
M. J. Howard & Co. Ltd., 1206 
Bank St., Ottawa, Ont. CE 5-9931 
(East); Ray Johnston Co., 1011 
East 69th St., Seattle 
LA 4-5170 (West). 


Burr Brown Corp., Route 4, Box 

6444, Tucson, Ariz. 
Electromechanical Prods., Mark- 
a Agincourt, Ont. AX 


Burroughs Corp., Electronic Tube 
Div., P.O. Box 1226, Plainfield, 
N.J. PL 6-0876. 

Burton-Rogers Co., 42 Carlton St., 
Cambridge 42, Mass., EL 4-1643. 


Bussmann Mfg. Div., McGraw- 
Edison Co., University at Jefferson 
St., Louis 7, oO. 
Great Lakes Electrical Special- 
ties Ltd., Algie Ave., Toronto 14, 
Ont. CL’ 1-6581. 


Bytrex Corp., 294 Centre St., New- 
ton, Mass. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. UN 6- 
7367; also at Ottawa and To- 


ronto (East) 


Cc 


CBC Electronic Prods., Philadel- 
phia, Pa 
William Cohen Ltd., 8900 Tan- 
guay St., Montreal, Que. DI 


8-9201. 


CBS Electronics, Div. of Columbia 
Broadcasting System, Inc., 
Endicott St., Danvers, Mass. SP 
4-2360; 1990 N. Mannheim Rd., 
Melrose Park, Ill. ES 9-2100; 
Green St., Newark, N.J. 
5832: 2120 S. Garfield 
Angeles 21, Calif. RA 3-9081 
C.E.M. Co., 24 School St., Daniel 
son, Conn. 
H. A. Ness & Co., 48 Lavinia 
RO 2-2893. 
Albu 


Ave., Toronto 3, Ont. 
Cc. G. Electronics Corp., 
querque, N.M. 

Titania Electric Corp. 

Ltd., P.O. Box 672, 

Ont., Gananoque 81 
cws A paceman Corp., 
ae 
Samuel C 


of Canada 
Gananoque, 


Amityville, 


Hooker (Canada) Ltd., 
2425 Grand Blvd., Montreal, 
Que. HU 8-8321 and 4126 Bath- 
urst St., Downsview, Ont. ME 
5-1470. 

Caledonia 

former Corp., 

§ A 
Hackbusch Electronics Ltd., 23 
Primrose Ave., Toronto 4, Ont. 
LE 1-2453. 

Calidyne Co., 120 Cross St., 

chester, Mass. 

Califone Corp., 1041 N. Sycamore, 

Hollywood, Calif. 

Caldwell A/V Equipment Co. 
Ltd., 447 Jarvis St., Toronto, 
Ont. WA 2-2103. 

California Computer Prods., Inc., 

8714 Cleta St., Downey, Calif., 

WA 3-1913. 

California Technical 

Div. of Textron, Inc., 1421 

County Rd., Belmont, Calif. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. UN 
6-7367 (East), also at Ottawa and 
Toronto. 

Cambridge Instrument Co. Ltd., 

13 Grosvenor Pl., London, S.W.1, 

England. 

R. H. Nichols Ltd., 4544 Dufferin 
O. Box 500, Downsview, 
also at Oitawa 


& Trans- 
Caledonia, 


Electronic 
Box 98, 


Win- 


Industries, 
Old 


Ont. ME. 3-8190; 
and Vancouver. 
Cambridge Thermionic Corp., 445 
Concord Ave., Cambridge, Mass. 


CANADIAN ELECTRONICS ENGINEERING JUNE 


15, Wash. | 


Boo — Cou 


Cambridge Thermionic of Can- 
ada Ltd. 5 Grand Blvd., 
Montreal 28, Que. HU 8-8321. 


Camille Bauer Ltd., 18 Dornacher 

St., Basle, Switzerland. 
The J. W. Ellis Industries, 80 
Richmond St. E., Toronto, Ont. 
EM 6-1434. 

The Capitol Machine Co., 36 

Balmforth Ave., Danbury, Conn. 
John R. Tilton Ltd., 51 Mce- 
Cormack oa Toronto 9, Ont. 
RO 9-1129. 

Carad Corp. 2850 Bay Rd., Red- 

wood City, Calif. EM 8-2969. 


The Carborundum Co., P.O. Box 
268, Perth Amboy, N.J.; Globar 
Plant, Niagara Falls, N.Y.; Latrobe 
Plant, Latrobe, Pa. 
Williams & Wilson I ‘ 71 Front 
St. E., Toronto, Ont. EM 3-8731. 
Also at Windsor, Ottawa, Mont- 
real, Quebec City. 
Cardwell Condenser 
Whiting St., Plainville, 
Chas. W. Pointon Ltd., 
Rd., Rexdale, Ont. 
Carling Electric, Inc., 505 New 
Park Ave., West Hartford 10, 
Conn. 
John R. Tilton Ltd., 51 Me- 
Cormack St., Toronto 9, Ont. 
RO 9-1129 (Ont.) 
Carter Motor Co., 2711 W. George 
St., Chicago 18, 4 
Northwestern Agencies, Inc. 
4130 First Ave. S., Seattle 4, 
Wash. MA 4-8882 (B.C.); Chas. 
W. Pointon Ltd., 66 Racine Rd., 
Rexdale, Ont. (Canada except 
B. C.) 
Carter Parts Co., 3401 Madison, 
Skokie, Ill. 
John R. Tilton Ltd., 51 Me- 
Cormack St., Toronto 9, Ont, 
RO 9-1129 (East). 
Cascade Research, Div. of Mono- 
gram Precision Industries, Inc., 53 
Victory Lane, Los Gatos, Calif. 
Microwave Systems, 42 Crock- 
ford Blvd., Scarborough, Ont. 
PL 5-0763 (Microwave Ferrite 
Components Including BWO); 
Radio Valve Co., 189 Dufferin 
St., Toronto 3, Ont. LE 4-6311 
(Tube Prods. except BWO). 
Case Bros., Manchester, Conn. 
Paisley Prods. of Canada Ltd., 
P.O. Box 159, Stn. H., Toronto, 
Ont. PL 2216-7-8 
Castell Locks Ltd., Kingsbury 
Works, London N.W.9, England. 
George M. Fraser Ltd., .1554 
Yonge St., Toronto 7, Ont. WA 
4-9492. 
A. E. Cawkell & Co. Ltd., 6/7 Vic- 
tory Arcade, Southall, Middlesex, 
England. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que., UN 
6-7367; also at Ottawa and Tp- 
ronto. 
coe Electronics, Inc., 
r. Armstrong 
.. 38, Sta. “D” 
Rd., Toronto 9, Ont. 


120 W. 


Corp., 97 
Conn. 
66 Racine 


Erie, Pa. 
Ltd., P.O. 
700 Weston 
RO 2-7535 
Celestial Tapes, Thomas St., 
Seattle, Wash 

Ron Merritt Co., Room G.7, 
Marine Bldg., 355 Burrard St., 
Vancouver 2, B.C. MU 1-3367. 
(West). 


Central Electronics, Inc., 1247 W. 

Belmont St., Chicago 13, Ill. 
Robert J. Buckland Co., 56 Water 
St., Chatham, Ont. EL 4-3106. 
(East). 


Centralab Div., Globe-Union, Inc., 
900 E. Keefe Ave., Milwaukee 1, 
Wis. 

. J. Heenan Ltd., 669 Bayview 
Ave., Toronto 17, Ont. HU 
1-2291 (East); D. Eldon McLen- 
nan, 1624 W. 3rd Ave., Vancou- 
ver 9, B.C. BA 2898 (West). 


Century Electronics and _ Instru- 
ments, 1333 No. Utica, Tulsa, 
Okla. 
The Garrett Mfg. Corp. of Can- 
ada Ltd., 4 Racine Rd., Rexdale, 
Ont. CH 4-5655 and 1255 Laird 
Bivd., Montreal, Que. RE 8-7605. 


Chadwick-Helmuth Co., 472 E. 

Duarte Rd., Monrovia, Calif. 
Beechey Enterprises, 1162 Main 
St., N., Weston, Ont. CH. 4-8051. 
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Cc. T. Chapman (Reproducers) Ltd., 

High Wycombe, Bucks, England. 
Chas. W. Pointon Ltd., 66 Racine 
Rd., Rexdale, Ont. 

Charles Engrg., Inc., 605342 Mel- 

rose, Hollywood 38, Calif. 

J. MacQuarrie Sales, 46 St. 
George St., Toronto 5, Ont. WA 
3-2455 and Eric Jeanes, 266 Au- 
brey St., Winnipeg, Man. SU 3- 
5442. 

Chassis-Trak, Inc., 525 S. Web- 

ster Ave., Indianapolis 19, Ind. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. 
7367, also at Ottawa & Toronto 
(Ont. & Que.). 

Chemalloy Electronics Corp., 

Gillespie Airport, Santee, Calif. 
Associated Enterprises, 10729 
University Ave., Edmonton, Alta. 
(West); Bechey Enterprises, 1162 
Main St. N., Weston, Ont. CH 
4-8051. 

Chemo-Prods. Inc., W. Warwick, 

R.1. 

Andrews & Associates, 

Credit, 


Alec W. 

1239 Tecumseh Pk., Pt. 

Ont. CR 8-3478. 
Cherry Electrical Prods. Corp. 
1650 W. Deerfield Rd., Highland 
Park, Iil. 

Barry 346 Bering 

Ave., Ont. BE 

3-8901. 
Chicago Industrial Instrument Co., 
865 N. Sangamon St., Chicago 22, 
Ill. 

Electrolabs, 7385 St. Lawrence 

Blvd., Montreal, Que. CR 6-6076. 
Chicago Miniature Lamp Works, 
1500 N. Ogden Ave., Chicago 10, 
Ill, MO 4-1741. 

Lake Engrg. Co. Ltd., 123 Man- 

ville Rd., Scarborough, Ont. PI 

7-3253: Elcom Marketing Ltd., 

123 Manville Rd., Scarborough, 

Ont. OX 8-3691. 
Chicago Molded Prods. 
1020 N. Kolmare Ave., 
51, Ii. 

Paisley Prods. of Canada Ltd., 

P.O. Box 159, Stn. H., Toronto, 

Ont. PL 2216-7-8. 
Chicago Telephone Supply Corp., 
1142 W. Beardsley Ave., Elkhart, 


Ind. 
Cc. C. Meredith & Co., 80 
Thomas St., Streetsville, Ont. 
TA 6-1141 and Toronto AT 9- 
4491. 
Chirana Corporation, Prague VII, 
Czechoslovakia. 
Conway Electronic Enterprises 
Reg’d., 1514 Eglinton Ave 
Toronto 10, Ont. RU 23-6576 & 
6676 
Chloride Electrical Storage Co. 
Ltd., 50 Grosvenor Gardens, Lon- 
don, S.W.1, England. 
Hart Battery Co. Ltd., Box 550, 
St. Johns, Que. 7-2325-6-7. 
Christie Electric Corp., 3410 W. 
67th St., Los Angeles 43, Calif. 
Aeromotive Engrg. Prods., 5257 
Queen Mary Rd., Montreal, Que. 
EL 9602 and 2543 Gerrard St. 
E., Toronto, Ont. OX 9-4621 
(East). 
Churchill Chemical Corp., 3137 E. 
26 St., Los Angeles, Calif 
Williard Spenser Co., 3238 Curry 
Ave., Windsor, Ont. YO 9-1332. 
Churchill Lighting Corp., 344 
Franklin St., Melrose, Mass. 
Lake Engrg. Co. Ltd., 123 Man- 
ville Rd., Scarborough, Ont. PI 
7-3253: Elcom Marketing Ltd., 
123 Manville Rd., Scarborough, 
Ont. OX 8-3691. 
Cinch Mfg. Corp., 1026 S. Homan 
Ave., Chicago, II. 
United-Carr Fastener Co. of 
Canada Ltd., 231 Gage Ave. N., 
Hamilton, Ont. LI 4-5791. 
Cinema Engrg., Div. of Aerovox 
Corp., 1100 Chestnut St., Burbank, 
‘alif. 
Samuel C. Hooker (Canada) Ltd., 
2425 Grand Blvd., Montreal, Que. 
HU 8-8321 and 4126 Bathurst St., 
Downsview, Ont. ME 5-1470. - 


Circon Component Co., Santa Bar- 
bara Municipal. Airport, Goleta, 
Calif. 

Circuit Instruments, Inc., 2801 An- 
vil St., St. Petersburg, Fla. 


Circuit Mfg. Co., 923 Shadeland 
Ave., Drexell Hill, Penna. 


C. P Clare & Co., 3101 Pratt Blvd., 
Chicago 45, Il. 


Electric Ltd., 
Toronto 18, 


Corp., 
Chicago 


CANADIAN ELECTRONICS ENGINEERING 


Cc. P. Clare Canada Ltd., 2700 
Jane St., P.O. Box 73, Toronto 
15, Ont. ME 3-6793. 
H. Clarke & Co. (Manchester) 
Ltd., Atlas Works, George St., 
Patricroft, Manchester, England. 
Canadian Wilbur B. Driver Co. 
Ltd., 85 King St. E., Toronto 1, 
Ont. EM 2-1451. 
as agg Mfg. Co., Inc., Dover, 
Canadian Marconi Co., Elec- 
tronic Tube & Components Div., 
830 Bayview Ave., Toronto 17, 
Ont. HU 1-5221. 
Clary Corp., 408 Junipero St. San 
Gabriel, Calif. 
Computing Devices of Canada 
Lid. P.O. Box 508, Ottawa 4, 
Ont. TA 8-2711. 
Ciary Dynamics Corp., 408 Juni- 
pero St., San Gabriel, Calif. 
Aeromotive Engrg. Prods. Ltd., 
147 Hymus Blvd., Pointe Claire, 
Montreal 33, Que. OX 7-0810 
and 1912A Avenue Rd., Toronto, 
Ont. RU 3-4288. 
Cletron, Inc., 1974 
Cleveland, Ohio. 
— Burgess, 418 Mt. Pleasant 
Toronto 7, Ont., HU 8-1854. 
= ‘<heumaen Container Co., 6201 
Barberton Ave., Cleveland 2, O. 
Paisley Prods. of Canada Ltd., 
36 Upton Rd., Scarborough, Ont. 
PL 5-2216 and 11767 Pelletier 
Ave., Montreal, Que. DA 2-4756 
Clevite Transistor Prods., 241 Cres- 
cent St., Waltham 54, Mass. 
The Glendon Co. Ltd., 44 Wel- 
lington St. E., Toronto, Ont. EM 
6-5673. 
Clough-Brengle Co., 
Broadway, Chicago, Ill. 
Hackbusch Electronics Ltd., 23 
Primrose Ave., Toronto 4, Ont. 
LE 1-2453. 
Coast Pro-Seal & Mfg. Co., 2235 
Beverley Blvd., Los Angeles, Calif. 
Aviquipo of Canada Ltd., 636 
St. Paul St. W., Montreal 3, 
Que. UN 6-4067 and 109 Eglin- 
on Ave. E., Toronto, Ont. HU 
3-1211. 
Coaxial Connector Co. Inc., 37 N. 
2nd Ave., Mount Vernon, N.Y 
MO 8-6416. 
Coil Winders, Inc., Westbury, L. I 
N.Y 


East 6lst St., 


6014 N. 


E. G. Lomas, 277 Laurier Ave 
W., Ottawa, Ont. CE 2-8504 
Coil Winding Equipment Co., 19 
Maxwell Ave., Oyster Bay, N.Y. 

OX 6-1285. 

Coleman Engrg. Co. Inc., 3500 

Torrance Blvd., Torrance, Calif. 

Cok Instri ts, Inc., 318 

Madison St., Maywood, IIl. 
Van Waters & Rogers Co. Ltd., 
Scientific Supplies Div., 2625 
Skeena St., Vancouver 12, B.C. 
HE 3-0521 (Alta. & B.C.). 

Collaro Ltd., Ripple Works, By- 

Pass Rd., Barking, Essex, England. 
A. C. Simmonds & Sons Ltd., 
100 Merton St., Toronto, Ont. 
HU 5-9111; Collaro-Audiovision 
Sales, 1306 Seymour St., Van- 
couver 2, B.C. (B.C.) 

Colman Tool & Machine Co., 1017 

N.E., 3rd Ave., Amarillo, Tex. 
William Cohen Ltd., 8900 Tan- 
guay St., Montreal, Que. DL 
8-9201 

Columbia Tape Mills, Bank St., I 

Greenville, Pa. 
Paisley Prods. 
36 Upton Rd., 





of Canada Ltd., 
Scarborough, Ont 
PL 5-2216 and 11767 Pelletier 
Ave., Montreal, Que. DA 2-4756 


Columbia Technical Corp., 61-02 
3ist Ave., Woodside 77, N.Y. AS 
8-7401. 


Colvern 
England. 
Tinsley Instruments 
Ltd., P.O. Box 99, 
Cres., Smiths Falls, Ont. 


Colvin Labs., Inc., 364 Glenwood 

Ave., East Orange, N.J. 
Aeromotive Engrg. Prods. Ltd., 
147 Hymus Blvd., Pte. Claire, 
Montreal 33, Que. OX 7-0810 and 
1912A Avenue Rd., Toronto, Ont. 
RU 3-4288. 


Comar Electric Co., 3349 W. Addi- 
son St., Chicago, IIL. 
Musimart of Canada, 91 
pen St., Montreal, Que. UN 


Ltd., Romford, Essex, 
(Canada) 
Churchill 
2539 
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Commercial Plastics Co., 933 
George St., Chicago 14, Ill. 


Communication Measurements Lab. 
Inc., 350 Leland Ave., Plainfield, 


‘Mel Sales Ltd., Arnprior, Ont. 
400. 


Communications Prods. Co., Inc., 
Marlboro, N.J. 
Tele-Radio Systems Litd., 3534 
Dundas St. W., Toronto 9, Ont. 
RO 2-8224. 
Compagnie Crouzet, 18 rue J. J. 
Rousseau, Valence - Sur - Rhone, 
France. 
Canadian Applied Research Ltd., 
1500 O'Connor Dr., Toronto 16, 
Ont. PL 9-2241. 
Compagnie Francaise Hortson, 58 
Rue d’Hauteville, Paris 10, France. 
General Sound & Theatre Equip- 
ment Ltd., 861 Bay St., Toronto 
5, Ont. EM 4-2438. 
Compagnie Générale’ d’Electro- 
Ceramique, 12 Rue de la Baume, 
Paris (8e), France. 
Titania Electric Corp 
Ltd., P.O. Box 672, 
Ont., Gananoque 81. 
Computer Control Co., Inc., 225 
Old Connecticut Path, Framingham, 
Mass. CE 5-6220; and 225 Barry 
Ave., Los Angeles 64, Calif. GR 
8-0481 and BR 2-9 ; 
Computer Measurements Corp., 
— Vineland Ave., N. Hollywood, 
Calif 
Electromechanical Prods., Mark- 
ham Rd., Agincourt, Ont. AX 
3-7011 
Conant 
3997, 
Nebr 
James Grogan, 50 Yarmouth Rd 
Toronto, Ont. LE 6-3684 
Condenser Prods. Co., c/o Terminal 
Radio Int'l. Ltd., 135 Liberty St., 
New York 6, N.Y 
Aeromotive Engrg. Prods. Ltd., 
147 Hymus Blvd., Pointe Claire 
Que. and 1912A Avenue Rd., To- 
ronto 12, Ont. RU 3-4288 
The Connecticut Hard Rubber Co., 
407 East St., New Haven 9, Conn. 
SP 717-3631. 
Connector Corp., 6025 N. Keystone 
Ave.. Chicago, IIl., 
William M. Hummel, P.O. Box 
190, 150 Pinewood Trail, Port 
Credit, Ont. CR 8-7666 
Conrac, Inc., 19217 Foothill Bivd., 
Glendora, Calif 
Caldwell A/V Equipment Co. 
Ltd., 447 Jarvis St., Toronto, 
Ont. WA 2-2103; H. Roy Gray 
Co. Ltd., 44 Danforth Rd., To- 
ronto 13, Ont. OX 1-1131 


Inc., 141 

Mich. 
Enterprises, 1162 Main 

CH 4-8051 


Corp., 


of Canada 
Gananoque, 


Labs., 6500 ‘O’ St.. Box 
Bethany Stn., Lincoln 5, 


Conrad, Jefferson St., 

Holland, 
Beechey 
St. N., Weston, Ont. 


Consolidated Controls 
Bethel, Conn 
Aviquipo of Canada Ltd., 1890 
Sherbrooke St. W Montreal, 
Que. WE 7-9531-32. 


Consolidated Electrodynamics 
Corp., Rochester Div., 1775 or 
Read Blvd., Rochester 3, N.Y. 
3-7972. 





re Mdated Resistance Co. of 
America, Inc., 44 Prospect St., 
Yonkers, N.Y. 
E. E. Whittaker, 2137 
Drive, Ottawa, Ont. CE 


Consolidated Wire & Associated 
Co’s., 1635 S. Clinton St., Chicago 


16, Ill 
Atlas Radio Corp. Ltd. 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174; Roger M. Minthorne 
Co., 0673 S.W. .Taylors Ferry 
Rd., Portland 19, Ore. CH 
6-4556. 


Niagara 
4-4686 


L. L. Constantin & Co., Franklin 
Ave., Rt. 46, Lodi, N.J 

A. T. R. Armstrong Ltd., 
Weston Rd., P.O. Box 38, Stn. 


“D,” Toronto 9, Ont. RO 2-7535. 


Continental Carbon, Inc., 5225 

Greene St., Philadelphia 44, Pa. 
Roger M. Minthorne Co., 0673 
S.W. Taylors Ferry Rd., Port- 
land 19, Ore. CH 6-4556; Lake 
Engrg. Co. Ltd., 123 Manville 
Rd.. Scarborough, Ont. 
7-3253; Elcom Marketing Ltd., 
123 Manville Rd., Scarborough, 
Ont. OX 8-3691. 


Continental Connector Corp., 
Northern Blvd. at 45th St., Long 
_ A 


Island City 1, 
Atlas Radio Corp. Ltd. 50 
Wingold Ave., Toronto 19, Ont. 


RU 1-6174. 


Continental 
Michigan Ave., 
Il 


Electric Co., 6 N. 
Suite 703, Chicago, 


Atlas Radio 
Wingold Ave., 
RU 1-6174; 
Electronics Lid., 
Toronto 1, Ont. EM 4-9886. 


Continental Electric Co., 6 N. 

Michigan Ave., Chicago, Ill. 
United Aviation Electronics Ltd., 
205 Yonge St., Toronto 1, Ont 
EM 4-9886. 


Electronics Mfg. Co., 
Bivd., Dallas 27, 


Corp. Ltd., 50 
Toronto 19, Ont. 
United Aviation 
205 Yonge St., 


Continental 
4212 S. Buckner 
Texas. 
Northern Electric Co. Ltd., 1600 
Dorchester St. W., Montreal, 
Que. WE 17-6071. Branches in 
principal cities across Canada. 


Control, A Div. of Magnetics, Inc., 
Box 391, Butler, Pa. 73-787. 


Control Corp., 718 Central 

N.E., Minneapolis 14, Minn. 
R. H. Nichols Ltd., 4544 Dufferin 
St., P.O. Box 500, Downsview, 
Ont. ME 3-8190; also at Ottawa 
and Vancouver 


Ave., 


Control Electronics Co., Inc., 10 
Stepar Pl., Huntington Stn., L.L., 
N.Y 


ElectroDesign, 736 Notre Dame 
St. W., Montreal, Que. UN 
6-7367 (Ont. & Que.) 


Control Panel Corp. 517 W. Mon- 
roe St., Chicago 6, IIL. 
Petro-Automation Ind. Ltd., 
P.O. Box 72, Edmonton, Alta 
GL 5-3673 (West) 
Control Prods., Inc., 306 Sussex 
St.. Harrison, N.J. 
Aeromotive Engineering Prods., 
5257 Queen Mary Rd., Montreal 
Que. EL 9602 and 2543 Gerrard 
St. E., Toronto, Ont. OX 9-4621 
Frank R. Cook Co., 3850 Olive St., 
Denver Colo., DU 8-4836 and 
80 North Franklin, Hemstead, I 
N.Y., IV 1-9550 
Co-Operative Industries, Inc., 100 
Oakdale Rd Chester N.J CH 
255 


Arthur O. Secord, 54 Baby Point 
Rd.. Toronto 9, Ont. RO 2-1078 
E. G. Lomas, 227 Laurier Ave 
W.. Ottawa, Ont. CE 2-8504 


Cornell-Dubilier Elec. Corp., 333 
Hamilton Bivd., So. Plainfield, NJ. 
Northwestern Agencies, Inc., 4130 
First Ave. S., Seattle 4, Wash., 
MA 4-8882: Rutherford Agencies, 
P.O. Box 1013 St Laurent 
Montreal 9, Que. RI 7-5073 
Glass Works, Electrical 
Prods. Div Bradford, Pa 
Resistor of Canada Ltd., 
Ave., Trenton, Ont. EX 
and Toronto EM 2-3315 
Sales office: 4972 Dundas St. W 
Islington, Ont. BE 1-1712 
Corson Electric Mfg. Corp., 540- 
39th St., Union City, NJ. UN 
6-4227. 
Cosmo Plastics Co., 
St., Cleveland 9, O. 
Alec W. Andrews & Associates, 
1239 Tecumseh Pk., Port Credit, 
Ont. CR 8-3478; Paisley Prods. 
of Canada Ltd., 36 Upton Rd 
Scarborough, Ont. PL 5-2216 and 
11767 Pelletier Ave., Montreal, 
Que. DA 2-4756 
Cosmocord Ltd., 
Herts., England. 
The Glendon Co. Ltd., 44 Wel- 
lington St. E., Toronto Ont. EM 
6-5673; Len Finkler Ltd., 1794 
Avenue Rd., Toronto 12, Ont. 
RU 1-5232 


Cossor Instruments Lid., 
House, Highbury Grove, 
N.5, England. 

E. M. I.—Cossor Electronics 
Ltd., 301-303 Windsor St., Hali- 
fax, N.S. 4-6487; 72 Grenville 
St.. Toronto, Ont. WA 3-7611; 
8230 Mayrand St., Montreal, 
Que. RE 3-6502. 


The S. H. Couch Co., Inc., 3 Ar- 
lington St., North Quincy, 71, Mass. 
& B. Sound & Signals, Inc., 
39 Notre Dame St. E.. Montreal 

, Que. UN 1-7141 (East). 


Corning 


3239 W. 14th 


Waltham Cross, 


Cossor 
London, 





U. S., U. K. and Other Manufacturers 


Couch Ordnance, Inc., 3 Arlington 
St., North Quincy, Mass. 
Leonard Electric Ltd., 346 
Bering Ave., Toronto 18, Ont. 
BE 1-2731. 
Coulter Industrial Sales Co., Elm- 
hurst, Ill 
Industron Corp., 297 Carlton St., 
Toronto 2, Ont. WA 1-2032. 
Clive Courtney & Co. Ltd., Eng- 
land. 
Electrolabs, 7385 St. Lawrence 
Bivd., Montreal, Que. CR 6-6076. 
Craig Systems, Inc., 360 Merrimack 
St., Lawrence, Mass. MU 8-6961. 
Cramer Controls Corp., 
brook, Conn. 
Burlec Sales Ltd., 45 ones 
Rd., Toronto 16, Ont. PL 5-3377 
and’ 1179 Decarie Blvd., Mont- 
real, Que. RI 4-0165. 
Creative Electronics, 
Ave., Stamford, Conn. 
Crescent Engrg. & Research Co., 
5440 N. Peck Rd., El Monte, 
Calif. 
Electrodesign, 736 Notre une 
St. .. Montreal, Que. 6- 
7367, also at Ottawa & Jenes 
(Ont: & Que.). 
Crest Instrument 
Bloomfield Ave., 
Calif. 
Crosby Labs., Inc., P.O. Box 233, 
Robbins Lane, Hicksville, N.Y. 
Crowell Designs, New Jersey, 
U.S.A 


Center- 


94 Lincoln 


Co., 11808 S. 
Santa Fe Springs, 


45 Northline 
PL 5-3377 
Mont- 


Burlec Sales Ltd., 
Rd., Toronto 16, Ont. 
and 1179 Decarie Blvd., 
real, Que. RI 4-0165. 
Crowley Div., Aerovox Corp., West 
Orange, N.J. 
Aerovox Canada Ltd., 1551 Bar- 
ton St. E., Hamilton, Ont. LI 
5-1186. 
Crown Controls Co. Inc., 40 S. 
Washington St., New Bremen, O. 
E. S. Gould Sales Co., 353 St. 
Nicholas St., Montreal, Que. AV 
8-5225, also London, Winnipeg 
and Vancouver. 
Crown Industrial Prods. Co., Wood- 
stock, Iil. 
Irving Smith Ltd., 
. Montreal 28, 
3. 


2095 Madison 
Que. HU 


Croydon Instruments, 116 Wind- 
mill Rd., Croydon, Surrey, England. 
Electrodesign, 736 Notre Dame 

/ Montreal, Que. UN 

also at Ottawa and To- 


Croydon Precision Instrument Co., 
Hampton Rd., West Croydon, Sur- 
rey, England. 
The Glendon Co. Ltd., Instru- 
ment Div., 44 Lary St. E., 
Toronto, Ont. EM 6-5 


Crucible Steel Co. Hs a 
P.O. Box 2518, Pittsburgh 30, Pa. 
Railway & Power Engineering 
a Ltd., 3745 St. James St. 
Montreal 30, Que. 


WE 3-6741. 
Cubic Corp., 5575 Kearny Villa 
Rd., San Diego 11, Calif. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. Un 6-7367 
also at Ottawa and Toronto. 


James Cunningham Son & Co. 
ay 33 Lichfield St. Rochester, 


Curtis Development & Mfg. Co., 
3268 N. 33rd St. Milwaukee, Wis. 
. C. Simmonds & Sons Ltd. 
100 Merton St., Toronto Ont. 
HU 5-9111. 


Curtiss Wright Corp. 
N.Y., and 631 Central Ave., 
stadt, N.J. 
Canadian Curtiss-Wright Ltd., 
1980 Sherbrooke St. W. Mont- 
real Que. WE 7-6117. 


Curtiss Wright Thermal Device 

Div., Carlstadt, N.J. 
a, Electronic Equip- 
ment Co. . 94 Sheppard Ave. 
w., Willowdale, Ont. BA 5-6921. 

Custom Components, Inc. P.O. Box 

248 Caldwell, N.J. 
Lake Engrg. Co. Ltd., 123 Man- 
ville Rd., Scarborough, Ont. PL 
7-3253; Elcom Marketing Ltd., 
123 Manville Rd., Scarborough, 
Ont. OX 8-3691. 


Carl- 


102 


New York . 


D 


D & M Prods., 13144 W. Mc- 
Nichols Rd., Detroit 35, Mich. 


Dage Compe. 219 E. 44th St, New 
York 17, N.Y. MU 2-6755 


Dage Electric Co., nny 67 N. 

Second St., Beech Grove, Ind. 
Simmonds Aerocessories of Can- 
ada Ltd., 637 Parkdale Ave. N., 
Hamilton, Ont. LI 9-1381. 


Daiwa Tape Recorders, Japan. 
Chas. L. Thompson Ltd., 3093 
Woodbine Dr., N. Vancouver, 
B.C. YU 8-2597 and 87 King St., 
Winnipeg 2, Man. WH 3-8231. 


Dale Prods., Inc., Box 136, 1318 
28th Ave., Columbus, Neb. 
Chas. W. Pointon Ltd., 66 Racine 
Rd., Rexdale, Ont. 
A/S Danavox, 112 Lersoe Parkalle, 
Copenhagen, Denmark. 
Associated Electronic Compon- 
ents, 37 Roselawn Ave., Toronto 
12, Ont. HU 1-0144. 
A/S Dambridge, 60C Frederiks- 
sundsvej, Copenhagen — We 
Denmark. 
The J. W. Ellis 
Richmond St. E., 
EM 6-1434. 
Danbury Knudsen Co., P.O. Box 
170, 15-25 Thorpe St., Danbury, 
Conn. 
The Glendon Co. Ltd., 44 Wel- 
lington St. E., Toronto, Ont. 
EM 6-5673. 


Industries, 80 
Toronto, Ont. 


Danly Machine Specialties, 2100 

S. Laramie Ave., Chicago, II. 
Hope Machinery Co., 200 Dal- 
housie St., Toronto 2, Ont. EM 
3-8579. 

Danochemo A/S, 72 Blegdamsvej, 

Copenhagen O, Denmark. 
The J. W. Ellis Industries, 80 
Richmond St. E., Toronto, Ont. 
EM 6-1434. 

Dansk Ventil Industri, Gladsaxevej 

120, Soborg, Copenhagen, Den- 

mark. 
Associated Electronic Compon- 
ents, 37 Roselawn Ave., Toronto 
12, Ont. HU 1-0144. 

Darling Technical Labs., 

Mesa, Calif. 
Rutherford Agencies, P.O. Box 
1013, St. Laurent, Montreal 9, 
Que. RI 7-5073. 

Data Instruments Div., Telecom- 

puting Corp., 12838 Saticoy St., 

North Hollywood, Calif. 

Datrel am 520 Fifth Ave., New 

York, N.Y 

The Deven Co., 

ston, N.J. 
Adams 
Catherine St. W., 
Que. WE 3-6857. 

Harry Davies Molding Co., 

N. Wells St., Chicago 10, IIl. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 

Dawe Instruments Ltd., 99 Ux- 

bridge Rd., London W.5, England 
E.M.1.-Cossor Electronics Ltd., 
301-303 Windsor St., Halifax, 
N.S. 4-6487. 

Daymar Electronics Specialties, 

6655 S. Mozart St., Chicago, III. 
Atlas Radio Corp. Ltd., 50 Win- 
gold Ave., Toronto 19, Ont. RL 
1-6174. 

Dayton Aircraft Prods., Inc., 812 

N.W. First St., Ft. Lauderdale, 

Fla. 
United Aviation Electronics Ltd., 
205 Yonge St., Toronto 1, Ont. 
EM 4-9886. 

Daytronic Corp., 216 S. Main St., 

Dayton, O. 
A. C. Wickman Ltd., 1425 
Queensway, Toronto 14, Ont. CL 
9-2311. 

Dearborn Electronic Labs., 

Wells St., Chicago 10, IIL, 

3-2412. 

Decca Radar Ltd., London, Eng- 


and. 
Decca Radar (Canada) Ltd., 23 
Six Points Rd., Toronto 18, Ont. 
BE 2-1161. 

Decker Engrg. Corp., 7706 Melrose 

Ave., Los Angeles 46, Calif. 
W. Hobson & Associates, 1024 


Costa 


Route 10, Living- 


Engrg. Ltd., 1500 St. 
Montreal 16, 


1428 


1421 N. 
WH 


Notre Dame St., Lachine, Que. 

ME 7-1231. (East Ont. & Que.). 
Dee Electric Co., 1648 W. Hadden 
St., Chicago 22, Ill. BE 5-5151. 


Defiance Engrg. & Microwave 
Corp., P.O. Box 488, Beverly Air- 
port, Beverly, Mass. 
Avionics of Canada Ltd., Box 
200, Stone Rd., Niagara-on-the- 
Lake, Ont. HO 8-3632. 


DeJur-Amsco Corp 
Blvd. at 45th St., 
eA 


1, 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174 

Dekko Cameras Ltd., Telford Way, 

East Acton, London W.3, England. 
Computing Devices of Canada 
Ltd., P.O. Box 508, Ottawa 4, 
Ont. TA 8-2711. ‘ 

Del Electronics Corp., 521 Home- 

stead Ave., Mt. Vernon, N.Y. 
Electroline Television Equip- 
ment Inc., Suite 114, 5757 
Decelles Ave., Montreal 24, Que. 
RE 8-9095. 

Delevan Electronics Corp., Roy- 

croft Campus, East Aurora, N.Y. 
E. S. Gould Sales Co., 353 St 

Montreal, Que. AV 


“ Northern 
pad Island City 


Nicholas St., 
8-5225. 


Bonardi, 780 §&. 
Pasadena, Calif. 

Ltd., Hunt St., 
2-3741 and 48 
Ont. CE 


De Mornay - 
Arroyo Pkwy., 
Bayly Engrg. 
Ajax, Ont. EM 
Sparks St., Ottawa, 

2-9821. 
Denison Engng. Div., American 
Brake Shoe Co., 1166 Dublin Rd., 
Columbus 16, Ohio. 
Rousseau Controls Ltd., 640 De- 
courcelles St., Montreal 30, Que. 
WE 7-3521 and 2149 Yonge St., 
Toronto 7, Ont. HU 3-2776. 
Dero Electronics, 134 Nassau Rd., 
Roosevelt, . 

Telequipment Mfg. Co. Ltd., Box 
844, London, Ont. GE 9-887! 
Designers for Industry, Inc., 4241 
Fulton Parkway, Cleveland, Ohio. 
a Ltd., 8230 Mayrand 

. Montreal 9, Que. RE 3-3937. 
ns Controls Corp., 5900 
Trumbull Ave., Detroit, Mich. 

L. H. Frost (Canada) Ltd., P.O. 
Box 425, Oakville, Ont. VI 
4-668 1. 
Deuta-Werke 
Gladbach, Paffrather 
Str. 140. 
Alexander & Orlick Ltd., P.O. 
Drawer 248, Brantford, Ont. PL 
3-3181 (Hand tachometers only). 
The Deutsch Co., 7000 Avalon 
Bivd., Los Angeles 3, Calif. 
Brian Engrg. Ltd., 5275 Van 
Horne Ave., Montreal, Que. RE 
7-2800. 
Development Engineering Co., Inc., 
9 Cross St., Norwalk, Conn. VO 
6-7720 
Concor International Corp., P.O. 
Box 598, Long Beach, N.Y., GE 
1-0410 (outside U. S.) 
Dewhurst & Partner Ltd., Inver- 
ness’ Works, Hounslow, Middlesex, 
England. 
Dupar (Canada) Ltd., 
sion St., Kitchener, 
3-0271. 
Di/An Controls, Inc., 
Boston, Mass. 
Radionics Ltd., 8230 
St., Montreal 9, Que. RE 


Dialight Corp., 60 Stewart Ave., 

Brooklyn 37, N.Y. 
Lake Engrg. Co. Ltd., 123 Man- 
ville Rd., Scarborough, Ont. PI 
7-3253; Elcom Marketing Ltd., 
123 Manville Rd., Scarborough, 
Ont. OX 8-3691; Burt C. Porter 
Co., 1209 Poplar Place, Seattle 
44, Wash. 


Dialtron Corp., 203 Harrison 
Place, Brooklyn 37, N.Y. Lake 
Engrg. Co. Ltd., 123 Man- 
ville Rd., Scarborough, Ont. PL 
7-3253; Elcom Marketing Ltd., 
123 Manville Rd., Scarborough, 
Ont. OX 8-3691. 

Diamond Antenna & Microwave 

Corp., 7 North Ave., Wakefield, 

Mass. 
gg om Associates, 1405 Bishop 

Montreal 25, Que. VI 4-7874. 
Ealaomy Electronic Enterprises 


GmbH, Bergisch 


Germany, 


140 Man- 
Ont. SH 


40 Leon St., 


Mayrand 
3-3937 
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Cou — Ele 


1514 Eglinton Ave. 


Reg’d., 
RU 3-6576 Wi 


Toronto 1, Ont. 
6676. 


Diehl Mfg. Co., 1188 Finderne 
Ave., Somerville, N.J. 
Douglas Randall (Canada) Ltd., 
126 Mz anville | — ad, Scarborough, 
oe. PL 9-2 


Dielectric Prods. Eners. Co., Inc., 

Raymond, Me. 
Dayrand Ltd., 4612 St. Catherine 
St. W., Montreal 6, Que. WE 2- 
2541. 

The Digitran Co. 
Mel Sales Ltd., 
Arnprior 400-401. 


W. C. Dillon & Co., Inc., 14620 
Keswick St., P.O. Box 3008, Van 
Nuys, Calif. 
George M. Fraser Ltd., 1554 
Yonge St., Toronto 7, Ont. 
4-9492; Brian Engrg. Ltd., 52 
Van Horne Ave., Montreal, Que. 
RE 7-2800 
Dinion Coil Co., Inc., Box 128, 
North St., Caledonia, N.Y. KE 
8-4412. 


Disa Electronik, 
Denmark. 
X-Ray & Radium Industries 
Ltd., 261 Davenport Rd., To- 
ronto, Ont. WA 3-0908. 
Divco-Wayne Electronics, 9701 
Reading Rd., Cincinnati 15, Ohio. 
Instronics Ltd., P.O. Box 100, 
Stittsville, Ont. Hazeldean 156 
and 21 Benleigh Dr., Scar- 
borough, Ont. AX 3-7806. 


— Corp., Burnside St., 


Paisley Prods. of Canada Ltd., 
36 Upton Rd., Scarborough, Ont. 
PL 5-2216; 11767 Pelletier Ave., 
Montreal, Que. DA 2-4756 


Dobbie McInnis Ltd., Broomloan 

Rd., Glasgow, S. W. 1, Scotland. 
Sperry Gyroscope Co. of Canada 
Ltd., P.O. Box 710, Montreal, 
Que. RI 7-5561. 

John C. Dolph Co., 


Jct., NJ. 
Andrew Gilchrist Ltd., 155 
Decarie Blvd:, P.O. Box 322, St. 
RI 4-5596 


Laurent, Que. 


Donner Scientific Co., 888 Galindo 
St., Concord, Calif. 
Instronics Ltd., P.O. Box 100, 
Stittsville, Ont. Hazeldean 156 
and 21 Benleigh Dr., Scar- 
borough, Ont. AX 3-7806. 


Arnprior, Ont. 


Copenhagen, 


Bristol, 


Monmouth 


Douglas Microwave Co. Inc., 252 

E. Third St., Mt. Vernon, N.Y. 
John S. Plewes Co., 52 Humber- 
crest Blvd., Toronto 9, Ont. RO 
9-205 1. 

Dow-Key Co., Inc., Rt. 3, Hwy 59, 

Thief River Falls, Minn. 
E. S. Gould Sales Co., 353 St. 
Nicholas St., Montreal, Que. AV 
8-5225; Robert J. Buckland Co., 
56 Water St., Chatham, Ont. 
EL 4-3106. 


David Dowling Ltd., Roebuck Rd., 

Hainault, Ilford, Essex, England. 
Empire Engineering Co., 738 
Dundas St. E., Toronto, Ont. 
EM 4-2928. 


Drake Electric Works, 4654-56 

Lincoln Ave., Chicago 13, IIL. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 

Drake Mfg. Co., 1713 W. 

St., Chicago 22, Il. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 


Drello, Ing. P. Drewell, (22a) 

Gladbach, M. Gladbach-Rheindah- 

len, Stadtwaldstr. 27, W. Germany. 
The J. W. Ellis Industries, 80 
Richmond St. E., Toronto, Ont. 
EM 6-1434; Sidam_ Ltd., 
Racine Rd., Rexdale, Ont. 
6-5921. 


Dremel Mfg. Co., 2420 - 18th St., 
Racine, Wis. 
Empire Engineering Co., 738 
Dundas St. E., Toronto, Ont. 
EM 4-2928. 


Dressen-Barnes Corp., 250 N. 
Vinedo Ave., Pasadena, Calif. 
E. E. Whittaker, 2137 Niagara 
Drive, Ottawa, Ont. CE 4-4686. 


Hubbard 


1959 





Driver-Harris Co., P.O. Drawer 31, 

Harrison, 
Alloy Metal Sales Ltd., 181 Fleet 
St., Toronto, Ont. EM 2-4411; 
The B. Greening Wire Co. Ltd., 
55 Queen St. N., Hamilton, Ont. 
JA 8-5971 and Toronto Zenith 
77500; also 180 St. Paul St. W., 
Montreal, Que. VI 9-2407: 
Wilkinson Co. Ltd., 888 S. E. 
Marine Dr., Vancouver 15, B.C. 
FA 1-1231. 


Dual, Gebr. Steidinger, St. 

gen/Schwarzwald (Germany). 
Geerz & Holm Canada Ltd., 629 
Denman, Vancouver 5, B.C. MU 
3-5233. 


Dubilier Condenser Co. (1925) 

Ltd., Ducon Works, Victoria Rd., 

North Acton, London, W.3, Eng- 

land. 
Astral Electric Co. Ltd. 44 
Danforth Rd., Toronto 13, * Ont. 
OX 1-1131. 

Ducati Elettrotecnica 

Bologna, Italy. 

William Berselli Agencies, 266 
Notre Dame W., Suite 41, Mont- 
real, Que. AV 8-5795. 

DuKane Corp., St. Charles, II. 
General Sound & Theatre Equip- 
ment Ltd., 861 Bay St., Toronto 
5, Ont. EM 4-2438. 


Allen B. Dumont Labs. Inc., Inter- 
national Div., 515 Madison Ave., 
New York, N.Y. 
Electronic Service Supply Co., 
210-9th Ave. S.E., Calgary, Alta. 
AM 6-6048; Tele-Radio Systems 
Ltd., 3534 Dundas St. W., To- 
ronto 9, Ont. RO 2-8224. 
Bayly Engrg. Ltd., Hunt St., 
Ajax, Ont. a 118 and To- 
ronto EM 2-3741 


Dunn Engineering Associates, Inc., 
225 O’Brien Hwy., Cambridge 41, 
Mass. UN 4-6700 

Duode Ltd., London, England. 
Peter Munk Associates Ltd., 118 
Rivalda Rd., Weston, Ont. CH 
6-2111. 

Duotone Co., Inc., Keyport, N_J. 
Chas. W. Pointon Ltd., 66 Racine 
Rd., Rexdale, Ont. 

Durakool, Inc., Elkhart, Ind. 

Durant Mfg. Co., 1929 N. Buffum 
t., Milwaukee 1, Wis. LO 2-5035. 
Wainbee Tools Ltd., 64 Racine 
Rd., Rexdale, Ont. CH 1-3301. 

Dymec, Inc., 395 Page Hill Rd., 

Palo Alta, Calif. 

Atlas Instrument Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 

Dyna, Inc., 617 Phila- 

delphia 4, Pa 
E. S. Gould Sales Co., 353 St. 
Nicholas St., Montreal, Que. AV 
8-5225 (East). 

Dynaco Inc., 

Philadelphia 4, Pa. 
Alex L. Clark Ltd., 
St. W., Toronto 
1-3303. 

Dyna-Empire, Inc., «hag Stewart 

Ave., Garden City, L.I., N.Y. 
Tecneek Associates, 1405 Bishop 
St., Montreal 25, Que. VI 4-7874. 

Dyna-Magnetic Devices, Inc., 110 

Duffy Ave., Hicksville, Y. 
Conway Electronic 
Reg’d., 1514 Eglinton 
Toronto 10, Ont. RU 
6676. 

Dynamic Gear Co., Ine., 20 

Merrick Rd., Amityville, L.I., N.Y. 
E. E. Whittaker, 2137 Niagara 
Drive, Ottawa, Ontario. CE 
4-4686 

Dynamic Instrument Co., Inc... 58 

New York Ave., Westbury, L.L., 


N.Y 
Ltd., 1425 


Geor- 


S.p.A 


4ist St., 


617 N. 4ist St., 
3745 Bloor 
18, Ont. BE 


Enterprises 
Ave. W., 
3-6576 & 


A. C. Wickman 
Queensway, Toronto 14, Ont. CL 
9-2311. 
Dynapar Corp., 5150 Church St., 
Skokie, Ill. 
Electrodesign, 736 Notre Dame 
we ontreal, Que. UN 
6-7367, also at Ottawa and To- 
ronto. 
Dynastron Radio Ltd., Neucieonic 
& Electronic Dep., Maidenhead, 
Berks, England. 
Computing Devices of Canada 
Ltd., P.O. Box 508, Ottawa 4, 
Ont. TA 8-2711. 
Dynex, Inc., Pewaukee, Wis. 
Dycon Ltd., 25 Carson St., 
ronto 14, Ont. CL 9-8276. 


To- 
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Dzus Fastener Co., Inc., Box 185, 
Babylon, N.Y. 
Railway & Power Engrg. Co: 
Ltd., 3745 St. James St. 
Montreal 30, Que. WE 3-6741.. 


E 


E. & C. Industrial Engraving Points 
Ltd., Old Colwyn, Wales. 
A. T. R. Armstrong Ltd., P.O. 
Box 38, Stn. “D,” 700 Weston 
Rd., Toronto 9, Ont. RO 2-7535. 


EMC Recordings, 806 E. Seventh 
St., St. Paul 6, Minn. 


E. M. LIL. Electronics Ltd., Hayes, 
Middx., England. 
E. M. I—Cossor 
Ltd., 301-303 Windsor St., 
fax, N.S. 4-6487. 
E. M. I. Sales & Service, Hayes, 
Middlesex, England. 
Atlas Radio Corp. Ltd., 50 Win- 
gold Ave., Toronto 19, Ont. RU 
1-6174. 
S C Corp., 534 Bergen Blvd., 
Palisades Park, 
. T. C. Ltd., ‘990 “67th St., 
fund 3, Ohio. 
Douglas Randall (Canada) Ltd., 
126 —, Scarborough, 
Ont. PL 9-2 
Eagle hata i. Co., Inc., 
23 - 10 Bridge Plaza S., Long 
Island City 1, N.Y. ST 4-9200. 
East London Mica Works, London, 
England. 
Paisley Prods. of Canada Ltd., 
36 Upton Rd., Scarborough, Ont. 
PL 5-2216; 11767 Pelletier Ave., 
Montreal, Que. DA 2-4756. 
Eastern Industries, Inc., 100 Skiff 
St.. Hamden, Conn. 
Enterprise Agencies Ltd., 5301 
Western Ave., Montreal 28, Que. 
HU 4-3551 and 6 Church St., 
Toronto, Ont. EM 4-9081. 
Eastern Precision Resistor Corp., 
675 Barbey St., Brooklyn 7, N.Y. 
E. G. Lomas, 227 Laurier Ave. 
W., Ottawa, Ont. CE 2-8504. 
Eastern Specialty Co., 3619 N. 
Eight St., Philadelphia 40, Pa. 
General Communications Ltd., 
980 O’Connor Dr., Toronto 16, 
Ont. PL 5-0771. 
Eastman International Co. GmbH., 
Hildesheimer Str. 22, Hannover, 


Germany. 
L. G. Blunt Ltd., 44 York St., 
Toronto 1, Ont. EM 4-7575. 


Ebert Electronics Corp., 212 - 26 
Jamaica Ave., Queens Village 28, 


N.Y. 
Philips Electronics Industries 
Ltd., Industrial Equipment Div., 
116 Vanderhoof Ave., Toronto 
17, Ont. HU 5-8621. 

Hugh H. Eby Co., Inc., 4701 

—— Ave., Philadelphia 44, 


‘a. 
White Radio Co., P.O. Box 463, 
Hamilton, Ont. JA 2-1716. 
Eby Sales Co., i LaFayette St., 
New York 13, N.Y. 
William Cohen Ltd., 8900 Tan 
guay St., Montreal, Que. DU 
8-9201; Roger M. Minthorne Co., 
0673 S. W. Taylors Ferry Rd., 
Portland 19, Ore. CH 6-4556. 
Eckel Valve Co., 1419 E. First St., 
San Fernando, Calif 
The Garrett Mfg. Corp. of Can- 
ada Ltd., 4 Racine Rd., Rexdale, 
Ont. CH 4-5655 and 1255 Laird 
Blvd., Montreal, Que. RE 8-7605. 
Eddystone Company Ltd., Alve- 
church Rd., Birmingham 31, 
England. 
Conway 
Reg’d, 
Toronto 10, Ont. RU 
6676. 


Electronics 
Hali- 


Cleve- 


Electronic Enterprises 
1514 Eglinton Ave. 
3-6576 & 


Edgerton, Germeshausen & Grier, 

Inc., 160 Brookline Ave., Boston, 
ass. 
Samuel C. Hooker (Canada) 
Ltd., 2425 Grand Blvd., ont- 
real, Que. HU 8-8321 and 3126 
Bathurst St., Downsview, Ont. 
ME 5-1470. 

Edin Co., Inc., 207 Main St., 

Worcester, Mass. 
A. C. Wickman Ltd., 1425 
Queensway, Toronto 14, Ont. CL 
9-2311. 

Edo Corp., College Point 56, N.Y. 
Edo (Canada) Ltd., P.O. Box 97, 
Cornwall, Ont. WE. 2-6774-5. 


1959 


Educational Electronics, 6322 N. 
Clark St., Chicago, Ill. 


Stark Electronic Sales Co., Ajax, 
Ont. 125. 


Educational Productions Ltd., 
Wakefield, England. 
Mechron Engrg. Prods. Ltd., 2437 
Kaladar Ave., Ottawa, Ont. RE 
3-3855; 2279 Yonge St., Toronto, 
Ont. HU 1-5639; 4206 St. 
Catherine St., Montreal 6, Que. 
Edwards High Vacuum  Lid., 
Crawley, Sussex, England. 
Edwards High Vacuum (Canada) 
Ltd., P.O. Box 515, Cumberland 
Ave., Burlington, Ont. NE 
4-7757 and Toronto EM 3-9841. 
Egen Electric Ltd., Charfleet In- 
dustrial Estate, Canvey Island, 
Essex, England. Canvey 691. 
Eicor, Inc., 4235 West N. Ave., 
Chicago 39, IIl. 
The Hoover Co. Ltd., Gage Ave., 
& Barton St., Hamilton, Ont. 
LI 5-1151. 
Eitel-McCullough, Inc., 798 San 
Mateo Ave., San Bruno, Calif. 
R. D. B. Sheppard, 2036 Prince 
Charles Rd., Ottawa 3, Ont. PA 
2-7152. 
Ekco Electronics Ltd., Southend-on- 
Sea, Essex, England. 
Computing Devices 
Ltd., P.O. Box 508, 
Ont. TA 8-2711. 
Elco Corp., “M” St., below Erie 
Ave., Philadelphia 24, Pa. 
Atlas Radio Corp. Ltd, 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 
Elcontro! Ltd., 
chin, Herts, 
Electrodesign, 736 
St. W., Montreal, 
6-7367; also at Ottawa 
ronto 
Electra Mfe. Corp., 4051 
way, Kansas City, Mo. 
Samuel C. Hooker (Canada) 
Ltd., 2425 Grand Blvd., Mont- 
real, Que. HU 8-8321 and 4126 
Bathurst St., Downsview, Ont 
ME 5-1470 
Electralab, Inc., Industrial Center, 
Needham Heights, Mass. 
The Electric Construction Co., 
Wolverhampton, England. 
E.C.C. Canada Ltd., 66 Colville 
Rd., Toronto 15, Ont. CH 
4-6455-6. 
Electric Eye Equipment Co., 
ville, Il 
Industron Corp., 297 Carlton St., 
Toronto 2, Ont. WA 1-2032 
Electric Regulator Corp., Pear! St., 
Norwalk, Conn. 
R. H. Nichols Ltd., 4544 Dufferin 
St., P.O. Box 500. Downsview, 
Ont EM 3-8190; also at Ottawa 
& Vancouver 
Electric Soldering Iron Co., W. 
Elm St., Deep River, Conn. 
Canadian Marconi Co., Elec- 
tronic Tube & Components Div., 
830 Bayview Ave., Toronto 17, 
Ont. HU 1-5221. 
Electric Specialty Co., 211 South 
St., Stamford. Conn. 
Electrical Chemical Specialty Co., 
1821 University Ave., St. Paul 4, 
Minn 
R 


of Canada 
Ottawa 4, 


Wilburg Way, Hit- 
London, England 
Notre Dame 
Que. UN 
and To- 


Broad- 


Dan- 


C. Kahnert Sales Co. Ltd., 73 
Bivd., Scarborough, 
Ont. PL 7-5171 and Box 885, 
Montreal, Que. CR 1-9858. 
Electrical Industries, Inc., 691 Cen- 
tral Ave., Murray Hill, N.J. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 
Electro-Air Cleaner Co., McKees 
Rocks, Pa. 
Kent Engrg Co., 
Bivd., Montreal 28, 
1-0213 (East). 
Electro Capacitors Co., 10132 Edes 
Ave., Oakland 3, Calif. LO 8-7910. 
Electro-Ceramics, Inc., 2645 S. 
Second W., Salt Lake City, Utah. 
Edo (Canada) Ltd., P.O. Box 97, 
Cornwall, Ont. WE 2-6774-5. 


ee Corp., New York, 


N.Y. 
Caldwell A/V Equipment Co. 
Ltd., 447 Jarvis St., Toronto, 
Ont. WA 2-2103. 


Electro Development Corp., 3939 

University Way, Seattle 5, Wash. 
Constellation Components Co., 
136 Tower Dr., Scarboro, Ont. 


Crockford 


4033 Decarie 
Que. 


PL 7-3359; and 17041 Omega P'.., 
St. Genevieve, Que. NA 6-5673. 
Electro Devices, Inc., 580 Main 
St., Wilmington, Mass. 
Associated Instrumentation & 
Controls Ltd., 2655 Bates Rd., 
Montreal 26, Que. RE 8-1167. 
Electro Dynamic Construction Co., 
England. 
Burlec Sales Ltd., 45 Northline 
Rd., Toronto 16, Ont. PL 5-3377 
and 1179 Decarie Blvd., Mont- 
real, Que. RI 4-0165. 
Electro Engrg. Works, 401 Preda 
St., San Leandro, Calif. LO 9-3326. 
Electro-Flex Heat, Inc., 83 Wood- 
bine St., Hartford 6, Conn. 
Electrodesign, 736 Notre Dame 
St. W., Montreal. Que. UN 
6-7367; also at Ottawa and To- 
ronto 
Electro Instruments, Inc., 3794 
Rosecrans St., San Diego 10, Calif. 
Electromechanical Prods., Mark- 
ham Rd., Agincourt, Ont. AX 
3-7011. 
Electro-Measurements Corp., 7524 
S.W. Macadam Ave., Portland 1, 
Ore. 
Electro-Mechanical Instrument Co., 
Eighth & Chestnut Sts., Perkasie, 


a. 
Desser E-E Ltd, 441 St. 
Francois Xavier, Montreal, Que. 
VI 5-6570. 
Electro-Mechanical Research, Inc., 
P.O. Box 3041, Sarasota, Fla. 
Electromechanical Prods., Mark- 
ham Rd., Agincourt, Ont. AX 
3-7011. 
Electro Mechanisms Lid., 220 
Bedford Ave., Slough, Bucks, 
England. 
Electro - Miniatures Corp., 612 
Huyler St. S., Hackensack, NJ 
HU 9-7770 
Electro Products,  Inc., 15050 
Schaefer Hwy., Detroit, Mich. 
Pitt Distributing Co. Ltd., 80 
George St., Toronto 2, Ont. EM 
4-8268 
Electro Prods. 
N. Ravenswood Ave., 


Ill. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174, 

Electro-Snap Switch Div., Electro- 

Snap Corp., 4218 - 30 W. Lake St., 

Chicago 24, Ill. 

Electro Sonic Labs., Imc., 35-54 

36th St., Long Island City, N.Y. 
Smyth Electronic Components 
Ltd., 380 Craig St. W., Montreal, 
Que. AV 8-6281 (East); Ron 
Merrit Co., Room G.7, Marine 
Bidg., 355 Burrard St., Vancouver 
1, B.C. MU 1-3367 (West) 

Electro Switch Corp., 167 King 

Ave., Weymouth 88, Mass. 
George M. Fraser Ltd., 1554 
Yonge St., Toronto 7, Ont. WA 
4-9492; W. Hobson & Assoc., 
1024 Notre Dame St., Lachine, 
Que. ME 7-1231. (Ont. & East) 


Electro-Tec Corp., 4 Romanelli 
Ave., Hackensack, N.J. 
Paisley Prods. of Canada Ltd., 
P.O. Box 159, Stn. H., Toronto, 
Ont. PL 5-2216-7-8. 


Electro-Technical Prods., 113 E. 

Centre St., Nutley 10, N-J. 
Andrew Gilchrist Ltd., 155 
Decarie Bivd., P.O. Box 322, St 
Laurent, Que. RI 4-5596; Paisley 
Prods. of Canada Ltd., 36 Upton 
Rd., Scarborough, Ont. PL 5-2216 
and 11767 Pelletier Ave., Mont- 
real, Que. DA 2-4756 

Electrovac, Vienna, Austria. 
Burlec Sales Ltd., 45 Northline 
Rd., Toronto 16, Ont. PL 5-3377, 
and 1179 Decarie Blvd., Mont- 
real, Que. RI 4-0165. 


Labs., Inc., 4501 
Chicago 40, 


Buchanan, 


R. C. Kahnert Sales Co. Ltd., 
73 Crockford Blvd., Scarborough, 
Ont. PL 7-5171 (East). 


Electroacoustic GmbH, 

Westring, Kiel, Germany. 
A Radio Corp. Ltd. 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 


Electrocraft, — 4432 N. Kedzie 
Ave., Chicago, 
R. C. Kalnort "Sales Co. Ltd., 73 
Crockford Blvd., Scarborough, 
Ont. PL 7-5171 and Box 885, 
Montreal, Que. CR 1-9858. 


425-429 
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U. S., U. K. and Other Manufacturers 


Electrodata Div., Burroughs Corp. 
460 Sierra Madre Villa, my 


alif. 

Electrodata Div., Burroughs Add- 
ing Machine of Canada Ltd., 
1313 Wellington St., Ottawa, 
Ont. PA 8-3539. 


Electrodyne Corp., 503 South Mc- 

Clay St., Santa Ana, Calif. 
Applied Electronics, 434 Church 
St., Mimico, Toronto 14, Ont. CL 
1-8451. 


Electrofilm, Inc., 7116 Laurel 
Canyon Blvd., N. Hollywood, Calif. 
The Garrett Mfg. Corp. of Can- 
ada Ltd., 4 Racine Rd., Rexdale, 
Ont. CH 4-5655 and 1255 Laird 
Bivd., Montreal, Que. RE 8-7605. 
Electronic Associates, Inc., Long 
Branch Ave., Long Branch, N.J. 
CA 9-1100. 
Electronic Chemical Corp., 813 
Communipaw Ave., Jersey City 4, 
NJ 


8900 Tan- 


William Cohen Ltd., 
Que. DL 


guay St., Montreal, 
8-9201. 

Electronic Control Corp., 1573 E. 

Forest Ave., Detroit 7, Mich. 
Dominion Electrohome Inds. Ltd., 
Technical Prods. Div., 140 Man- 
sion St., Kitchener, Ont. SH 
3-0271. 

Electronic Devices, 429 - 

Brooklyn 15, N.Y. 

Electronic Fabricators, Inc., 682 

Broadway, New York 12, N.Y. 
Ray Johnston Co., 1101 E. 69th 
St., Seattle 15, Wash. LA 4-5170. 
(B. C.). 

Electronic Importers, Inc., 

Third Ave., Seattle 1, Wash. 
Ron Merritt Co., Room G.7, 
Marine Bldg., 355 Burrard St., 
Vancouver 1, B.C. MU 1-3367 
(West). 

Electronic Instrument Co., Inc., 

3300 Northern Blvd., Long Island 

City 1, N.Y. 
Ron Merritt Co., Room G.7, 
Marine Bldg, 355 Burrard St., 
Vancouver 1, B.C. MU _ 1-3367 
(West); John R. Tilton Ltd., 51 
McCormack St., Toronto 9, Ont, 
RO 9-1129 (East). 

Electronic Instruments Ltd., Lower 

Mortlake Rd., Richmond, Surrey, 

England. 
The Glendon Co. Ltd., Instru- 
ment Div., 44 Wellington St. E., 
Toronto, Ont. EM 6-5673. 

Electronic Measurements Co., Inc., 

Lewis St. & Maple Ave., Eaton- 

town, N.J. LI 2-0300. 

Electronic Measurements Corp., 

625 Broadway, New York 12, N.Y. 
Norris Burgess, 418 Mt. Pleasant 
Rd., Toronto 7, Ont. HU 9-1854. 


Electronic Mechanics, Inc., 101 
Clifton Blvd., Clifton, N.J. GR 
3-4108. 


12 St., 


2128 


Div., Post 
Elliott St., 


3220 Robert 
NE 4-0511 


Electronic Products 
Machinery Co., 140 
Beverly, Mass. 
Elder Electronics, 
St., Burlington, Ont. 
(Ont. & Que.). 
Electronic Research 
a 67 Factory PlL., 


The Hoover Co. Ltd., Gage Ave. 
& Barton St., Hamilton, Ont. 
LI 5-1151. 
Electronic Specialties Mfg. Corp., 
76 Irving St., Worcester, Mass. 
Hackbusch Electronics Ltd., 23 
Primrose Ave., Toronto 4, Ont. 
LE 1-2453 
Electronic Specialty Co., 5121 San 
Fernando Rd., Los Angeles 39, 
Calif. 
Aircraft Appliances & Equipment 
Ltd., 585 Dixon Side Rd., Box 
177, Weston, Ont. CH 4-5506. 
Electronic Tube Corp., 1200 Mer- 
maid Lane, Philadelphia 18, Pa. 
Adams Engrg. Ltd., 1500 St. 
Catherine St. W., Montreal, Que. 
WE 3-6857; Electromechanical 
Prods., Markh am Rd., 
court, "Ont. AX 3-7011. 
Electronics Development Co., Inc., 
3743 N. Cahuenga Blvd., 
Hollywood, Calif. 
Tele-Radio Systems Ltd., 3534 
Dundas St. W., Toronto 9, Ont. 
RO 2-8224. 


Associates, 
Cedar Grove, 


Agin- 
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Electrons, Imc., 127 Sussex Ave., 
Newark 3, N.J. 
Burlec Sales Ltd., 45 Northline 
Rd., Toronto 16, Ont. PL 5-3377 
and 1179 Decarie Blvd., Mont- 
real, Que. RI 4-0165 (East); L. 
A. Varah Ltd., (Westronic Engrg. 
Sales), 1451 Hornby St., Van- 
couver 1, B.C. MU 1-0104 (West). 
Elektromesstechnik Wilhelm Franz 
K.G., Lahr/Baden, Germany. 
Viditon Corp. Ltd., 384 Bank 
St., Ottawa, Ont. CE 6-9441. 
Elgin National Watch Co., Elec- 
tronics Div., 2435 N. Naomi St., 
Burbank, Calif. 
Elima GmbH, 
West 13, Graefster. 93-97, 


Germany. 
The J. W. Ellis Industries, 80 
Richmond St. E., Toronto, Ont. 
EM 6-1434. 
Elienberger & Poensgen GmbH, 
Altdorf bei Nuernberg, W. Ger- 
many. 
E-T-A Products of Canada Ltd., 
265 Craig St. W., Montreal 1, 
Que. UN 1-5998. 
Elliott Bros. (London) Ltd., Cen- 
tury Works, Lewisham, London 
S.E.13, England. 
Conway Electronic Reseeneaess 
Reg’d., 1514 Eglinton Ave. 
Toronto 10, Ont. RU 3-6576 Wi 
6676. 


Frankfurt/Main 
w. 


Ltd., Wellhead 
Birmingham, 


66 Colville 
Ont. CH 


George Ellison 
Lane, Perry Barr, 
England. 
E.C.C. Canada Ltd., 
Rd., Toronto 15, 
4-6455-6. 

Elna Ferrite Lab., Saugerties, N.Y. 
Lake Engrg. Co. Ltd., 123 Man- 
ville Rd., Scarborough, Ont. PL 
7-3253; Elcom Marketing Ltd., 
123 Manville Rd., Scarborough, 
Ont. OX 8-3691. 

Elsin Electronics 

Way, Syosset, N.Y. 
Conway Electronic Enterprises 
Reg’d., 1514 Eglintori Ave 
Toronto 10, Ont. RU 3-6576 & 
6676. 

El-Tronics, Inc., 16th & Pennsyl- 

vania Blvd., Philadelphia, Pa. 

Emel Establishment, Paris, France. 
Canadian Research Institute, 46 
St. George St., Toronto 5, Ont. 
WA 3-2455. 

Emerson & Cuming, Inc., 869 

Washington St., Canton, Mass. 
Ray Johnston Co., 1011 East 69th 
St., Seattle 15, Wash. LA 4-5170 
(B. C.); M. J. Howard Co. Ltd., 
1206 Bank St., Ottawa, Ont. CE 
5-9931. 

Empire Aluminum Ltd., Glasgow, 

Scotland. 

Paisley Prods. of Canada Ltd., 
36 Upton Rd., Scarborough, Ont., 
PL 5-2216; 11767 Pelletier Ave., 
Montreal, Que. DA 2-4756. 

Empire Devices Prods. Corp., 

Amsterdam, N.Y. 

Instronics Ltd., P.O. Box 100, 
Stittsville, Ont. Hazeldean 156 
and 21 Benleigh Dr., Scar- 
borough, Ont. AX 3-7806. 

Endevco Corp., 161 E. California 

St., Pasadena, Calif. 

Sales Ltd., Arnprior, Ont. 


Corp., Eileen 


Engel & Gebbs Ltd., Warwick Rd., 

Boreham Wood, Herts., England. 
Constellation Components Co., 
136 Tower Dr., Scarboro, Ont 
PL 7-3359; and 17041 Omega 
Place, St. Genevieve, Que. NA 
6-5673. 

Engineered Electronics Co., 506 E. 

First St., Santa Ana, Calif. 
Electronic Associates Ltd., 4616 
Yonge St., Willowdale, Ont. BA 
1-1126. 

English Electric Valve Co., Water- 

house Lane, Chelmsford, Essex, 

England. 
Canadian Marconi Co., Elec- 
tronic Tube & Components Div., 
830 Bayview Ave., Toronto 17, 
Ont. HU 1-5221. 


The English Glass Co. Ltd., Empire 
Rd., Leicester, England. 23481/2. 


English Numbering Machines Ltd., 
25 Queensway, Enfield, Middx., 
England. 


The J. W. Ellis Industries, 80 


Richmond St. E., Toronto, Ont. 


EM 6-1434. 


English Telephones Ltd., London, 
England. 
Audio Vox Intercom Inc., 4510 
De Laroche, Montreal, Que. LA 
1-3188 (Que.). 


Entron., Inc., P.O. Box 287, 4092 

Lawrence St., Bladensburg, 
Electroline Television Equip- 
ment, Inc., Suite 114, 5757 
Decelles Ave., Montreal 24, Que. 
RE 8-9095; Ron Merritt Co., 
Room G.7, Marine Bldg., 355 
Burrard St., Vancouver 1, B.C. 
MU 1-3367 (West). 


Epco Prod., Inc., 2500 Atlantic 
Ave., Brooklyn 7 N.Y. DI 5-7531. 


Epsco, Inc., 588 Commonwealth 

Ave., Boston 15, Mass. 
Computing Devices of Canada 
Ltd., P.O. Box 508, Ottawa 4, 
Ont. TA 8-2711; also at Toronto 
& Edmonton; Samuel C. Hooker 
(Canada) Ltd. 2425 Grand Blvd., 
Montreal, Que. HU 8-8321 and 
4126 Bathurst St., Downsview, 
ag ME 5-1470 (Components 
Yiv.). 


Epsylon Industries Ltd., Faggs Rd., 
Feltham, Middlesex, England. 
Computing Devices of Canada 
Ltd., P.O. Box 508, Ottawa 4, 
Ont. TA 8-2711. 
Esterline-Angus Co., Inc., P.O. 
Box 596, Indianapolis, Ind. 
George M. Fraser Ltd., 1554 
Yonge St., Toronto 7, Ont. WA 
4-9492; Conway Electronic En- 
terprises Reg’d. 1514 Eglinton 
Ave. W., Toronto 10, Ont. RU 
3-6576 & 6676; W. Hobson & 
Associates, 1024 Notre Dame 
St., Lachine, Que. ME 7-1231. 
Etelco Ltd., 22 Lincoln’s Inn 
Fields, London, W.C.2, England. 
Engineered Sound Systems Ltd., 
169 Kipling Ave. S., Toronto 18, 
Ont. BE 3-2155 (Ont.); Power & 
Mine Supply Co., 123 Princess 
St., Winnipeg, Man. (Man. & 
Sask.); Telephone Supply Co., 
10235 - 103rd St., Edmonton, 
Alta. 4-7116; Telephone & Elec- 
tronic Supply Co., 1919 Pine St., 
Vancouver, B.C. (Alta. & B.C.). 
Evans Electroselenium Ltd., Pot- 
ter St., Harlow, Essex, England. 
E. M. I. -Cossor Electronics 
Ltd., 301-303 Windsor St., Hali- 
fax, N.S. 4-6487. 


Evershed & Vignoles Ltd., Acton 
Lane Works, Chiswick, London, 
W. 4, England. 
Evershed & Vignoles (Canada) 
Ltd., P.O. Box 100, 4544 Duf- 
ferin St., Toronto 19, Ont. ME 
3-5937; and P.O. Box 632, Cal- 
gary, Alta.; R. H. Nichols Lid., 
4544 Dufferin St., P.O. Box 500, 
Downsview, Ont. ME 3-8190; also 
at Ottawa and Vancouver. 
Ewald Instrument Co., Route 7E, 
Kent, Conn 
Thermovolt 
P.O. Box 43, 


Instruments __Ltd., 
Toronto 18, Ont. 
BE 1-7134. 


Exacto Industries, Inc., 8730-36 
Santa Monica Blvd., Los Angeles 
46, Calif. 
Bancroft Industries Ltd., P.O. 
Box 68, Place D’Armes, Mont- 
real, Que. WE 3-3605 
Expanded Metal Co. Ltd., London, 
England. 
Cresswell-Pomeroy Ltd., Leon 
Harmel St., Granby, Que. FR 
8-4611. 
Eze-Hook Test Prods. Co., 1536 
Woodburn Ave., Covington, Ky. 
Len Finkler Ltd., 1794 Avenue 
Rd., Toronto 12, Ont. RU 1-5232 


F 


FXR, Inc., 26-12 Hunter St., Long 
Island City 1, N.Y. ST 6-4959. 
Radionics Ltd., 8230 Mayrand 
St., Montreal 9, Que. RE 3-3937. 
Fairchild Camera & Instrument 
Corp., Industrial Camera Div., 
88-06 Van Wyck Expwy., Jamaica 
S, awe 
Conway Electronic Enterprises 
Reg’d., 1514 Eglinton Ave. W., 
Toronto 10, t. RU 3-6576 
and 6676. 


CANADIAN 


ELECTRONICS ENGINEERING JUNE 


Ele — Glo 


Fairchild Controls Corp., Com- 
ponents Div., 225 Park Ave., 
Hicksville, Li. N.Y. 
R. D. B. Sheppard, P.Eng., 2036 
Prince Charles Rd., Ottawa 3, 
Ont. PA 2-7152. 


Fairchild Recording Equipment 
Co., 10-40 45th Ave., Long Island 
City 1, N.Y. 
H. Roy Gray Co. Ltd., 44 Dan- 
forth Rd., Toronto 13, Ont. OX 
1-1131. 


Fairchild Semiconductor 

Palo Alto, Calif. (Can.). 
R. D. B. Sheppard, 2036 Prince 
Charles Rd., Ottawa 3, Ont. PA 
2-7152. 


Falcon Machine & Tool Co., Cam- 
bridge, Mass. 
Canavia Engrg. & Sales Co., 
Malton, Ont. BU 6-2241 and 902 
Ducharme Rd., Windsor, Ont. 


M. Falk, Surrey, England. 
X-Ray & Radium Industries Ltd., 
261 Davenport Rd., Toronto, 
Ont. WA 3-0908. 


Falstrom Co., 78 Falstrom Court, 
Passaic, N.J. PR 7-0013. 


Fansteel Metallurgical Corp., Rec- 
tifier-Capacitor Div., 2200 Sheridan 


Dale- 
Ont. 


Corp., 


HU 8-9457 (Ont. & Que.). 
Farbenfabriken, Bayer A. G. 
Leverkusen, Germany. 

Paisley Prods. of Canada Ltd., 

P.O. Box 159, Stn. H., Toronto, 

Ont. PL 5-2216-7-8. 


Farmer Electric Prods. Co. Inc., 
2300 Washington St., Newton 
Lower Falls, Mass. 
John Best Co., 96 Kipling Ave. 
N., Islington, Ont. BE 1-7633. 
Farnel Instruments Ltd., York 
Rd., Wetherby Industrial Estate, 
Yorks, England. 
Conway Electronic Enterprises 
1514 Eglinton Ave. ‘ 
10, Ont. RU 3-6576 
and 6676. 
Favag, Fabrique D’appareils Elec- 
triques S.A., Neuchatel, Switzer- 
land. ; 
The J. W. Ellis 
Richmond St. E., 
EM 6-1434 
Federal Electronic Sales, Federal 
Electronics Bldg., Rockville Centre, 


N.Y. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 
Feedback Controls, Inc., 
St.. Waltham 54, Mass. 
Feho  Lautsprecherfabrik, 
scheid, Bl, Germany. 
German-Canadian Import Co., 
3490 Olivar Asselin St., Montreal 
9, Que. RI 4-6627; Pro Musica 
Ltd., 152-154 Pearl St., Toronto 
1, Ont. EM 8-9633. 
Felten & Guilleaume Carliswerk 
A.G., Koein-Muelheim, Germany. 
Powerlite Devices Ltd. 54 
Atomic Ave., Toronto 14, Ont. 
CL 9-8201; 233 Dunbar 
Montreal 16, Que. RE : 
and 882 East Cordova St., 
couver 4, B.C. MU 3-5344. 
Felten & Guilleaume Fernmeldean- 
lagen GmbH., Nuernberg, Ger- 
many. 
 @. 
Toronto 1, Ont. 
Fen-Tone Corp., 
New York, N.Y. 
Controls, 


Industries, 80 
Toronto, Ont. 


899 Main 


Rem- 


Blunt Ltd., 44 York St., 
EM 4-7575. 

106 Fifth Ave., 

Fenwal Inc., Ashland, 
ass. 

Canadian Chromalox Co. Ltd., 
210 Rexdale Bivd., Rexdale P.O., 
Ont. CH 1-8624; Rousseau Con- 
trols Ltd., 640 Decourcelle St., 
Montreal 30, Que. WE 17-3521 
and 2149 Yonge St., Toronto 7, 
Ont. HU 3-2776. 

a Electronics, Inc., 51 Mellen 

Framingham, Mass. TR 2-5110. 

"hee au Controls Ltd., 640 De- 
courcelle St., Montreal, ‘Que. WE 
7-352 

Ferrodynamics Corp., 
E. S. Gould Sales Co., 353 St. 
Nicholas St., Montreal, Que. 
AV_ 8-5225; London, Winnipeg 
and Vancouver. 


Lodi, N.J. 
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Ferrotec, Inc., 217 California St., 
Newton 58, Mass. 

Dage Corp., 219 East 44th St., 
New York, N.Y. MU 2-6755. 
Ferrotran Electronics Co., Inc., 

New York 12, N.Y. 
William M. Hummel, P.O. Box 
190, 150 Pinewood Trail, Port 
Credit, Ont. CR 8-7666 (Ont.). 

Fibre Mfg., Newton, N.C. 
Paisley Prods. of Canada Ltd., 
36 Upton Rd., Scarborough, Ont. 
PL 5-2216; 11767 Pelletier Ave., 
Montreal, Que. 

Fibremetal Prods. Co., Chester, 


a. 
Canadian Liquid Air Co. Ltd., 
1111 Beaver Hall Hill, Montreal, 
Que. UN 6-4781. 

Fielden Electronics Ltd., Paston 

Rd., Wythenshawe, Manchester 22, 

England. 

Figeholms A/B, Bruk, Sweden. 

Film Capacitors, Inc., 3400 Park 

Ave., New York 56, N.Y. 


Filmline Corp., Milford, Conn. 
Caldwell A/V Equipment Co. 
447 Jarvis St., Toronto, 
WA 2-2103. 


Filmohm Corp., 48 W. 25th St., 
New York 10, N.Y. WA 4-3244-5. 


Filtors, Inc., 30 Sagamore Hill 

Dr., Port Washington, N.Y. 
Consolidated Electronic Equip- 
ment Co. Ltd., 94 Sheppard Ave. 
W., Willowdale, Ont. BA 5-6921. 
Marsland Engrg. Co. Ltd., Vic- 
toria St. S., Kitchener, Ont. SH 
5-9486. 


Filtron Co., Inc., 131-15 Fowler 
Ave., Flushing 55, N.Y. 
Aircraft Appliances & Equip- 
ment Ltd., 585 Dixon Side Rd., 
Box 117, Weston, Ont. CH 4-5506. 
(Canada except B.C.) 


The Finney Co., 34 W. Interstate 

St.. Bedford, O. 
Tenatronics Ltd., 
Newmarket, Ont. TW 5-4583. 

Firma S. Samulevitz, Sct. Knuds- 

vej 25-27, Copenhagen, Denmark. 
Associated Electronic Compon- 
ents, 37 Roselawn Ave., Toronto 
12, Ont. HU 1-0144. 


Firma Jorgen Schou, Industrigaar- 
den, 86 Finsensvej, Copenhagen, 
Denmark. 
Associated Electronic Compon- 
ents, 37 Roselawn Ave., Toronto 
12, Ont. HU 1-0144, 


Firma Tage Schouboe, Sarengete 
7, Copenhagen, Denmark 
Associated Electronic " Compon- 
ents, 37 Roselawn Ave., Toronto 
12, Ont. HU 1-0144 
E. Fischer & Co., Busswil-Bienne, 
Switzerland. 
Emile Tasso Agencies, 1509 Sher- 
brooke St. W., Montreal, Que. 
WE 3-8098. 


The Fisher-Pierce Co., Inc., 170 
Pearl St., South Braintree, Boston, 
Mass. 
George M. Fraser Ltd., 1554 
Yonge St., Toronto 7, Ont. 
WA 4-9492 (Ont. & Que.). 


Flahan Co., 7615 Lanyard Dr., 
Cleveland 29, O. 
Fleming Radio (Developments) 
Ltd., Stevenage, England. 
Mechron Engrg. Prods. Ltd., 
2437 Kaladar Ave., Ottawa, Ont. 
RE 3-3855; 2279 Yonge St.. To- 
ronto, Ont. HU 1-5639; 4206 St. 
Catherine St., Montreal 6, Que. 
Flexaust Co., 100 Park Avenue, 
New York 17, N.Y. 
Hope Machinery Co., 200 Dal- 
housie St., Toronto 2, Ont. EM 
3-8579. 
Flight Research, P.O. Box 1-F, 
Richmond 1, Va. 
Computing Devices of Canada 
Ltd., P.O. Box 508, Ottawa 4, 


Ont. TA 8-2711. 
93 Worth 
Y. 


Flightex Fabrics Inc., 
St., New York 13, N. 
Aviquipo of Canada Ltd., 636 
St. Paul St. W., Montreal 3, 
Que. UN 6-4067 ‘and 109 Eglin- 
= Ave. E., Toronto, Ont. HU 
1211. 


John Fluke Mfg. Co., Imc., 1111 
W. Nickerson St., Seattle 99, 
Wash. 
The Glendon Co. Ltd., 44 Wel- 
lington St. E., Toronto 1, Ont. 


Davis Dr. E., 
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EM _ 6-5673 (Canada except 
B. C.). 
Fluorocarbon Prods., Inc., 602 N. 
10th St., Camden, N.J. 
A. R. Armstrong Ltd., 700 
Weston Rd., P.O. Box 38, Stn. 
“D,” Toronto 9, Ont. RO 2-7535. 
Foredom Electric Co., 27 Park 
Pl., New York 7, N.Y. 
Empire Engineering Co., 738 
Dundas St. E., Toronto, Ont. 
EM 4-2928. 
Formica Ltd., 84/86 Regent St., 
London W.1, England. 
Paisley Prods. of Canada Ltd., 
P.O. Box 159, Stn. H., Tororto 
13, Ont. PL 5-2216-7-8. 
Institut Dr. Foerster, Reutlingen, 
Western Germany. 
C. Wickman Ltd., 1425 
Queensway, Toronto 14, Ont. Cl 
9-2311. 
Fortiphone Ltd., 92 Middlesex St., 
London E.1, England. 
John Herring & Co. Ltd., 3468 
Dundas St. W., Toronto 9, Ont. 
RO 2-9824. 
Fourjay Industries, 2360 W. 
thy Lane, Dayton 39, Ohio. 
Len Finkler Ltd., 1794 Avenue 
Rd., Toronto 12, Ont. RU 1-5232. 
P. X. Fox Ltd., Hawksworth Rd., 
Horsforth, Leeds, Yorks, England. 
Horsforth 2831/2. 
The Foxboro Co., Foxboro, Mass. 
= Foxboro Co., 707 Dollard 
Ave., aa, Montreal, Que. 


HU 9-758 
Franklin ER Inc., E. 
Fourth St., Bridgeport, Pa. 
Electrodesign, 736 Notre 
St. W., Montreal, Que. 
6-7367, also at Ottawa and To- 
ronto (Ont. & Que.). 
Andrew Fraser & Co. Ltd., 29 
Buckingham Gate, London, S.W.1, 
England. 
Dycon Ltd., 25 Carson St., To- 
ronto 14, Ont. CL 9-8276. 


Frequency Standards Ltd., P.O. 


Doro- 


Dame 
UN 


Box 504, Ashbury Park, N.J. 
Mel Sales Ltd., Arnprior, Ont. 
400. 


Friden Calculating Machines Co., 

Inc., San Leandro, Calif. 
Computing Devices of Canada 
Ltd., P.O. Box 508, Ottawa 4, 
Ont. TA 8-2711. 

L. H. Frost & Co., Inc., 904 36th 

St. S.E., Grand Rapids, Mich. 
L. H. Frost (Canada) Ltd., P.O. 
Box 425, Oakville, Ont. VI 
4-6681. 


Dr.-Ing. Frank Fruengel GmbH, 
79 Wittenbergener Weg, Hamburg- 
Rissen, Germany. 
Mechron Engrg. Prods. Ltd., 
2437 Kaladar Ave., Ottawa, Ont. 
RE 3-3855; 2279 Yonge St., To- 
ronto, Ont. HU 1-5639; 4206 St. 
Catherine St. W., Montreal 6, 
Que. 
Fry’s Metal Foundries Ltd., Lon- 
don, England. 
Electrovert Ltd., 265 Craig St. 
W., Montreal, Que. UN 1-1872. 
and P.O. Box 23, Stn. “N,” To- 
ronto, Ont. CL 5-4436. 
Fukushima Electric Works Ltd., 
303 Horinoucni, 1-chome, Sugi- 
nami-ku, Tokyo (Component mfr.). 
Furzehill Labs. Ltd., 57 Clarendon 
Rd., Watford, Herts., England. 
Gadebrook 4686. 
Fuse Indicator Corp., 99 Chauncy 
St.. Boston, Mass. 
Burlec Sales Ltd., 45 Northline 
Rd., Toronto 16, Ont. PL 
5-3377 and 1179 Decarie Blvd., 
Montreal, Que. RI 4-0165. 
Fusite Corp., 6000 Fernview Ave., 
Cincinnati 13, O. 

e Glendon Co. Ltd., 44 Wel- 
ioe =a. E., Toronto, Ont. 
EM 6-5673. 

Fuze-On Prods., 15-17 N. Hickory 
St., Arlington Heights, IIL. 
Lake Engrg. Co. Ltd., 123 Man- 
ville Rd. Scarborough, Ont. PL 
7-3253; Elcom Marketing Ltd., 
123 Manville Rd., Scarborough, 
Ont. OX 8-3691. 


G-C Electronics Mfg. Co., 400 S. 
Wyman St., Rockford, Ill. 
D. Eldon McLennon, 1634 W. 
Third Ave., Vancouver, B.C. 
BA 2898 (West); Chas. W. Poin- 
ton Ltd.. 66 Racine Rd., Rex- 
dale, Ont. 
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G-V Controls, Inc. 28 Hollywood 

Plaza, East Orange, ae 
Leonard Electric Ltd., 346 Beri 
Ave., Toronto 18, Ont. BE 
1-2731; ARVA, Room G-7, 
Marine Bids... 355 Burrard St., 
Vancouver 1, B.C. MU 1-3367. 

The Gabriel Co., 1148 Euclid 

Ave., Cleveland 15, O. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 

Galbraith & Grant Ltd., 30 Throg- 

morton St., London E.C.2, Eng- 

land. 
E. C. C. Camada Ltd., 66 Col- 
ville Rd., Toronto 15, Ont. CH 
4-6455-6. 

The Gamewell Co., 1238 Chestnut 

St., Newton Upper Falls 64, Mass. 
Douglas Randall (Canada) Ltd., 
126 Manville a. Scarborough, 
Ont. PL 9-2291. 

Garde Mfg. a 

Providence 3, R.1. 
Consolidated Electronic Equip- 
ment Co. Ltd., Sheppard 
Ave. W., Willowdale, Ont. BA 
5-6921. 

Garrard Engrg. & Mfg. Co. Ltd., 

Swindon, Wilts., England. 
Chas. W. Pointon Ltd., 66 Racine 
Rd., Rexdale, Ont. 


Geerz Gebr., Hamburg, Germany. 
John R. Tilton Ltd., 51 Mc- 
Cormack St., Toronto 9, Ont. 
RO 9-1129 (East). 

General Abrasive Co., 

Falls, N.Y. 

P. N. Soden & Co. Ltd., 2143 St. 
Patrick St., Montreal 22, Que 
WE 5-4602 and 41 Advance Rd., 
Toronto 18, Ont. BE 3-6289 


General Automatic Corp., 12 Carl- 
ton Ave., Little Falls, N.J. 


General Cement Mfg. Co., 400 S. 
Wyman St., Rockford, Ill. and 
Walsco Electronics Mfg. Co., 3225 
xposition Blvd., Los Angeles 18, 
‘alif. AX 3-7201. 
D. Eldon McLennan, 1624 W. 
3rd Ave., Vancouver, B.C. BA 
2898 (West); and Chas. W. Poin- 
ton Ltd., 66 Racine Rd., Rexdale, 
Ont 


588 Eddy St., 


Niagara 


General Ceramics Corp., Crows- 
mill, Keasby, N.J. 
Paisley Prods. of Canada Ltd., 
36 Upton Rd., Scarborough, Ont. 
PL 5-2216; 11767 Pelletier Ave., 
Montreal, Que. 


General Communications Co., 681 

Beacon St., Boston 15, Mass. 
Electromechanical Prods., Mark- 
ham Rd., Agincourt, Ont. AX 
3-7011. 

General Devices, Inc., P.O. Box 

253, Princeton, N.J. 
Electromechanical Prods., Mark- 
ham Rd., Agincourt, Ont. AX 
3-7011. 

General Electric Co. (Lamp Glass 

Dept. Sect. 670), Nela Park, 

Cleveland 12, O. 
Canadian General Electric Co. 
Ltd., 221 Dufferin St., Toronto, 
Ont. LE 2-4421. 


General Electric Co. 

& Bases), 17825 St. 

Cleveland 10, O. 
Canadian General Electric Co. 
Ltd., 221 Dufferin St., Toronto, 
Ont. LE 2-4421. 


General Electric Co. (Lamp Wire 
& Phosphors), 21800 Tungsten Rd., 
Cleveland 17, 
Canadian General Electric Co. 
Ltd., 221 Dufferin St., Toronto, 
Ont. LE 2-4421. 


The General Electric C 

Magnet House, Kingsway, 

W.C.2, England. 
Canadian General Electric Co. 
Ltd., Electronic Equipment and 
Tube Dept., 830 Landsdowne 
Ave., Toronto 4, Ont. LE 4-6511. 
(Communication Prods. of the 
Transmission Div. only). 


General Electric Co., X-Ray Dept., 
4855 Electric Ave., Milwaukee 1, 


isc. 
General Electric X-Ray Corp. 
Ltd., 1553 Eglinton Ave. a 
Toronto 10, Ont. RU 3-6106. 
Also at Halifax, Montreal, Win- 
nipeg, Edmonton, Vancouver. 
General Hermetic Sealing 
99 E. Hawthorne Ave., 
Stream, N.Y. 


(Lamp Leads 
Clair Ave., 


o. Ltd., 
London 


Corp., 
Valley 


General Industries Co., Olive & 

Taylor Sts., Elyria, O. 
Chas. W. Pointon Ltd., 66 Racine 
Rd., Rexdale, Ont. 

General Instrument Corp., 65 

Gouverneur St., Newark 4, NJ. 
General Instrument — F. W. 
Sickles of Camada Ltd., 151 
Weber St. S., P.O. Box 408, 
Waterloo, Ont. SH 4-8101. 

General Magnetics, Inc., 135 

Bloomfield Ave., Bloomfield, NJ. 

PI 8-2400. 

General Precision Lab., Inc., 63 

Bedford Rd., Pleasantville, N.Y 
Northern Electric Co. Ltd., 1600 
Dorchester St. W Montreal, 
Que. WE 7-6071 

General Radio Co., 22 Baker Ave., 

West Concord, Mass 
General Radio Co., 99 Floral 
Pkwy., Toronto 15, Ont. CH 
6-2171. 

General Radiological, Ltd., 15-18 

Clinstone St., Gt. Portland St., 

London, W.1, England. MUS 

3121 and 6342. 
E. M. 1.-Cossor Electronics Ltd., 
301-303 Windsor St., Halifax, 
N.S. 4-6487 

General Resistance, Inc., 577 E 

156th St.. New York 55, N.Y. 
Conway Electronic Enterprises 
Reg’d., 1514 Eglinton Ave. 
Toronto 10, Ont. RU 3-6576 & 
6676. 

General Signal 

Ltd., 73 Great Peter St., 

England. 
D. & B. Sound & Signals, Inc., 
39 Notre Dame St. E., Montreal 
1, Que. UN 1-7141 

General Tire & Chemical, Wabash, 


Ind 
W. R. Watkins Co. Ltd. 41 
Kipling Ave Toronto 18, 
Ont. BE 3-216! 
General Transistor Corp., 
138th Pl, Jamaica 35, N.Y. 
Desser E-E Ltd., 441 St. Fran- 
cois Xavier, Montreal, Que. VI 
5-6570. 
General Transistor Western Corp., 
6110 Venice Blvd., Los Angeles, 
Calif. 
Desser E-E Ltd., 441 St. Fran- 
cois Xavier, Montreal, Que. VI 
5-6570 
General Ultrasonics Co., 67 Mul- 
berry St., Hartford 3, Conn. 
Elder Electronics, 3220 Robert 
St., Burlington, Ont. NE 4-0511 
(Ont. and Que.). 
Genisco, Inc., Los 
Lisle Instrument Systems, 577 
Eglinton Ave. W., Toronto 12, 
Ont. HU 8-2782 and 100 Ballan- 
tyne Ave. S., Montreal, Que. 
Gernsbach Publications, Inc., 154 
West 14th St., New York, N.Y. 
Len Finkler Ltd., 1794 Avenue 
Rd., Toronto 12, Ont. RU 1-5232 
Gertsch Prods. Inc., 3211 S. La 
Cienega, Los Angeles 16, Calif. 
Atlas Instrument Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 


Giannini & Co., 
1307 S. Myrtle Ave., 


Calif. 
ARVA, Room G.7, Marine Bide. 


Burrard St., Vancouver 1, 
MU 1-3367 


Giantview Closed Circuit Television 
Network, 901 Livernois, Ferndale 
20. Mich. 
Electroline Television Equipment, 
Inc., Suite 114, 5757 Decelles 
Ave., Montreal 24, Que. RE 
8-9095. 
M. S. Gibb Létd., Clock Tower 
Bidgs., Warsash, Nr. Southampton, 
Hants., England. 
E.C.C. Canada Ltd., 66 Colville 
Rd., tess 15, Ont. CH 
4-645 


& Time Systems 
London, 


91-27 


Angeles, Calif. 


Inc., Datex Div., 
Monrovia, 


Gilfillan Inc., 1815 Venice 
Bivd., Ls Anodes Pa Calif. DU 
1- 3441. 


Gill Electric Mfg. Corp., Redlands, 
Calif. 
Albercorn Aero Lid., 4435 Ches- 
ter Ave., Montreal 29, Que. HU 
9-4978. 


Globe Electronics, Inc., 

Broadway, Council Bluffs, lowa 
E. S. Gould Sales Co., 353 St 
Nicholas St., Montreal, Que. AV 
8-5225. 


3415 W. 





U. S., U. K. and Other Manufacturers 


Globe Industries, Inc., 1784 Stan- 
ley Ave., Dayton 4, O. 
Leonard Electric Ltd., 346 Ber- 
ing Ave., Toronto 18, Ont. BE 
1-2731. 
Fred Goat Co., Inc., 
St., Brooklyn 17, N.Y. 
Musimart of Canada, 901 Bleury 
St., Montreal, Que. UN 1-2856. 
Godard-Mijnhardt, N.V., Utrecht, 
Holland. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. UN 
6-7367; also at Ottawa and To- 
ronto. 


Sapesean, 


Canadian Research Institute, 46 
St. George St., Toronto 5, t. 
WA 3-2455. 


314 Dean 


Lausanne, Switzer- 


The Goldring Mfg. Co. 
Britain) Lid. 486-488 High Rd., 
Leytonstone, London, E.11, Eng- 
land. 
Musimart of Canada Ltd., 901 
Bleury St., Montreal, Que. UN 
1-2856. 
Good-All_ Electric Mfg. Co., 
112 W. First St., Ogallala, Neb. 
A. T. R. Armstrong Ltd., 700 
Weston Rd., P.O. Box 38, Stn. 
“D,” Toronto 9, Ont. RO 2-7535. 
Goodmans Industries Ltd., Axiom 
Works, Wembley, Middx., England. 
A. C. Simmonds & Sons Ltd., 100 
Merton St., Toronto, Ont. HU 
5-9111. 
B. F. Goodrich, Sponge Prods. 
Div., 64 Derby Pl., Shelton, Conn. 
E. G. Lomas, 227 Laurier Ave. 
W., Ottawa, Ont. CE 2-8504. 
Gordos Corp., 250 Glenwood Ave., 
Bloomfield, NJ. 
Renfrew Electric Co. Ltd., 349 
Carlaw Ave., Toronto 8, Ont. HO 
1-3511. 
Gorn Electric Co., Inc., Aircraft 
Controls Co. and Gorn Electronics 
Divs., 845 Main St., Stamford, 
Conn. FI 8-7591. 
Winnett Boyd Ltd., 745 Mt. 
Pleasant Rd., Toronto, Ont. HU 
1-3722. 


Gorrell & Gorrell, 33 Old Hood 
Rd., Westwood, we 
Tecneek Associates, 1405 Bishop 
St., Montreal 25, Que. VI 4-7874. 
P. Gossen & Co. GmbH, Erlangen, 
Germany. 
Canadian Research Institute, 46 
St. George St., Toronto 5, Ont. 
WA 3-2455. 
Gow-Mac Instrument Co., 100 
Kings Rd., Madison, N.J. FR 
7-3450. 
Grampian Reproducers, Ltd., Han- 
worth, Feltham, Mdx., England. 
Astral Electric Co. Ltd., 44 
Danforth Rd., Toronto 13, Ont. 
OX 1-1131. 
Granco Prods., Inc., 36-07 
Ave., Long Island, N.Y. 
Clairtone Sound Corp Ltd., 
Clairtone Bldg., 118 — aida Rd., 
Weston, Ont. CH 4-706 
Grand Transformers, oad 17360 
Hayes Ave., Grand Haven, Mich. 
Willard Spenser Co., 3238 Curry 
Ave., Windsor, Ont: YO 9-1332 
(Ont. & Que.). 
Grant Pulley & Hardware Corp., 
High St., W. Nyack, N.Y. 
K. M. Thomas Co., 410 — 
IA 


20th 


St. E., Toronto 5, Ont. 
4-4000. 


Instruments Co., 200 East 
Philadelphia 44, Pa. 
Enterprises 
Ave. W., 
3-6576 & 


Gray 
Church Lane, 
Conway Electronic 
Reg’d., 1514 Eglinton 
Toronto 10, Ont. RU 

676. 
Gray Mfg. Co., 16 Arbor St., 
Hartford. Conn. 
Seetes Electronics, 434 Church 
" —— Toronto 14, Ont. CL 
4 
onan Inc., 561 Hillgrove Ave. ne 
LaGrange, Ill. 
Lake Engrg. Co. Ltd., 123 Man- 
ville Rd., Scarborough, Ont. PL 
7-3253; Elcom Marketing Ltd., 
123 Manville Rd., Scarborough, 
Ont. OX 8-3691 (East); Burt C. 
Porter Co., 1209 Poplar Pl. 
Be. 44, Wash. EA 3-8330 
zoo 
Great Lakes Mfg. Corp., 4223 
Monticello Bivd., Cleveland 21, O. 
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Delta Aircraft Equipment Co., 
1798A Avenue Rd., Toronto 12, 
Ont. RU 3-7372 


Great Northern Telegraph Co., 
Copenhagen, Denmark. 

TMC (Canada) Ltd., P.O. Box 
1006, Billings Bridge, Ottawa, 
Ont. CE 6-3674 
Greenleaf Mfg. 
Mandrel Industries, 
Maplewood Industrial 
Louis 17, Mo. ST 1-988 


Gregg Electric Co., 2 S. Broadway, 
Lawrence, Mass. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 
Greibach Instruments Corp., 315 
North Ave., New Rochelle, N.Y. 
John R. Tilton Ltd., 51 McCor- 
mack St., Toronto 9, Ont. RO 
9-1120 (East). 
Gremar Mfg. Co., Inc., 7 North 
Ave., Wakefield, Mass. 
Alpha Aracon Radio Co. Ltd., 
555 Wilson Ave., Downsview 
P.O., Toronto, Ont. ST 8-6181. 
Desser E-E Ltd., 441 St. Francois 
Xavier, Montreal, Que. VI 5-6570. 
5 Mfg. Co., 405-35th Ave. 
N.E., Minne: apolis, Minn. 
Dycon Ltd., 25 Carson St., To- 
ronto 14, Ont. CL 9-8276. 


Gries Reproducer Corp., 168 

Beechwood, New Rochelle, N.Y. 
Paisley Prods. of Canada Ltd., 
P.O. Box 159, Stn. H., Toronto, 
Ont. PL 5-2216-7-8. 

Grigsby-Allison Co., Inc., 407 N. 

Salem Ave., Arlington Heights, Ill. 
Lake Engrg. Co. Ltd., 123 Man- 
ville Rd., Scarborough, Ont. PL 
7-3253; Elcom Marketing Ltd., 
123 Manville Rd., Scarborough, 
Ont. OX 8-3691. 

Groov-Pin Corp., 1125 Hendricks 

Causeway, Ridgefield, N.J. 

Metal & Wood Fastening De- 
vices Co., 60 Lakeshore Rd., 
Valois, Montreal 33, Que. OX 
5-4582 

Grundig Verkaufs GmbH, Fuerth/ 

Bayern, Kurgartenstr. 37, Germany. 
L. G. Blunt Ltd., 44 York St., 
Toronto 1, Ont. EM 4-7575 (In- 
dustrial prods.). 

Guardian Electric Mfg. Co., = 
Walnut St. W., Chicago 12, 

A. C. Simmonds & Sons Ltd. 
100 Merton St., Toronto, Ont. 
HU_ 5-9111. 

Gudebrod Bros. Silk Co., Inc., 12 

S. 12th St., Philadelphia 7, Pa. 
E E. Whittaker, 2137 Niagara 
Drive, Ottawa, Ont. CE 4-4686 

Guest Prods. Corp., 35-04 30th St., 

Long Island City, sie 
Burlec Sales Ltd., 45 one 
Rd., Toronto 16, Ont. PL 5-3377 
and. 1179 Decarie Blvd., Mont- 
real, Que. RI 4-0165. 

Controls Corp., 110 
Hicksville, N.Y 

Electronic Enterprises 

1514 Eglinton Ave . 

3-6576 and 


Co., Div. of 
Inc., 7814 
Bee St. 


Guidance 

Duffy Ave., 
Conway 
Reg’d., 
Toronto i0, Ont. RL 
6676 

Culton Industries, Inc., 212 

ham Ave., Metuchen, N.J. 
Titania Electronic Corp. of Can- 
ada Ltd., P.O. Box 672 
Gananoque, Ont. Gananoque 81. 


H 


H-B Instrument Co., American & 

Bristol Sts., Philadelphia 40, Pa. 
John on, & Co. Ltd., 3468 
Dundas St. » Toronto 9, Ont. 
RO 2-9824 

Haenni and Co. A. G., Jegenstorf, 

Switzerland. 
Thermovolt 
P.O. Box 43, 
BE 1-7134. 

Hallam, Sleigh & Cheston Ltd., 

Bagot St., Birmingham 4, England. 
General Communications, Ltd., 
980 O’Connor Dr., Toronto 16, 
Ont. PL 5-0771. 

Hallamore Electronics Co., 8352 

Brookhurst Ave., Anaheim, Calif. 
General Sound & Theatre Equip- 
ment Ltd., 861 Bay St., Toronto 
5, Ont. EM 4-2438; Tele-Radio 
Systems Ltd., 3534 Dundas St. 
W., Toronto 9, Ont. RO 2-8224. 


Dur- 


Instruments _Ltd., 
Toronto 18, Ont. 


Hallikainen Instruments, Berkley, 


Calif. 
Industron Corp., 297 Carlton St., 
Toronto 2, Ont. WA 1-2032. 


Hamilton Hall Resistor Corp., 227 
North Water St., Milwaukee 2, 


is. 
The Glendon Co. Ltd., 44 Wel- 
lington St. E., Toronto, Ont. EM 
6-5673. 


Hamlyn Electronics 
Box 385, New York 17, N.Y 
Aviation Electric Ltd., 200 Lau- 
rentien Blvd., P.O. Box 6102, 
Montreal 9, Que. RI 4-2811. 
The Hammarloud Mfg. Co., Inc., 
wr W. 34th St., New York 1, 


i 4 
The Ahearn & Soper Co. Ltd., 
384 Bank St., Ottawa, Ont. CE 
6-9441; White Radio Ltd., P.O. 
Box 463, Hamilton, Ont. JA 
2-1716. ; 
Hanovia Lamps, Bath Rd., Chip- 
penham, Slough, Bucks., England. 
Tecneek Associates, 1405 Bishop 
St., Montreal 25, Que. VI 4-7874. 
Hardwick, Hindle, Inc., 40 Hermon 
St., Newark 5, N.J. 
john Herring & Co. Ltd., 3468 
Dundas St. W., Toronto 9, Ont. 
RO 2-9824 (East); Ray Johnston 
Co., 1011 East — St., Seattle 
15, Wash. LA 4-5170. 


Harman-Kardon <i 

St., Westbury, L. I., 
Alex L. Clark Ltd., 
St. W., Toronto 
1-3303. 

W. Harrison, Station Rd., 

Hall, Lancs., England. 
Conway Electronic Enterprises 
Reg’d., 1514 Eglinton Ave. 
Toronto 10, Ont. RU 3-6576 & 
6676. 

Harrison Labs., 45 ET ,e-. 

Berkeley Hts., N.J. CR 

Hartford Steel Ball Co., Me 

ford 6, Conn. 

Lyman Tube & Bearings Ltd., 
5420 Pare St., Montreal 16, Que. 
RI 8-6953. 

Hartley Prods. Co., 521 E. 

St., New York 51, N.Y. 

J. J. MacQuarrie Sales, 46 St 
George St., Toronto 5, Ont. WA 
3-2455 and Eric Jeanes, 266 Au- 
brey St., Winnipeg, Man. SU 
3-5442. 

The Hartman Electrical Mfg. Co., 

175 N. Diamond St., Mansfield, O. 
Aircraft Appliances & Equip- 
ment Ltd., 585 Dixon Side Rd., 
Box 177, Weston, Ont. CH 
4-5506. 

Hartmann & Braun A.G., Frank- 

furt/Main West 13, Graefstr. 93-97, 

W. Germany. 

The J. W. Ellis 
Richmond St. E., 
EM 6 

Harvey Mfg., 408 St. 

Rochester, N.Y. 

Hope Machinery Co., 200 Dal- 
housie St., Toronto 2, Ont. EM 
3-8579. 

Harwald Co., 

Evanston, Ill 
Caldwell A/V Equipment Co. 
Ltd., 447 Jarvis St., Toronto, 
Ont. WA 2-2103. 

Harwin Engineers Ltd., 

Rd., Portsmouth, Hants., 

35555. 

Hasler A.G., Beltstrasse 23, Berne, 

Switzerland. 

Engineered Sound Systems Ltd., 
169 Kipling Ave. S., Toronto 18, 
Ont. BE 3-2155 (Ont.). 

Hasler S.A., Berne, Switzerland. 
Radio Communications Equip- 
ment & Engrg. Ltd., 850 Fifth 
Ave., Lachine, Montreal 32, 
Que. ME 17-3743. 


Hastings Raydist Inc., Newcombe 

Ave., Hampton, Va. 

Keith Mercer . Ltd., 5165 
Sherbrooke St. W., Montreal, 
Que. DE 8411 and P.O. Box 
Station K, 876 Eglinton E., To- 
ronto, Ont. HU 8-5831 (Ont. & 
East). 

Hathaway Instrument Co., 1315 S. 
Clarkson, Denver 9, Col. 
Canadian Research Institute, 46 
St. George St., Toronto 5, Ont. 
WA 3-2455. 


Corp., P.O. 


a Main 


5745 Bloor 
18, Ont. BE 


Midge 


’ — 


162nd 


Industries, 80 
Toronto, Ont. 


Paul’s 


1245 Chicago Ave., 


Rodney 
England. 
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Haveg Industries, Inc., 900 Green- 

bank Rd., Wilmington 8, Del. 
Willard Spenser Co., 3238 Curry 
Ave., Windsor, Ont. YO 9-1332 
(Ont. & Que.). 


The A. W. Haydon Co., 232 N. 
Elm St., Waterbury 20, Conn. 
Philips [Electronics Industries 
Ltd., 116 Vanderhoof gee. - To- 
ronto 17, Ont. HU 5-862). 
Haydon Div., General Time Corp., 
245 E. Elm St., Torrington, Conn. 
HU 9-3158. 
Haydon Switch, Inc., 536 S. 
Leonard St., Waterbury 20, Conn. 
Philips [Electronics Industries 
Ltd., 116 Vanderhoof Ave., To- 
ronto 17, Ont. HU 5-8621. 
Heddo Tape Co. Ltd., London, 
England. 
Tenatronics Ltd., P.O. Box 659, 
Davis Dr. E., Newmarket, Ont. 
TW 5-4583. 
Heinemann Electric Co., 166 Plum 
St., Trenton 2, N.J. 

D. Bolton Ltd. and Douglas 
Power Equip’t. Ltd., 826 Hast- 
ings St., E., Vancouver 4, B.C. 
MU 4-5658 (West); D. T. Shaw, 
2340 Lucerne Rd., Montreal 16, 
Que. RI 8-7010 (East). 

Heldor Mfg. Co., Inc., 238 Lewis 
St., Patterson, N.J. AR 1-0900. 
— Coil Corp., Danbury, Conn. 

R. Watkins Co. Ltd., 41 Kip- 

ling Ave. S., Toronto 18, Ont. 
BE 3-2161. 


Dr. Ing. Rudolf Hell, Kiel, 

Grenzstrasse 1-5, Germany. 
Sears Ltd., 253 Spadina Rd., 
Toronto 4, Ont. WA 4-0 701 
(Graphic Equipment); The 
Ahearn & Soper Co. Ltd., 384 
Bank St., Ottawa, Ont. CE 
6-9441 (Morse & _ Telephoto 
Equipment). 

Henry & Thomas Ltd., London, 

England. 
Mechron Engrg. Prods. Ltd., 2437 
Kaladar Ave., Ottawa, Ont. RE 
3-3855; 2279 Yonge St.. To- 
ronto, Ont. HU 1-5639: 4206 St. 
Catherine St. W., Montreal 6, 
Que. 

Heppner Mfg. Co., P.O. Box 698, 

Round Lake, IIL. 
P. J. Heenan Ltd., 669 Bayview 
Ave., Toronto 17; Ont. HU 
1-2291 (East). 


Hermetic Seal Transformer Co., 
555 N. S5th., P.O. Box 277, Garland, 
Tex. BR 6-5141. 


Hetherington, Inc., Delmar Dr., 
Folcroft, Pa. 
Leonard Electric Ltd., rd Boce 
Ave., Toronto 18, BE 


1-2731. 


Hewiett-Packard Co., 275 

Mill Rd., Palo Alto, Calif. 
Atlas Instrument Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 

a Hewson Co., Inc., 


Page 


Newark, 


a Instrument Systems, 577 
Eglinton Ave. W Toronto 12, 
Ont. HU 8-2782 and 100 Ballan- 
tyne Ave. S., Montreal, Que.; 
Powerlite Devices Ltd., 233 Dun- 
bar Ave., Montreal 16, Que. RE 
3-5331; 54 Atomic Ave., Toronto 
18, Ont. CL 9-8201; and 882 East 
Cordova St., Vancouver 4, B.C. 
MU 3-5344 


Heyman Mfg. Co., 300 N. Michi- 
gan Ave., Kenilworth, N.J. 
Cords (Canada) Ltd., 149 Ster- 
ling Rd., Toronto 3, Ont. LE 
7-1221. 
Hi-G Inc., Bradley Field, Windsor 
Locks, Conn. 
John Herring & Co. Ltd., 3468 
Dundas St. W., Toronto 9, Ont. 
RO 2-9824. 
HI-Q Div., Aerovox Corp., 
Beach, S. C 
Aerovox Canada Ltd., 1551 Bar- 
ton St. E., Hamilton, Ont. LI 
5-1186. 
Hickok Electrical Instrument Co., 
10514 Dupont Ave., Cleveland, O. 
aot Electronic Sales Co., Ajax, 
int. 


High Voltage Engrg. Cote Bur- 
lington, Mass. BR 2-1313 


Myrtle 
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Electronic Prods. Co., 55 
Nassau Ave., Brooklyn 22, N.Y. 
ST 2-3875-6-7. 

Ltd., Tokyo, Japan. 
Hit-Ray Electronics, 1044 Bath- 
urst St., Toronto 4, Ont. LE 
4-1802; Tecneek Associates, 1405 
Bishop St., Montreal 25, Que. 
VI 4-7874. 


Hitemp Wires, Inc., 1200 Foams 
Dr., Westbury, L.IL, N.Y. ED 
3-4600. 


Hoffman Semiconductor Div., Hoff- 

man Electronics Corp., 930 Pitner 

Ave., Evanston, _ 
Samuel C. ooker (Canada) 
Ltd., 2425 a Bivd., Mont- 
real, Que. HU 8-8321 and 4126 
Bathurst St., Downsview, Ont. 
ME 5-1470 (Canada except B.C.). 


Hollingsworth Co., Solderless 
Terminal Div., Nutt & French 
Creek Rds., P.O. Box 430, 
Phoenixville, Pa. 

Hollywood Film Co., Hollywood, 


Caldwell A/V Equipment Co. 
Ltd., 447 Jarvis St., Toronto, 
Ont. WA 2-2103. 

Holt Instrument Co., Oconto, Wis. 
Electromechanical Prods., Mark- 
ham Rd., Agincourt, Ont. AX 
3-7011 

Holub Industries, Inc., 413 DeKalb 

Ave., Sycamore, IIL 
A. C. Simmonds & Sons Ltd., 
100 Merton St., Toronto 12, Ont. 
HU 5-9111 (Plastic clamps); 

Holyoke Fabrics, Inc., 10 East 

39th St., New York, N.Y. 

E. S. Gould Sales Co., 353 St. 
Nicholas St., Montreal, Que. AV 
8-5225; London, Winnipeg and 
Vancouver. 

Hooker Chemical 

Falls, N. 

P. N. Soden & Co. Ltd., 2143 St. 
Patrick St., Montreal 22, Que. 
WE 5-4602 and 41 Advance Rd., 
Toronto 18, Ont. BE 3-6289. 


Hoover Electronics Co., 110 W. 

Timonium Rd., Timonium, Md. 
The Hoover Co. Ltd., Gage Ave. 
& Barton St., Hamilton, Ont. LI 
$-1151. 

Horstmann Gear Co. Ltd., New- 

bridge Works, Bath, England. 
Burlec Sales Ltd., 45 Northline 
Rd., Toronto 16, Ont. PL 5-3377 
and 1179 Decarie Blivd., Mont- 
real, Que. RI 4-0165. 

Hose McCann Telephone Co., Inc., 

25th St. E.-3rd Ave., Brooklyn 32, 

N.Y 


Corp., Niagara 


Sperry Gyroscope Co. of Canada 
Ltd., P.O. Box 710, Montreal, 
Que. RI 7-5561. 

Houghton Labs., Inc., 322 Hough- 

ton Ave., Olean, N.Y. 
Hysol (Canada) Ltd., P.O. Box 
53, Postal Stn. “R,” 44 Beech- 
wood Dr., Toronto 17, Ont. HO 
1-0708 

Howard Industries, Inc., 1760 State 

St., Racine, Wis. 
Alliance ’ Div., General Steel 
Wares Ltd., 76 Miranda Ave., 
Toronto 10, Ont. RU _ 7-2482; 
GSW-8976 Shanghnessey St., 
Vancouver, B.C. FA 1-3291; 1745 
Sargent Ave., Winnipeg, Man. 
SP 5-8471; 2355 Delisle St. Mont- 
real, Que. WE 2-6181. 

Hoyt Electrical Instrument Works, 

42 Carleton St., Cambridge 42, 

Mass. EL 4-1643 

Harvey Hubbell, 

Connecticut. 
Ww. Watkins Co. Ltd., 41 
Kipling Ave. S., Toronto 18, 
Ont. BE 3-2161 

Huber Industries, Inc., 4960 Hill- 

side Ave., Cincinnati 33, O. 
Computing Devices of Canada 
Ltd.. P.O. Box 508, Ottawa 4, 
Ont. TA 8-2711. 

Huggins Labs., Inc., 711 Hamilton 

Ave., Menlo Park, Calif. 
+~—— Ltd., 8230 Mayrand 

Montreal 9, Que. RE 3-3937 

dn except B.C.) 

Hughes Aircraft Co., Culver City, 

Calif. 
R-O-R Associates Ltd., 1470 Don 
Mills Rd., Don Mills, Ont. HI 
4-4429 and 3333 Cavendish Blvd., 
Montreal, N.D.G., Que. HU 
1-0700. 

Hughey & Phillips, Inc., 3200 N. 

San Fernando Blvd., Burbank, 

Calif. 


Inc., Bridgeport, 
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Beechey Enterprises, 1162 Main 

St. N., Weston, Ont. CH 4-8501. 
Humphrey, Inc., 2805 Canon St., 
San Diego 6, Calif. 

Railway & Power Engrg. Corp. 

Ltd., 3745 St. James St. W., 


Montreal 30, Que. WE 3-6741. 
Ltd., 
18, 


A. H. Hunt 
Garrett Lane, London S.W. 


England. 
Adams Engrg. Ltd., 1500 St. 
Catherine St. W., Montreal 16, 
1999 Avenue 
Ont HU 


(Capacitors) 


Que. WE 3-6857; 
Rd., Toronto 12, 
8-9487; 77 Metcalfe St., 
Ont. CE 5-2174. 
Hunter Mfg. Co., ao? jum 
Rd., Solon, Ohio. CH 8-61 
Hunter Tools, 9851 bag Santa 
Fe Springs. Calif. 
Len Finkler Ltd., 1794 Avenue 
Rd., Toronto 12, Ont. RU 1-5232. 
Hurst Tool & Mfg. Co., Princeton, 


Ind. 
3093 


‘Ouaws a, 


Thompson Ltd., 
i Dr., N. Vancouver, 
+ Cc. YU 8-2597 and 87 King St., 
Winnipeg 2, Man. WH 3-8231; R. 
C. Kahnert Sales Co. Ltd., 73 
Crockford Blvd., Scarborough, 
Ont. PL 7-5171 and Box 885, 
Montreal, Que. CR 1-9858 
Hy-Gain Antenna Prods., 249 N. 

48th St., Lincoln, Neb. 
E. S. Gould Sales Co., 353 St. 
Nicholas St., Montreal, ‘Que. AV 
8-5225; London, Winnipeg and 

v ancouver. 

Hycon-Eastern, Inc., 75 Cambridge 
Pkwy, C ambridge 42, $ 
Computing Devices 

Ltd., P.O. Box 508, 
Ont. TA 8-2711. 
Hydraulic Research & Mfg. Co., 
2835 N. Naomi St., Burbank, Calif. 

Aircraft Appliances & Equip- 
ment Ltd., 585 Dixon Side Rd., 
Box 177, Weston, Ont. CH 
4-5506-7-8. 


Ottawa 4, 


I 
LD.E.A., Inc., 7900 Pendleton 
Pike, Indianapolis 26, Ind. 
A.T. Armstrong Ltd., 700 
Weston Rd., P.O. Box 38, Stn. 
“D,” Toronto 9, Ont. RO 2-7535 
(Canada except B.C.); Dave M 
Lee Co., 2517 Second Ave., 
Seattle 1, Wash. MA 5512 (Re- 
gency Div.—B.C.). 
IE Mfg., 325 N. Hoyne Ave., 
Chicago 12, IIL. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 
I-T-E Circuit Breaker Co., 601 E. 
Erie Ave., Philadelphia 34, Pa. 
GA 6-5700 
Ideal Industries Ltd., 5103 Park & 
Borden Aves., Sycamore, IIl. 
Irving Smith Ltd., 2095 Madison 
Ave., Montreal 28, Que HL 
4-1153 
Ideal Precision Meter Co., Inc., 
ee Ave., Brooklyn 22, 


Condenser Co., 1616 N. 
Chicago 22, Ill. EV 


Illinois 
Throop St., 
4-1300. 
Active Radio, 58 Spadina Ave., 
Toronto 2B, Ont 
Ilumitronic Engrg., 680 E. Taylor, 
Sunnyvale, Calif. 
Len Finkler Ltd.. 1794 Avenue 
Rd., Toronto 12, Ont. RU 1-5232 
Alfred Imhof Ltd., 112-116 New 
Oxford St., London, W.C. 1, Eng- 
land. MU 7878. 
Mel Sales Ltd., 
400. 
Imperial Chemical Industries Ltd., 
Plastics Division, Herts., England. 
Canadian Industries Ltd., P.O. 
Box 10, Montreal, Que. UN 
1-2571. 
The Indiana Steel Products Co., 
405 Elm St., Valparaiso, Ind. 
The Indiana Steel Products Co. 
of Canada Ltd., 135 Hayward 
St., Kitchener, Ont. SH 3-0244. 
Induction Heating Corp., 181 
Wythe Ave., Brooklyn 11, N.Y. 
Induction Motors Corp., 570 Main 
St., Westbury, L.I. N.Y. 
M. J. How: ard & Co. Ltd., 1206 
Bank St., Ottawa, Ont. CE 
5-9931. 
Industrial Control Co., 805 Albin 
Ave., Lindenhurst, L.I., N.Y. 
——— Associates, 1405 Bishop 
, Montreal 25, Que. VI 4-7874. 


Arnprior, Ont. 
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Industrial Development Labs., Inc., 
17 Pollock Ave., Jersey City 5, 


Industrial Devices, Inc., 982 River 
Rd., Edgewater, N.J. 

Willard Spenser Co., 3238 Curry 

Ave., Windsor, Ont. YO 9-1332 

(Ont. & Que.). 
Industrial Electronic 
3973 Lankershim Bivd., N. 
wood, Calif. 

R-O-R Associates Ltd., 1470 Don 

— Don Mills, Ont. HI 


4 
Industrial Hardware Mfg. Co., 
Inc., Lg Prince St., New York 


2 
“Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 

Industrial Instruments, Inc., 89 

Commerce Rd., Cedar Grove, N.J. 
Associated Instrumentation & 
Controls Ltd., 2655 Bates Rd., 
Montreal 26, Que. RE 8-1167 
(East); Lisle Instrument Systems, 
577 Eglinton Ave. W., Toronto 
12, Ont. HU 8-2782 and 100 Bal- 
lantyne Ave. S., Montreal, Que.; 
Van Waters & Rogers Co. Ltd., 
Scientific Supplies Div., 2625 
Skeena St., Vancouver 12, B.C. 
HE 3-0521 (Alta. & B.C.). 

Industrial Prods. Co., Federal Rd., 

Danbury, Conn. 

The Glendon Co. Ltd., 44 Wel- 
lington St. E., Toronto, Ont. EM 
6-5673. 

Industrial Radio Corp., 428 N. 

Parkside Ave., Chicago 44, IIL. 
Tele-Radio Systems Ltd., 3534 
Dundas St. W., Toronto 9, Ont. 
RO 2-8224. 

Industrial Retaining Ring Co., 57 

Cordier St., Irvington 11, N.J. 

H. A. Ness & Co., 48 Lavinia 
Ave., Toronto, Ont. RO 2-2891 
(Ont.). 

Industrial Tectronics, 

Arbor, Mich. 

John Herring & Co. Ltd., 3468 
Dundas St. W Toronto 9, Ont 
RO 2-9824 (Ont.) 

Industrial Test Equipment 5 «» 5S 

E. llth St., New York 3 

Industrial Timer Corp., on Mc- 
Carter Hwy., Newark 4, N.J. 
A. C. Simmonds & Sons Ltd., 
100 Merton St., Toronto, Ont. 
HU 5-9111. 

Industrial Transformer 

Gouldsboro, Pa. VI 2-2111 

Industrial Winding Machinery 

Corp., P.O. Box 62, New York 5, 

N.Y. WH 3-1754. 

Inertia Switch, Inc., 311 West 43rd 

St.. New York 36, N.Y 
Leonard Electric Ltd., 346 Bering 
Ave., Toronto 18, Ont. BE 1-2731. 

Inet Div., Leach Corp., 18435 

Susana Rd., Compton, Calif. 
Brian Engrg. Ltd., 5275 Van 
Horne Ave., Montreal Que. RE 
7-2800. 

The Infra Red Development Co. 

Ltd., 40 Tewin Rd., Welwyn Gar- 

den City, Herts., England. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. J 
6-7367, also at Ottawa & 
Toronto. 

Ingenieur 

Germany. 
L. G. Blunt Ltd., 44 York St., 
Toronto 1. Ont. EM 4-7575 

Injectorall Co., 2081 Shore 

way, Brooklyn 14, N.Y 

J. MacQuarrie Sales, 46 St 
Geor ge St.. Toronto 5, Ont. WA 

2455 and Eric Jeanes, 266 Au- 
bens St., Winnipeg, Man. SU 
3-5442 

Inso Prods. Ltd. 404 Fifth Ave., 

New York 18, N.Y. 

Instron Engrg. Corp., 2500 Wash- 

ington St., Canton Mass. 
Elder Electronics, 3220 Robert 
St., Burlington, Ont. NE 4-0511 
(Ont. & Que.). 

Instrument Development Labs., 67 

Mechanic St., Attleboro, Mass. 
Mel Sales Ltd., Arnprior, Ont. 
400. 


Engineers, 
Holly- 


Inc., Ann 


Corp., 


Buro Atlas, Kiel, 


Park- 


Instrument Labs., Walton 
Pl.. Chicago 10, 
General Communications Ltd., 
980 O'Connor Dr., Toronto 16, 


Ont. PL 5-0771. 


Instruments for Industry, Inc., 155 
Glen Cove Rd., Mineola, L.I., N.Y. 


315 W. 
ll. 


Electrodesign, 736 Notre Dame 
St. W., ontreal, Que. 
6-7367, also at Ottawa & To- 
ronto (Ont. Que.). 

Insulators Ltd., England. 

Pfeiffer Electronic Labs., Box 
316, Trenton, Ont. EX 2-3498. 
Insuloid Mfg. Co. Ltd., Sharston 
Works, Leestone Rd., Wythen- 

shawe, Manchester, England. 
Electrovert Ltd., 265 Craig St. 
W.. Montreal, Que. UN 1-1872 
and P.O. Box 23, Stn. “N,” 
Toronto, Ont. CL 5-4436 

International Electronic Research 

Corp., 145 W. Magnolia Blvd., 

Burbank, Calif. 

R-O-R Associates Ltd., 1470 Don 
Mills Rd., Don Mills, Ont. HI 
4-4429; and 3333 Cavendish Blvd.. 
Montreal, N.D.G., Que Ht 
1-0700 (East); Don Smith Sales 
Co., 2204 N. 45th St., Seattle 3, 
Wash. (B.C.). 

International Instruments, Inc., 

P.O. Box 2954, New Haven, Conn. 
E. E. Whittaker, 2137 Niagara 
Drive, Ottawa, Ont. CE 4-4686. 

International Magnetic Electronics 

Co., Minneapolis, Minn. 

International Radiant Corp., 111 

New York Ave., Westbury, N.Y 
on Sales Ltd., Arnprior, Ont. 
400. 


International Research & Develop- 
ment Corp., P.O. Box 55, Worth- 
ington, O. 
Martin Industrial Sales Ltd., 
P.O. Box 463, Hamilton, Ont. 
JA 2-1716. 
International Telemeter Corp., 
2000 Stoner Ave., Los Angeles 25, 
Calif. 
General Theatre Supply Co. Ltd., 
861 Bay St., Toronto 5, Ont. EM 
4-2438. 
Irion & Vasseler, 
a.N.. W. Germany 
Aeromotive Engrg. Prods. Ltd., 
147 Hymus Blvd., Pointe Claire, 
Montreal 33, Que. OX 7-0810; 
and 1912A Avenue Rd., Toronto, 
Ont. RU 3-4288. 
International Telephone 
graph Corp., P.O. Box 412, 
ton, N.J 
Lake Engrg. Co. Ltd., 123 Man- 
ville Rd., Scarborough, Ont. PL 
7-3253: Elcom Marketing Ltd., 
123 Manville Rd., Scarborough, 
Ont. OX 8-3691 
Iron Fireman Mfg. Co., Electronics 
Div., 2838 S.E. Ninth Ave., Port- 
land 2, Ore. BE 4-6551. 
Isophon-Werke GmbH, 
Tempelhof, Germany 
Geerz & Holm Canada Ltd 
629 Denman, Vancouver 5, B.C 
MU 3-5233 
Isotope Developments Ltd., Been- 
ham Grange, Aldermaston Wharf, 
Nr. Reading, Berks., England. 
Dominion Electrohome Indus- 
tries Ltd., Technical Prods. Div., 
Kitchener, Ont. SH 3-0271 
Itemco, Inc., P.O. Box 191, 
Washington, N.Y 
E. E. Whittaker, 
Dr., Ottawa, Ont. 


J 


5-B-T Instruments Inc., 441 Chapel 

St.. New Haven, Conn. 

R. C. Kahnert Sales Co. Ltd., 
73 Crockford Bivd., Scarborough, 
Ont. PL 7-5171 (East); C. M. 
Robinson Co., 1550 Erin St., 
Winnipeg 3, Man. SP 4-1855-6 
(Lakehead West). 

3 F D Electronics, Inc., 1462-62nd 

Ave., Brooklyn 4, N.Y. 

John R. Tilton Ltd., 51 Me- 
Cormack St., Toronto 9, Ont. 
RO 9-1129 (Bast). 

Jack & Heintz, Inc., 

way Ave., Cleveland 1, Ohio 
Aircraft Appliances & Equip- 
ment Ltd., 585 Dixon Side Rd., 
Box 177 Weston, Ont CH 
4-5506-7-8 

Jackson Bros. (London) Léd., 

Kingsway, Waddon, Croydon, Sur- 

rey, England. 

R. Mack & Co. Ltd., 7966 Gran- 
ville St., Vancouver 14, B.C. KE 
6894 (West) 

Jackson Electrical Instrument Co., 

18 S. Patterson Blvd., Dayton 2, O. 
Canadian Marconi Co., Elec- 
tronic Tube & Components Div., 
830 Bayview Ave., Toronto 17, 
Ont. HU 1-5221. 


Schwenningen 


& Tele- 
Clif- 


Berlin- 


Port 


2137 Niagara 
CE 4-4686 


17600 Broad- 
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U. S., U. K. and Other Manufacturers 


Richard Jahre, Berlin, Germany. 
The Ahearn & Soper Co. Ltd., 
384 Bank St., Ottawa, Ont. CE 
6-9441. 

James Vibrapower Co., 

Rockwell St., Chicago, Ill. 
Telequipment Mfg. Co. Ltd., Box 

729 Dundas St., London, 
4 GE 9-8871. 

Jan Hardware Mfg. Co., Inc., 75 

N. 1lth St., Brooklyn 11, N.Y. 
J. J. MacQuarrie Sales, 46 St. 
George St., Toronto 5, Ont. 
3-2455 and Eric Jeanes, 266 Au- 
brey St.. Winnipeg, Man. SU 
3-5442. 

Japan Piezo Electric Co., Tokyo, 

Japan. 

S. H. Parker Co., 1044 Bathurst 
St., Toronto, Ont. LE 4-1802. 

Jaquet Ltd., 19/25 Thannerstrasse, 

Basle, Switzerland. 
The J. W. Ellis 
Richmond St. E., 
EM 6-1434. 

Jeffers Electronics Div., Speer 

— Co., Hoover Ave., DuBois, 


‘a. 
Samuel C. Hooker (Canada) 
Ltd., 2425 Grand Blvd., Mont- 
real, Que. HU 8-8321 and 4126 
Bathurst St., Downsview, Ont. 
ME 5-1470. 
The C. O. Jelliff Mfg. Corp., Pe- 
.* Southport, Conn. CL 


J. ; “Theobald, Ind., 9 E 
St., Skaneateles, N.Y. 
Jennings Radio Mfg. Corp., P.O. 
Box 1278, San Jose 8, Calif. CY 

2-4025. 
Jenny Industries, 508 W. 
Rome, N.Y. 
Willard Spenser Co., 
Ave., Windsor, Ont. 
(Ont. & Que.). 
I/S Jensen Electric, 
den, 86 Finsensvej, 
Denmark. 
Associated Electronic Compon- 
ents, 37 Roselawn Ave., Toronto 
12, Ont. HU 1-0144 
Jensen Industries, Inc., 7333 W. 
Harrison St., Forest Park, II. 
. T. R. Armstrong Ltd., 700 
Weston Rd., P.O. Box 38, Stn. 
“D,” Toronto 9, Ont. RO 2-7535. 
Jensen Mfg. Co., 6601 S. Laramie 
Ave., Chicago 38, IIl. 
Renfrew Electric Co. Ltd., 
Speakers Div., 349 Carlaw 
Toronto 8, Ont. HO 1-3511. 
Jerrold Electronics Corp., 
Prods. Div., The Jerrold Bldg., 
— & Lehigh, Philadelphia 32, 


4050 N. 


Industries, 80 
Toronto, Ont. 


Genesee 


Liberty 


3238 Curry 
YO 9-1332 


Industrigaar- 
Copenhagen, 


Jensen 
Ave., 


Jerrold Electronics (Canada) Ltd. 
and Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174; Canadian Electronics 
Ltd., 109 St. & 107 Ave., Edmon- 
ton, Alta. 4-6451. 

Jersey Specialty Co., Inc., 

Falls, N.J. 
J. J. MacQuarrie Sales, 46 St. 
George St., Toronto 5, Ont. WA 
3-2455 and Eric Jeanes, 266 Au- 
brey 4 St, Winnipeg, Man. SU 
3-5442 

E. F. Johnson Co., 206 Second 

Ave., S.W., Waseca, Minn. 
A. C. Simmonds & Sons Ltd., 
100 Merton St., Toronto, Ont. 
HU 5-9111; Dave M. Lee Co., 
Inc,. 2517 Second Ave., Seattle 
1, Wash. MA 2-5512 (B.C.). 


Johnson Bronze, New Castle, Pa. 
Lyman Tube & Bearings Ltd., 
5420 Pare St., Montreal 16, Que. 
RI 8-6953. 

Johnson Electronics, Inc., P.O. Box 

1675, Casselbury, Fla. 

John R. Tilton Ltd., 51 Mc- 
Cormack St., Toronto 9, Ont. 
RO 9-1129 (East). 

Johnson Matthey 

Hatton Garden, London E.C.1, 

England. 

Johnson Matthey & Mallory 
Ltd., 110 Industry St.. Toronto 
15, Ont. RO 2-7201; A. C. Sim- 
monds & Sons Ltd., 100 Merton 
St., Toronto 7, Ont. HU 5-9111. 

Herrick L. Johnston, Inc., Colum- 

bus 8, Ohio. 

Canavia Engrg. & Sales Co., 
Malton, Ont. BU 6-2241; and 902 
Ducharme Rd., Windsor, Ont 


Little 


& Co. Ltd., 
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Jonathan Mfg. Co., 320 E. Walnut, 

Fullerton 1, Calif. 
2. E. Whittaker, 
Drive, Ottawa, 
4-4686. 

Jones & Lamson Machine Co., 

Springfield, Vt. TU 5-2131. 

Hiram Jones Electronics, 2313 W. 

Olive St., Burbank, Calif. 
E. S. Gould Sales Co., 353 St. 
Nicholas St., Montreal, Que. AV 
8-5225. 

M. C. Jones Electronics Co., Inc., 

185 N. Main St., Bristol, ‘Conn. 
Bayly Engrg. Ltd., Hunt St., 
Ajax, Ont. Toronto EM 2-3741 
and 48 Sparks St., Ottawa, Ont. 
CE 2-9821. 

Jones Stroud Ltd., Nottingham, 

England. 
Astral Electric Co. Ltd. 44 
Danforth Rd., Toronto 13, Ont. 
OX 1-1131. 

Jorden Electronics Co., 

Calif. 
Electrodesign, 
St. W., Montreal, 
6-7367; also 
ronto. 

Joyce, 

Lane, 

land. 
suetea tees. 736 Notre Dame 

W., Montreal, Que. UN 

e736), also at Ottawa & To- 
ronto (Ont. & Que.). 

Julie Research Labs., Inc., 556 W. 

168th St., New York 32, N.Y. 
Philips Electronics Industries 
Ltd., 116 Vanderhoof Ave., To- 
ronto 17, Ont. HU 5-8621; Radio- 
nics Ltd., 8230 Mayrand St., 
Montreal 9, Que. RE 3-3937. 


K 


K.L.G. Sparking Plugs Ltd., Spe- 
cial Prods. Div., Putney Vale, 
London S.W. 15, England. 
Consolidated Electronic Equip- 
ment Co. Ltd., 94 Sheppard Ave. 
W., Willowdale, Ont. BA 5-6921. 
KLH Research & Development 
Corp., 30 Cross St., Cambridge 39, 
Mass. 
Kaar Engrg. Corp., 2995 Middle- 
field Rd., Palo Alto, Calif. 
Tele-Radio Systems Ltd., 3534 
Dundas St. W., Toronto 9, Ont. 
RO 2-8224. 
Kahle Engrg. Co., 
Ave., Union City N.J 
Kahn & Co., 541 Windsor St., 
516, Hartford, Conn. 
Beechey Enterprises, 1162 Main 
St. N., Weston, Ont. CH 4-8051. 
Kansainu Works Co. Ltd., 
Nishinotoin Shijo Agaru, Nakagyo- 
ku, Kyoto. 
Kasama Company Ltd., 59/61 
Union St., London, S.E.1, England 
Conway Electronic Enterprises 
Reg’d., 1514 Eglinton Ave . 
Toronto 10, Ont. RU 3-6576 & 
6676. 
Kato Engrg. Co., 1415 First Ave., 
Mankato, Minn. 
Acme Electric Corp. Ltd., 50 
Northline Rd., Toronto 16, Ont. 
PL 5-3315 (Ont. & East); Chas. 
L. Thompson Ltd., 3093 Wood- 
bine Dr., N. Vancouver, B.C. YU 
8-2597 and 87 King St., Winnipeg 
2 Man. WH 3-8231 (West) 
Katolight Corp., First Ave. at 
Chestnut St., Mankato, Minn. 
Acme Electric Corp. Ltd., 50 
Northline Rd., Toronto 16, Ont 
PL 5-3315 (Ont. & East); Chas. 
L. Thompson Ltd., 3093 Wood- 
bine Dr., ! Vancouver, B.C. 
YU 8-2597 and 87 King St., Win- 
nipeg 2; Man. WH _  3-8231 
(West). 
Kay Electric Co., 14 Maple Ave., 
Pine Brook, N.J. 
Mel Sales Ltd., Ont. 
400. 


2137 Niagara 
Ontario. CE 


Alhambra, 


736 Notre Dame 
Que. UN 
at Ottawa and To- 


Vine 
Eng- 


Loebel & Co. Ltd., 
Newcastle-upon-Tyne, 


3322 Hudson 
UN 7-6500 


Box 


Arnprior, 


The Los 
Calif 
Abercorn Aero Ltd., 
Ave., Montreal 29, 
9-4978. 
Kearfott Co., Inc., 1378 Main Ave., 
Clifton, N.J. 
Canadian Applied Research Ltd., 
1500 O’Connor Dr., Toronto 16, 
Ont. PL 9-2241; Lake Engrg. Co. 


Kaynar Co., Angeles, 


7435 Chester 
Que. HU 


Manville Rd., Scar- 

PL 7-3253; Elcom 
Marketing Ltd., 123 Manville Rd., 
Scarborough, Ont. OX 8-3691. 

Keil Engrg. Prods., 4356 Duncan 

Ave., St. Louis 10, Mo. 

Keithley Instrument, Inc., 

Euclid Ave., Cleveland 6, O 

Keleket X-Ray Corp., Boston, 
ass. 

J. B. Pritchard, 35 
Cres., Willowdale, 
1-4774 (Ont.). 

Kellogg Switchboard & Supply Co., 
79 W. Monroe St., Chicago 3, Ill. 
Electrolabs, 7385 St. Lawrence 
Blvd., Montreal, Que. CR 6-6076 
(Que.); Electronic Service Sup- 
ply Co., 210-9th Ave. S.E., Cal- 
gary, Alta. AM 6-6048 (West). 

Kelvin Electric Co., 5907 Noble 

Ave., Van Nuys, Calif. 
Conway Electronic 
Reg’d., 1514 Eglinton 
Toronto 10, Ont. RU 

676. 


Ltd., 123 
borough, Ont. 


12415 


Irvington 
Ont. 


Enterprises 
Ave. 
3-6576 & 


Kelvin & Hughes (Aviation) Ltd., 

Basingstoke, Hants., England. 
Kelvin & Hughes (Canada) Ltd., 
401 McGill St., Montreal, Que. 
VI 5-1243; also at Halifax, Saint 
John & Ottawa. 

Kelvin & Hughes (Industrial) Ltd., 

2 Caxton St., London S.W.1, 

England. 
Kelvin & Hughes (Canada) Ltd., 
401 McGill St., Montreal, Que. 
VI 5-1243; also at Halifax, Saint 
John & Ottawa. 

Kelvin & Hughes 

99 Fenchurch St., 

England. 
Kelvin & Hughes (Canada) Ltd., 
401 McGill St., Montreal, Que. 
VI 5-1243; also at Halifax, Saint 
John & Ottawa. 

a? ~ Mfg. Co., 161 W. 18th 

New York,. N.Y. 

st S. Gould Sales Co., 353 St. 
Nicholas St., Montreal, Que. AV 
8-5225; London, Winnipeg and 
Vancouver 

Kemtron Electron Prods., Inc., 14 

Prince Place, Newburyport, Mass. 
Lake Engrg. Co. Ltd., 123 Man- 
ville Rd.. Scarborough, Ont. PI 
7-3253; Elcom Marketing Ltd., 
123 Manville Rd., Scarborough, 
Ont. OX 8-3691. 

D. S. Kennedy & Co., 155 Kine 

St., Cohasset, Mass. EV 3-1200 and 

Satellite-Kennedy, Inc., P.O. Box 

1711, Monterey, Calif. FR 3-2461. 
Bristol Aeroplane Co. Ltd., 200 
International Aviation Bidg., 
Montreal 3, Que. 

Kenwood Engrg. Co., Inc., 265 

Colfax Ave., Kenilworth, N.J. CH 
5-0100 

Kepco Labs. Inc., 131-38 Sanford 

Ave., Flushing 55, N.Y. IN 1-7000. 
Ward Leonard of Canada Ltd., 
1070 Birchmount Rd., Box 70, 
O'Connor P.O., Toronto 16, Ont 

Keystone Electronics Corp., 49 

Bleecker St., New York 12, N.Y. 
Norris Burgess, 418 Mt. Pleasant 
Rd., Toronto 7, Ont. HU 9-1854 

Keystone Products Co., 904 23rd 

St.. Union City, N.J. UN 6-5400. 

The Keyswitch Co., Irongate Wharf 

Rd. & Praed St., London W.2, 

England. 

Kings Electronics Co., 40 Marble- 

dale Rd., Tuckahoe, N.Y. 
Kings Electronics (Canada) Ltd., 
2425 Grand Blvd., Montreal, 
Que. HU 8-8321 & 8744, 

Kingston Electronics Corp., 

field, Mass. 
William Cohen Ltd., 
guay St., Montreal, 
8-9201. 

Kin-Tel, 5725 Kearney 

San Diego, Calif. 
ARVA, Room G.7, Marine Bldg., 
355 Burrard St., Vancouver 1, 
B.C. Atlas Instrument Corp. Ltd., 
50 Wingold Ave., Toronto 19, 
Ont. RU 1-6174. 

— Inc., Kingston, N.Y 

R. Watkins Co. Ltd., 

ling Ave. S., Toronto 18, 
BE 3-2161. 

Kistler Instruments Co., 

Webster St., N. Tonawanda, 
Electromechanical Prods., 


(Marine) Ltd., 
London E.C.3, 


Med- 


8900 Tan- 
Que. DU 


Villa Rd., 


41 Kip- 
Ont. 
Inc., 15 
N.Y. 
Mark- 


CANADIAN 


ELECTRONICS ENGINEERING 


Jah — Mar 


ham Rd., Ont. AX 
3-7011. 

Kleinschmidt Labs., Deerfield, Ml. 
Smith-Corona (Canada) Ltd., 30 
Bertrand Ave., Scarborough, Ont. 
PL 9-4181. 


Klieg! Bros., 321 W. 50th St., 
4 A 


York 19, 

Alex L. Clark Ltd., 3745 Bloor 
St. W., Toronto 18, Ont. BE 
1-3303. 

Dipl. Ing. Ulrich Knick, Berlin- 

Zehlendorf, Katharinenstrasse 2-4, 

W. Germany. 

The J. W. Ellis 
Richmond St. E., 
EM 6-1434. 

Knight Electronics Corp., 210 S. 

Desplaines St., Chicago 6, Ill. CE 
6-9696. 

James Knights Co., 101 E. Church 

St., Sandwich, II. 

Lake Engrg. Co. Ltd., 123 Man- 
ville Rd., Scarborough, Ont. PI 
7-3253; Elcom Marketing Ltd., 
123 Manville Rd., Scarborough, 
Ont. OX 8-3691. 

Koa Denki, Tokyo, Japan 
Smyth Electronic Components 
Ltd,. 380 Craig St. W., Montreal 
1, Que. AV 8-6281. 

Kolisman Instrument Corp., 80-08 

45 Ave., Elmhurst 73, L.I., N.Y. 

and Glendale, Calif. 
Sperry Gyroscope Co. 
Ltd., P.O. Box 710, 
Que. RI 7-5561. 

Kraeuter & Co., Inc., 

Ave., Newark 3, N.J. 
Ron Merritt Co., Room G.7, 
Marine Bldg., 355 Burrard St., 
Vancouver 1, B.C. MU 1-3367 
(West) 

Herb Kreckman Co., Cresco, Pa. 
Robert J. Buckland, 56 Water 
St.. Chatham, Ont. EL 4-3106 

H. C. Kroeplin GmbH, Auf der 

Roethe, Schluechtern, W. Germany. 
‘The J. W. Ellis Industries, 80 
Richmond St. E., Toronto, Ont 
EM 6-1434 

Krohn-Hite 

Massachusetts Ave., 


Agincourt, 


New 


Industries, 80 
Toronto, Ont. 


of Canada 
Montreal, 


583 18th 


Export Corp., 580 
Cambridge 39, 
Ont. 


Sales Ltd., Arnprior, 


ass. 
Mel 
400. 


Kulka Electric Corp., 633 S. Fulton 
Ave., a Vernon, N.Y. 
A. R. Armstrong Ltd., 700 
Weston Rd., P.O. Box 38, Stn. 
Toronto 9, Ont. RO 2-7535. 
Sesion Condensers Co., Germany. 
Kupfrian Mfg. Corp., 157 Prospect 
Ave., Binghampton, N.Y. 
J. J. MacQuarrie Sales, 46 St. 
George St., Toronto 5, Ont. WA 
3-2455 and Eric Jeanes, 266 Au- 
brey St.. Winnipeg, Man. SL 
3-5442 
Kurman 
Norbute Corp.., 
Int'l. Ltd., 135 
York 6, N.Y. 
E. E. Whittaker, 
Dr., Ottawa, Ont.; and 
morris Dr., Dundas, Ont. 
8-8460 
Kurz-Kash Inc., 1421 S. Broadway, 
Dayton, O. 
Kuthe Labs., Inc., 
St., Newark 3, N.J. 
Lake Engrg. Co. Ltd., 123 Man- 
ville Rd., Scarborough, Ont. PL 
7-3253; Elcom Marketing Ltd., 
123 Manville Rd., Scarborough, 
Ont. OX 8-3691. 
Kwikheat Mfg. Co., 
nando Rd., Glendale 
5-2376 
Moore Bros. 
953 St. James St. 
real, Que 
L 


Labgear Lid., Willow PI., 

bridge, England. 
Conway Electronic Enterprises 
Reg'd., 1514 Eglington Ave. W., 
Toronto 10, Ont. RU 3-6576 & 
6676. 

Laboratorium Dr. Justus 

hagen, Hamburg, Germany. 
Mechron Engrg. Prods. Ltd., 2437 
Kaladar Ave., Ottawa, Ont. RE 
3-3855; 2279 Yonge St., Toronto, 
Ont. HU 1-5639; 4206 St. Cathe- 
rine St. W., Montreal 6, Que. 


Electric Co., Div. of 
c/o Terminal Radio 
Liberty St., New 


2137 Niagara 
12 Glen- 
MA 


730 South 13th 


3732 San Fer- 
4, Calif. CH 


Machinery Co. Ltd., 
Mont- 


Cam- 


Rosen- 
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Laboratory for Electronics, Inc., 

75 Pitts St., Boston 14, Mass. 
Electromechanical Prods., Mark- 
Agincourt, Ont. OX 


Labtronics, Inc., 3656 N. Lincoln, 
Chicago 13, Ill. 
Len Finkler Ltd., 1794 Avenue 
Rd., Toronto 12, Ont. RU 1-5232. 
Etablissements Lagier, 2 Pl. Gen- 
eral-Ferrie, Marseille 8e., France. 
PR. 69.86, 69.87 & 69.88 and 128 
Blvd. Hausmann, Paris 8e., France. 
LA 13.98. 
Lake Chemical Co., 3052 W. Car- 
roll Ave., Chicago 12, IIL. 
Empire Engrg. Co., 738 Dundas 
St. E., Toronto, Ont. EM 4-2928. 
Lake Mfg. Co., Inc., 2323 Chest- 
nut St., Oakland 7, Calif. 
Electronic Service Supply Co., 
210-9th Ave. S.E., Calgary, Alta. 
AM 6-6048. 
Lambda-Pacific Engrg., Inc., 14725 
Arminta St., Van Nuys, Calif. 
ARVA, Room G.7 Marine Bldg., 
355 Burrard St., Vancouver 1, 
B.C. MU 1-3367. 
Beaconing Optical & Precision 
Materials Co. Ltd., 455 Craig 
St. W., Montreal, Que. UN 6- 
8395. 

Lampkin Labs., Inc., Equipment 
Div., Bradenton, Fla. 6-1906. 
Landis & Gyr, Inc., 45 W 45th 

St., New York 36, N.Y. 
John Herring & Co. Ltd., 3468 
Dundas St. W., Toronto 9, Ont. 
RO 2-9824. 
Dr. B. Lange, Hermannstrasse 14- 
18, Berlin-Zehlendorf, W. Ger- 
many. 
The J. W. Ellis 
Richmond St. E., 
EM 6-1434. 
James B. Lansing Sound Inc., 3249 
Casitas Ave., Los Angeles 39, 
Calif. 
Alex L. Clark Ltd., 
St. W., Toronto 18, Ont. 
3303. 


Lapp Insulator Co., 
Specialties Div., 41 
Leroy, N.Y. 
D. T. Shaw, 2340 Lucerne Rd., 
Montreal 16, Que. RI 8-7010. 


Lavoie Labs., Inc., Mattawan & 
Freehold Rd. Morganville N.J. 
Instronics Ltd. P.O. Box 100, 
Stittsville, Ont. Hazeldean 156 
and 21 Benleigh Dr., Scar- 
borough, Ont. AX 3-7806. 
Leach Relay Div., Leach Corp., 
5915 Avalon Blvd., Los Angeles, 
Calif. 
Brian Engrg. Ltd., 
Horne Ave., Montreal, Que. 
RE 7-2800. 
H. J. Leak & Co. Ltd., 57/59 
Brunel Rd., East Acton, London 
W.3, England. 
Astral Electric Co. Ltd., 44 
Danforth Rd., Toronto 13, Ont. 
OX 1-1131. 
Lear, Inc., 110 Ionia Ave., 
Rapids, Mich. 
Railway & Power 
Ltd., 3745 St. ——— St. 
Montreal 30, Que. WE 3-6741. 
gg 2 Mfg. Co. Inc., 60 Greene 
New York 12, N.Y. 
“ ake Engrg. Co. Ltd., 123 Man- 
ville Rd., Scarborough, Ont. PL 
7-3253; Elcom Marketing Ltd., 
123 Manville Rd., Scarborough, 
Ont. OX 8-3691. 
Leetronics, Inc., 30 
Brooklyn, N.Y. 
William M. Hummel, P.O. Box 
190, 150 Pinewood Trail, Port 
Credit, Ont. CR 8-7666 (One. & 
Que). 
Legpa, 25 rue 
XVIlle, France. 
Emile Tasso Agencies, 
brooke St. /., Montreal, 
WE 3-8098. 
Lel, Inc., 380 Oak St., 
L.L, N.Y. 
E. G. Lomas, 
W., Ottawa, Ont. 


G. H. Leland, Inc., 

St., Dayton 2, O. 
Marsland Engrg. Ltd., 154 Vic- 
toria St. S., Kitchener, Ont. 
SH 5-9486. 


Lenz Co., 3301 Klepinger Rd., Day- 
ton, Ohio. 
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Toronto, Ont. 


3745 Bloor 
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Inc., Radio 
Gilbert St., 


5275 Van 


Grand 


E nerg., Corp. 
W., 


Main  St., 


Ganneron, Paris 


1509 Sher- 
Que. 
Copiague, 


227 Laurier Ave. 
CE 2-8504. 


123 Webster 
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Dycon Ltd., 25 Carson St., To- 
ronto 14, Ont. CL 9-8276. 
Leonische Drahtwerke 
Nuernberg, Germany. 
Lerco Electronics, Inc., 501 S 
Varney St., Burbank, Calif. VI 9- 


A.G., 


Airflite Components Co., 71 
Dixon Rd., Toronto 15, Ont. 
Lesa _ Construzzioni Elettromec- 

caniche, Milan, Italy. 
The Glendon Co. Ltd., 44 Wel- 
lington St. E., Toronto, Ont. 
EM 6-5673. 
Levinthal Electronics Prods., Inc., 
Stanford Industrial Pk., Palo Alto, 
Calif. 
Electromechanical Prods., Mark- 
ham Rd., Agincourt, Ont. AX 
3-7011. 
The Lewis Machine Co., 
76th St., Cleveland, Ohio. 
Empire Engrg. Co., 738 Dundas 
. E., Toronto, Ont. EM 4-2928. 
Rede Inc., 808 Western Ave., 
Glendale, Calif. 
Canadian Applied Research Ltd., 
1500 O’Connor Dr., Toronto 16, 
Ont. PL 9-2241. 
Licon Switch Div., Mlinois 
Works, 6606 West Dakin St., 
cago, Ill. 
Constellation Components Co., 
136 Tower Dr., Scarborough, 
Ont. PL 17-3359; and 17041 
ore at og St. Genevieve, Que. 
NA 6-567 
Liebel at Co., 111 E. 
Rd., Cincinnati, Ohio. 
X-Ray Radium Industries 
Ltd., 261 Davenport Rd., To- 
ronto, Ont. WA 3-0908 


Erik Lindgren Associates, 

4515 N. Ravenswood Ave., 

cago 40, Il. 
Atlas Instrument Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 

Line Electric Co., 271 South Sixth 

St., Newark 3, NJ. 
| ae MacQuarrie Sales, 46 St 
George St., Toronto 5, Ont. WA 
3-2455 and Eric Jeanes, 266 Au- 
brey St., Winnipeg, Man. SU 
3-5442. 

Ling Electronics Corp., 

St., Winchester, Mass. 
Mel Sales Ltd., Arnprior, Ont. 
Arnprior 400-401. 

Ling Systems, Inc., 11949 Vose St., 

N. Hollywood, Calif. 
Tele-Radio Systems Ltd., 3534 
Dundas St. W., Toronto 9, Ont 
RO 2-8224. 

Link-Gonset, Young Spring & 

Wire Corp., 801 S. Main St., Bur- 

bank, Calif. 

Lintronics Ltd., 47 Charing Cross 

Rd., London W.C.2, and 3-7 Kin- 

noul Rd., London 'w .6, England. 
Mechron Engrg. Prods. Ltd., 2437 
Kaladar Ave., Ottawa, Ont. RE 
3-3855; 2279 Yonge St., Toronto, 
Ont. HU 1-5639; 4206 St. Cathe- 
rine St., Montreal 6, Que. 

Littelfuse, Inc., 1865 Miner St., 

Des Plaines, Ill. 
Pitt Distributing Co. Ltd., 80 
George St., Toronto 2, Ont. 
EM 4-8268; Dave M. Lee Co 
Inc., 2517 Second Ave., Seattle 1, 
Wash. MA 2-5512 (B.C.); William 
Cohen Ltd., 8900 Tanguay St., 
Montreal, Que. DU 8-8201. 


Litton Industries, 960 Industrial 

Rd., San Carlos, Calif. 
Canadian Marconi Co., Elec- 
tronic Tube & Components Div., 
830 Bayview Ave., Toronto 17, 
Ont. HU 1-5221. 

Litton Industries, Components 

Div., 215 S. Fulton Ave., Mt. Ver- 
non, N.Y. and 13536 Saticoy St., 

Van Nuys, Calif. (Useco hardware). 
Lake Engrg. Co. Ltd., 123 Man- 
ville Rd., Scarborough, Ont. PL 
7-3253; Elcom Marketing Ltd., 
123° Manville Rd., Scarborough, 
Ont. OX 8-3691. 


Londex Ltd., 207 Anerley Rd., 

London S.E. 20, England. 
Electrovert Ltd., 265 Craig St. 
W., Montreal, Que. UN _ 1-1872; 
and P.O. Box 23, Stn. “N,” To- 
ronto, Ont. CL 5-4436. 


London Chemical Mfg. Co., 1535 

N. 3ist Ave., Melrose Park, IIl. 
Paisley Prods. of Canada Ltd., 
36 Upton Rd., Scarborough, Ont. 


3441 E. 


Tool 
Chi- 


Amity 


Inc., 
Chi- 
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PL 5-2216; 11767 Pelletier Ave., 

Montreal, Que. DA 2-4756. 
London Electrical Mfg. Co. 
Beavor Lane, Hammersmith, 
don W. 6, England. 

Desser E-E Ltd., 441 St. 

cois Xavier, Montreal 1, 

VI 5-6570. 

Lorain Prods., Lorain, O. 
Hackbusch Electronics Ltd., 23 
Primrose Ave., Toronto 4, Ont. 
LE 1-2453; Automatic Electric 
Sales (Canada) Ltd., 185 Bartley 
Dr., Toronto 16, Ont. PL 7-2861. 

Lord Mfg. Co., 1635 W. 12th St., 

Erie 6, Pa. 

Railway & Power Engrg. Corp. 
Ltd., 3745 St. James St. W., 
Montreal 30, Que. WE 3-6741. 

I h werk, D Idorf, Ger- 

many. 

A. C. Wickman Ltd., 1425 
Queensway, Toronto 14, Ont. 
CL 9-2311. 

Lovejoy Flexible 

Chicago, Ill. 
Irving Smith Ltd., 2095 Madison 
Ave., Montreal 28, Que. HU 
4-1153. 

Low Moor Alloy Steelworks Ltd., 

Low Moor, Bradford, Yorks, 

England. BR 77331/5. 

Lowell Mfg. Co., 3030 Laclede Sta- 

tion Rd., St. Louis 17, Mo. 

Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 

Lumite Div., Chicopee —, Inc., 

47 Worth St., New York 13, N.Y. 

C. Kahnert Sales Co. 'Ltd., 73 
Crockford Blvd., Scarborough, 
Ont. PL 17-5171 and Box 885, 
Montreal, Que. CR 1-9858. 

Lundey Associates, Inc., 694 Main 

St., Waltham 54, Mass. 

The Glendon Co. Ltd., 44 Wel- 
lington St Toronto, Ont. 
EM. 6-5673. 

Lustraphone Ltd., St. 

Works, Regents Park Rd., 

N.W.1, England. 
E.M.1.-Cossor Electronics Ltd., 
301 Windsor St., Halifax, N.S., 
4-6487; also at Montreal & To- 
ronto; D & B Sound & Signals, 
Inc., 39 Notre Dame St. E., 
Montreal 1, Que. UN 7-7141; 
Industrial and Institutional Com- 
munications Ltd., 29 McNaugh- 
ton Ave., Wallaceburg, Ont. MA 
7-2132; E. N. Woolley & Asso- 
ciates, 48 Algie Ave., Toronto 18, 
Ont. CL 9-6261. 

The Lux Clock Mfg. Corp., 

son St., Waterbury, Conn 
L. H. Frost (Canada) Ltd., P.O. 
Box 425, Oakville, Ont. VI 4- 
6681. 


Luxor Radio 

den. 

Smyth Electronic Components Ltd., 

380 Craig St. W Montreal, Que. 

AV 8-6281 

Lynch Carrier Systems, 

Bryant St., San Francisco 7, Calif. 
Northern Electric Co. Ltd., 1600 
Dorchester St. W., Montreal. 
Que. WE 7-6071 


M 
M B Mfg. Co., Division of Tex- 
tron, Inc., 1060 State St., New 
Haven 11, Conn. 
Upton Bradeen & James Litd., 
890 Yonge St., Toronto 5, Ont. 
WA 4-5751. Branches in princi- 
pal cities across Canada. 
M-F Electronics Co., 122 E. 
St., New York 10, N.Y. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. UN 6- 
7367, also at Ottawa & Toronto. 
M. T. E. Control Gear Ltd., Leigh- 
on-Sea, Essex, England 
Mechron Engrg. Prods. Ltd., 2437 
Ave., Ottawa, Ont. RE 
; 2279 Yonge St., Toronto, 
J 1-5639; 4206 St. Cathe- 
rine St W., Montreal 6, Que. 
MacDonald & Co., 1324 Ethel St., 
Glendale 7, Calif. 
Atlas Radio Corp. Ltd., 50 Win- 
gold Ave., Toronto 19, Ont. 
RU 1-6174., 
Machinery Electrification, Inc., 56 
Hudson St., Northboro, Mass 
Dominion Electrohome Inds. 
Ltd., Technical Prods. Div., 140 
Mansion St., Kitchener, Ont. SH 
3-0271 


Ltd., 
Lon- 
Fran- 
Que. 





Coupling Co., 


Georges 
London 


John- 
Swe- 


A/B, Motala, 


Inc., 695 


25th 


Machlett Labs., Inc., 
St., Springdale, Conn. 
Canadian Marconi Co., 830 
Bayview Ave., Toronto, Ont. 
HU 1-5221; X-Ray & Radium 
Industries Ltd.. 261 Davenport 
Rd., Toronto, Ont. WA 3-0908; 
J. B. Pritchard, 11 Franklin Ave., 
Willowdale, Ont. BA 1-9311. 
Magna-Tech Electronic Co., 1600 
Broadway, New York, N.Y. 
Applied Electronics, 434 Church 
St.. Mimico, Toronto 14, Ont 
CL 1-8451 
Magnasync Mfg. 
suma Ave., N. 
Alex L. Clark Ltd., 
St. W., Toronto 18, 
3303. 
Magnavox Co., 


1063 Hope 


Co., 5546 Sat- 
Hollywood, Calif. 
3745 Bloor 
Ont. BE 1- 
Fort Wayne, 4, 

Electronic Enterprises 

1514 Eglinton Ave. W., 
Toronto 10, Ont. RU 3-6576 & 
6676. 


Midwestern In- 
& Sheridan, 


Magnecord Div., 
struments, Inc., 41 St 
Tulsa, Okla 
Magnecord Canada Ltd., 3745 
Bloor St. W., Toronto 18, Ont. 
1-3303; 


Magnecraft Electric Co., 3352 W. 
Grand Ave., Chicago 51, Ill, EV 
4-6868. 

Magnetic Core Cars, 
Newburgh, N.Y. NE 
Magnetic Metals Co., Hayes Ave. 
at 2ist St., Camden & De 
WO 4-7842 
Magnetics, Tee., 
Pa. 73-787. 

George M 


John St., 
5116 


Box 391, Butler, 


Fraser Ltd., 1554 
Yonge St., Toronto 7, Ont 
Magnetronics, Inc., 49 W. 

St.. New York 36, N.Y. 
Instantaneous Recording Serv- 
ices, 42 Lombard St., Toronto 1, 
Ont. EM 3-5767. 

Magtrol, Inc., Buffalo, N.Y 
Canavia Engrg. & Sales Co., Mal- 
ton, Ont., BU 6-2241 and 902 
Ducharme Rd., Windsor, Ont 


Majestic Winding Co., Bourne- 

mouth, England 
Industrial & Institutional Com- 
munications Ltd., 29 McNaugh- 
ton Ave., Wallaceburg, Ont. 
MA 77-2131; E. N. Woolley & 
Associates, 48 Algie Ave., To- 
ronto 18, Ont. CL 9-6261. 

Malco Tool & Mfg. Co., 4025 W. 

Lake St., Chicago 24, IIL. 
Eric Marsland & Co., 824 Vic- 
toria St. N., Kitchener, Ont. SH 
5§-8310; Paramount Agencies, 3131 
Western Ave., Seattle 1, Wash 
AT 4-1840 (Alta. & B.C.) 


P. R. Mallory & Co., Inc., 28 S. 

Gray St., Indianapolis 6, Ind. 
Johnson Matthey & Mallory 
Ltd., 110 Industry St., Toronto 
15, Ont. RO 2-7201. (Metallurgi- 
cal prods. only); 

. Simmonds & Sons Ltd., 

100 Merton St., Toronto, Ont. 
HU 5-9111. 

Mandex Mfg. Co., Inc., 

48th St., Chicago, Il 
Eric Marsland & Co., 824 Vic- 
toria St. N., Kitchener, Ont. SH 
5-8310 

Manheim Mfg. 

Manheim, Penn. 
Martin Industrial Sales Ltd., 
P.O. Box 463, Hamilton, Ont. 
JA 2-1716. 


Manson Labs., Inc., 375 Fairfield 

Ave., Stamford, Conn. DA 5-1391 
Electrodesign, 736 Notre Dame 
St W., Montreal, Que. UN 
6-7367; also at Ottawa and To- 
ronto 


45th 


2614 W 


& Belting Co., 


Marco Industries Co., 207 § 
Helena St., Anaheim, Calif. (West) 
RVA, Room G.7, Marine Bidg., 
355 Burrard St., Vancouver 1, 
B.C. MU 1-3367 


Marconi Instruments Litd., Lone- 
acres, St. Albans, Herts., England 


Marconi’s Wireless Telegraph Co. 
Ltd., Marconi House, Chelmsford, 
Essex, England. 


Marion Electrical Instrument Co., 

Grenier Field, Manchester, N.H. 
Elder Electronics, 3220 Robert 
St., Burlington, Ont. NE 4-0511. 
(Ont. & Que.) 
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U. S., U. K. and Other Manufacturers 


Mark-Tex Corp., 453 West 17th 

Street, New York 11 ole 
Hope Machinery Co., 200 Dal- 
housie St., Toronto 2. Ont. EM 
3-8579. 

Marsco Mfg. Co., Chicago, IIl. 
R. W. Stark, P.O. Box 185, 32 
Plaunt St., Renfrew, Ont. HE 2- 
4358. 


Marvel Engrg. Co., 7227 N. Ham- 

lin Ave., Chicago 45, Ill. 
Dycon Ltd., 25 Carson St., To- 
ronto 14, Ont. CL 9-8276. 

Master Mobile Mounts, Inc., 1306 

Bond St., Los Angeles 15, Calif. 
Robert J. Buckland Co., 56 Water 
St., Chatham, Ont. EL 4-3106 
(East). 

Mastra Mfg. Co., 2104 Superior 

Ave., Cleveland, Ohio. 
Tenatronics Ltd., Davis Dr. E., 
P.O. Box 659, Newmarket, Ont. 
TW 5-4583. 

Matsushita Electric Industrial Co., 

Tokyo, Japan. 

Maury & Associates, Inc., 

Mills Ave., Montclair, Calif. 
Tele-Radio Systems Ltd., 3534 
Dundas St. W., Toronto 9, Ont. 
RO 2-8224. 

Maurey Instrument Corp., 7924 S. 

Exchange Ave., Chicago 17, Ill. 
Burlec Sales Ltd., 45 Northline 
Rd., Toronto, Ont. PL 5-3377 
and 1179 Decarie Blvd., Mont- 
real, Que. RI 4-0165. 


Max Egon Becker, Autoradiowerk, 

Rueppurrerstrasse 23, Karlsruhe, 

Germany. 
Geerz & Holm Canada Ltd., 629 
Denman, Vancouver 5, B.C. MU 
3-5233. 

W. L. Maxson Co., Langevin Am- 

plifier Div., 47 Austell Pl., Long 

Island City, N.Y. 
Engineered Sound Systems Ltd., 
169 Kipling Ave. S., Toronto 18, 
Ont. BE 3-2155 

Mayfair Molded Prods. Corp., 3700 

N. Rose St., Schiller Park, Ill. 
John S. Plewes Co., 52 Hum- 
bercrest Blvd., Toronto 9, Ont. 
RO 9-2051. 

McIntosh Lab. Inc., 2 

St., Binghamton, N.Y. 
E. S. Gould Sales Co., 
Nicholas St., Montreal, Que. 
AV 8-5225; London, Winnipeg 
and Vancouver. Douglas Randall 
(Canada) Limited, 126 Manville 
et Scarborough, Ont. PL 

McLean Engrg. Labs., P.O. Box 

oy, 70 Washington Rd., Princeton, 


Co. Ltd., 
Ont. 


10373 


Chambers 


353 St. 


Northern Radio Mfg. 
1950 Bank St., Ottawa, 
RE 3-4440. 
MeMillan Industrial Corp., Brown- 
ville Ave., Ipswich, Mass. EL 
6-2926 
Tim-Com 
Montreal 
Que. ME 
The McMurdo Instrument Co. 
Ltd., Ashtead, Surrey, England. 
Pfeiffer Electronic Labs., Box 
316, Trenton, Ont. EX 2-3498. 
Measurements Div., McGraw-Edi- 
son Co., Box 180, Boonton, N.J. 
H. Roy Gray Ltd., 44 Danforth 
Rd., Toronto, Ont. OX 1-1131. 
Mechanical Prods., Inc., 1824 
River St., Jackson, Mich. 
Adams Engrg. Ltd., 1500 St. 
Catherine St. W., Montreal 16, 
Que. WE 3-6857. 


Mechanical Steel Tubing, Inc., 500 
og tid St., Bronx 59, New York, 


Reg’d., 


Engineering Ltd., 
Airport, Montreal 33, 


Associates 
of Wales Ave., 
Que. HU 6-1475. 


37a Commercial Rd., 
Surrey, England. 
Electronic Enterprises 
1514 Eglinton Ave. W.., 
Ont. RU 3-6576 & 


Ben Manis 
5317 Prince 
Montreal 29, 


Medelec Ltd., 

Woking, 
Conway 
Reg’d., 
Toronto 10, 
6676. 


Medical Electronics Development 
Co., 400 Northern Bivd., Great 
Neck, L.I., N. 
X-Ray & Radium Industries Ltd., 
261 Davenport Rd., Toronto, 
Ont. WA 3-0908. 
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Megatron Ltd., 115A Fonthill Rd., 
London N.4., England. 
Tecneek Associates, 1405 Bishop 
St., Montreal 25, Que. VI 4-4874. 
G.T. Meillon, New York, N.Y. 
Electromechanical Prods., Mark- 
ham Rd., Agincourt, Ont. AX 3- 
7011. 
Menlo Park Engrg., 721 Hamilton 
Ave., Menlo Park, Calif. 
Radionics Ltd., 8230 Mayrand 
St., Montreal 9, Que. RE 3-3937. 
Mepco, Inc., 35 Abbett Ave., Mor- 
ristown, N.J. 
R-O-R_ Associates Ltd., 1470 
Don Mills Rd., Don Mills, Ont. 
HI 4-4429 (East); Ray Johnston 
Co., 1011 East 69th St., Seattle 
15, Wash. LA 4-5170. 
Merco Recording Co., Inc., 135- 
11, 135th Ave., S. Ozone Park 20, 
New York. 
Norris Burgess, 418 Mt. Pleasant 
Rd., Toronto 7, Ont. HU 9-1854. 
Meridian Metalcraft, Inc., 8739 S. 
Millergrove Dr., Whittier, Calif. 
OX 2-3761. 
Merit Coil & Transformer Corp., 
2027 Sherman St., Hollywood, 
Miami, Fla. 
C. M. Robinson Co., 1550 Erin 
St., Winnipeg 3, Man. SU 
4-1855-6 (Lakehead West). 
Mess & Wiegetchnik GmbH, Paul 
Graefe, Wenningsen/Deister, W. 
Germany. 
6-1434. 
The J. W. Ellis 
Richmond St. E., 
EM 6-1434. 
Metal Works, Inc., 
Ave., Hermann, Mo. 
R. C. Kahnert Sales Co. Ltd., 73 
Crockford Blvd., Scarborough, 
Ont. PL 7-5171 and Box 885, 
Montreal, Que. CR 1-9858. 
Metals & Controls Corp., 34 For- 
est St., Attleboro, Mass. 
Lloyd B. Jones, 77 Humber- 
crest Blvd., Toronto 9, Ont. 
RO 9-4445. 


Metallics, Inc., 
Willard Spenser Co., 
Ave., Windsor, Ont. 
(Ont. & Que.). 

Methode Mfg. Corp., 7447 W. 

Wilson Ave., Chicago 31, II. 

P. J. Heenan Ltd., 669 Bayview 
Ave., Toronto 17, Ont. HU 
1-2291 (East). 

Metra Corporation, 

Czechoslovakia. 
Conway Electronic Enterprises 
Reg’d., 1514 Eglinton Ave. we 
Toronto 10, Ont. RU 3-6576 & 
6676 

Metrawatt A.G., Nurnberg, Schop- 

pershofstr. 50-54, Germany. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. UN 
6-7367, also at Ottawa & 
Toronto. 

Metrix Instruments Ltd., France. 
Conway Electronic Enterprises 
Reg’d., 1514 Eglinton Ave. ‘ 
Toronto 10, Ont. RU 3-6576 & 
6676. 

Metronix, Inc., 75 Wilson Mills Rd., 

Chesterland, Ohio. HA 3-4440. 4 
Electromechanical Prods., Mark- 
ham Rd., Agincourt, Ont. AX 
3-7011. 

Metropolitan - Vickers 

Co, Ltd., Trafford Park, 

chester 17, England. 
Canadian Westinghouse Co. 
Ltd., Head Office, 286 Sanford 
Ave. N., Hamilton, Ont. JA 
7-0271. Branches in _ principal 
cities across Canada; Conway 
Electronic Enterprises Reg’d., 
1514 Eglinton Ave. W., Toronto 
10, Ont. RU 3-6576 & 6676 
(Electron microscopes). 

Mica ie 4031 Elenda St., Cul- 

ver City, Calif. 

E. S. Gould Sales Co., 353 St. 
Nicholas St., Montreal, ‘Que. AV 
8-5225 


Industries, 80 
Toronto, Ont. 


9 Jefferson 


Onalaska, Wis. 
3238 Curry 
YO 9-1332 


Prague VII, 


Electrical 
Man- 


Micafil Ltd., Zurich, Switzerland. 
Brown Boveri (Canada) Ltd., 
1015 Beaver Hall Hill, Montreal, 
Que. UN 6-4961. 

Micamold Electronics Mfg. Corp., 

1087 Flushing Ave., Brooklyn, 

N.Y. 


General Instrument — F. W. 
Sickles of Canada Ltd., 151 
Weber St. S., P.O. Box 408, 
Waterloo, Ont. SH 4-8101. 


The Micanite & Insulators Co. 

Ltd., Empire Works, Waltham- 

stow, London E.17, England. 
Electrovert Ltd., 265 Craig St. 
W., Montreal, Que. UN a. -1872; 
and P.O. Box 23, Stn. “1? To- 
ronto, Ont. CL 5-4436. 

Mico Instrument Co., 80 Trow- 

bridge St., Cambridge 38, Mass. 

KI 7-8660. 

Micro-Methods Ltd., East Ardsley, 

Wakefield, Yorks, England. 
Conway Electronic Enterprises 
Reg’d., 1514 Eglinton Ave. W., 
Toronto 10, Ont. RU 3-6576 & 
676. 


Micro-Poise Engineering & Sales, 
Detroit, Mich. 
Canavia Engrg. & Sales Co., Mal- 
ton, Ont. BU 6-2241 and 902 
Ducharme Rd., Windsor, Ont. 
Micro-Test, Inmc., Los Angeles, 
Calif. 
A. C. Wickman Ltd., 1425 
Queensway, Toronto 14, Ont. CL 
9-2311 
Microdot, Inc., 220 Pasadena Ave., 
S. Pasadena, Calif. 
R-O-R Associates Ltd., 1470 Don 
Mills Rd., Don Mills, Ont. HI 
4-4429; Lake Engrg. Co. Ltd., 123 
Manville Rd., Scarborough, Ont. 
PL 7-3253; Elcom Marketing 
Ltd., 123 Manville Rd., 
borough, Ont. OX 8-3691. 
Microdyne, 300 W. Washington Si., 
Chicago 6, Ill. 
Computing Devices of Canada 
Ltd., P.O. Box 508, Ottawa 4, 
Ont. TA 8-2711. 
Microlab, 71 Okner Pkwy., 
ingston, N.J. 
Microtran Co., Ime., 145 E. 
Mineola Ave., Valley Stream, L.L., 
N.Y 


= «. 


Scar- 


Liv- 


Gould Sales Co., 353 St. 
Nicholas St., Montreal, Que. AV 
8-5225: Douglas Randall (Can- 
ada) Ltd., 126 Manville Rd., 
Scarborough, Ont. PL 9-2291 

Microwave Associates, Inc., North- 

west Industrial Park, Burlington, 


, 227 Laurier Ave., 
Ont. CE 2-8504. 


Development  Labs., 
Babson Park 


W., Ottawa, 


Belesonnve 

Inc., 92 Broad St., 

57, Mass. 
Dage Corp., 219 E. 
New York, N.Y. MU 

Microwave Instruments Ltd., West 

Chirton Industrial Estate, North 

Shields, Northumberland, England. 
Avionics Ltd., Stone Rd., Box 
200, Niagara-on-the-Lake, Ont. 
HO 8-3632. 

Mid Eastern Electronics, 32 Com- 

merce St., Springfield, N.J. 
John R. Tilton Ltd., 51 Mc- 
Cormack St., Toronto 9, Ont. 
RO 9-1129. 

Midget Louver Co., 6-8 Wall St., 

Norwalk, Conn. 
Delton Corp., 430 Birchmount 
Rd., Toronto 13, Ont. OX 9-9366; 
W. D. Gray & Co., Main & 
Second Ave., Vancouver, B.C 
EX 1545; The Feron Co., Kempt 
Rd., Halifax, N.S. ,4-6475. 

James Millen Mfg. Co., Inc., 150 

Exchange St., Malden 48, Mass. 
H. Roy Gray, Co. Ltd., 44 Dan- 
forth Rd., Toronto 13, Ont. OX 
1-1131. 

J. W. Miller Co., 5917 S, Main 

St., Los Angeles 3, Calif. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 

Miller Electric Mfg. Co., 

Bounds St., Appleton, Wis. 
Canadian Liquid Air Co. Ltd., 
1111 Beaver Hall Hill, Montreal, 
Qué. UN 6-4781. 

Miller Harris Instrument Co., 601 

E. Ogden St., Milwaukee, Wis. 
Willard Spenser Co., 3238 Curry 
Ave., Windsor, Ont. YO .9-1332 
(Ont. & Que.). 

M. A. Miller Mfg. Co., 4th and 

Church Sts., Libertyville, Ill. 
Atlas Radio Corp. Ltd. 50 


44th St, 


2-6755. 
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Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 
K. Miller Tool & Mfg. Co., 8 
Cass St., Springfield 4, Mass. 
Len Finkler Ltd., 1794 Avenue 
Rd., Toronto 12, Ont. RU 1-5232. 
Millivac Instruments, Div. of Cohu 
Electronics, P.O. Box 997, 2315 
a Ave. (Carman), Schenectady, 
i & € 


Instronics Ltd., P.O. Box 100, 
Stittsville, Ont. Hazeldean 156 
and 21 Benleigh Dr., Scar- 
borough,, Ont. AX 3-7806. 
Milman Engrg. Co., 1831 Pontius 
Ave., Los Angeles, Calif. 
Tecneek Associates, 1405 Bishop 
St., Montreal 25, Que. VI 4-7874. 
Milwaukee Resistor Co., 700 Vir- 
ginia St., Milwaukee, Wis. 
Norris Burgess, 418 Mt. Pleasant 
Rd., Toronto 7, Ont. HU 9-1854. 


Miniature Precision Bearings, Inc., 
Precision Park, Keene, N.H. 
Lyman Tube & Bearings Ltd., 
(Offices in Montreal, Toronto, 
London, Hamilton, Winnipeg, 
Vancouver). 


Minifon, Germany. 
Emerson Sales Ltd., 
ander St., Vancouver 
MU 1-6418 (West). 


Minneapolis-Honeywell Regulator 
Co., 2573 Fourth Ave. S., Min- 
neapolis 8, Minn. 
Honeywell Controls Ltd., Van- 
derhoof Ave., Toronto 17, Ont. 
HU 9-2151; Conway Electronic 
Enterprises Reg’d., 1514 Eglinton 
Ave. W., Toronto 10, Ont. RU 
3-6576 & 6676 (Rubicon instru- 
ments & Brown recorders). 
Mitronics, Inc., 1290 Central Ave., 
Hillside, N.J 
Samuel C. Hooker (Canada) Ltd., 
2425 Grand Blvd., Montreal, Que. 
HU 8-8321 and 4126 Bathurst St., 
Downsview, Ont. ME 5-1470. 
Mohawk Business Machines Corp., 
944 Halsey St., Brooklyn 33, N.Y. 
Instantaneous Recording Services, 
42 Lombard St., Toronto 1, Ont. 
EM 3-5767. 
Molded Fiberglass 
4301 Benefit Ave., 
bula, Ohio 
Paisley Prods. of Canada Ltd., 
36 Upton Rd., Scarborough, Ont. 
PL 5-2216; 11767 Pelletier Ave., 
Montreal, Que. DA 2-4756. 
Mole-Richardson Co., 937 N. Syca- 
more Ave., Hollywood 38, Calif. 
Alex L. Clark Ltd., 3745 Bloor 
St. W., Toronto 18, Ont. BE 
1-3303. 
Montgomery Mfg. Co., 208 S. Main 
St., Owensville, Ind. SA 4-2505. 
Moody Machine Prods., 42 Dudley 
St., Providence 5, R.I 
Len Finkler Ltd., 
Rd., Toronto 12, Ont. RU 
Moog Servocontrols, Inc., 
Airport, East Aurora, N.Y 
Constellation Components Co., 
136 Tower Dr., Scarborough, 
Ont. PI 7-3359; and 17041 
Omega PIl., St. Genevieve, Que 
NA 6-5673 
Moore Associates, Inc., 2600 
Spring St., Redwood City, Calif. 
Tecneek Associates, 1405 Bishop 
St., Montreal 25, Que. VI 4-7874; 
Tele-Radio Systems Ltd., 3534 
Dundas St. W., Toronto 9, Ont 
2-8224; Petro-Automation 
Industries Ltd., P.O. Box 72, 
Edmonton, Alta. GL 5-3673. 
Moran Prods. Co., 2925 E. 
St.. Cleveland, Ohio. 
Tenatronics Ltd., P.O. 
Davis Dr. E., Newmarket, 
TW 5-4583. 
Morhan Exporting Corp., 458 
Broadway, New York 13, N.Y. 


Morrison Recording Labs., 120 S. 

Batavia Ave., Batavia, Ill. 
Instantaneous Recording Ser- 
vices, 42 Lombard St., Toronto 
1, Ont. EM 3-5767. 


Morrow Radio Mfg. Co., 
Box 1627, 2794 Market St., Salem, 
Ore. 
Tele-Radio Systems Ltd., 3534 
Dundas St. W., Toronto 9, Ont. 
RO 2-8224. 
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F. L. Moseley Co., 409 N. Fair 

Oaks Ave., Pasadena, Calif. 
R-O-R Associates Ltd., 1470 Don 
Mills Rd., Don Mills, Ont. HI 
4-4429 and a Bivd., 
Montreal, N.D.G., 
1-0700 (East); ARVA, Roam G.7, 
Marine Bidg., 355 Burrard St., 
Vancouver 1, B.C. MU 1-3367 
(West). 

Moses Electronics, 330 Locust St., 

P.O. Box 58, Hartford 1, Conn. 
Canadian Charts & Supplies 
Ltd., P.O. Box 34, Oakville, 
Ont. VI 5-4204 & Toronto EM 
6-7182; 1124 St. Antoine St., 
Montreal 3, Que. UN 6-1152. 


Mosley Electronics, Inc., 8622 St. 

Charles Rock Rd., St. Louis 14, 

Mo. 
Ron Merritt Co., Room G.7, 
Marine Bldg., 355 Burrard St., 
Vancouver 1, B.C. MU 1-3367 
(West); John R. Tilton Ltd., 51 
McCormack St., Toronto 9, Ont. 
RO 9-1129; Robert J. Buckland 
Co., 56 Water St., Chatham, Ont. 
EL 4-3106 (East). 


Donald P. Mossman, Inc., P.O. 
Box 265, Brewster, N.Y. 
Burlec Sales Ltd., 45 Northline 
Rd., Toronto 16, Ont. PL 5-3377 
and 1179 Decarie Blvd., Mont- 
real, Que. RI 4-0165. 


Motor Gear & Engineering, Chad- 

well Heath, Essex, England. 
Lyman Tu & Bearings Ltd., 
5420 Pare St., Montreal 16, Que. 
RI 8-6953. 


Motor Generator Corp., Troy, O. 
Aviquipo of Canada Ltd., 636 
St. Paul St. W., Montreal 3, 
Que. UN 6-4067 and 109 Eglin- 
«3 Ave. E., Toronto, Ont. HU 
“1211. 


Motorola, Inc., Comm. & Elec- 
tronics Div., 4501 Augusta Blvd., 
Chicago 51, II. 


Motorola, 
Prods. Div., 
Rd., Phoenix, 
Blvd., Ridgefield, N.J., 
(East); 4900 Flournoy St., 
44, Ill. ES 9-5200 (Central); 
Ivar Ave., Hollywood 28, 
HO 2-0821 (West). 
Mucon Corp., 9 St. Francis St., 
Newark, N.J. 

John Herring & Co. Ltd., 3468 

Dundas St. W., Toronto 9, Ont. 

RO 2-9824. 


Mueller Electric 
3ist St., Cleveland 
1-5225 

Mueller Lab., 1052 N. Allen Ave., 
+ Calif. SY 7-0909, RY 
Muirhead & Co. Ltd., Beckenham, 
Keut, England. 

Muirhead Instruments Ltd., 677 
Erie St., Stratford, Ont. 3717-8. 


Mullard Overseas Ltd., Mullard 
House, Torrington Place, London, 
W.C. 1, Engiand. 
The Glendon Co. Ltd., 44 Wel- 
lington St. E., Toronto. Ont. 
EM 6-5673. 
Multicore Solders Ltd., Hemel 
Hempstead, Herts., England. 
Chas. W. Pointon Ltd., 66 Racine 
Rd., Rexdale, Ont. 
Multi-Products Co., 21470 Coolidge 
Hwy., Oak Park, Mich 
Robert J. Buckland Co., 56 
Water St., Chatham, Ont. EL 
4-3106 (East). 
Multitone Electric Co. Ltd., 12-20 
Underwood St., London N. 1, Eng- 


land. 
Multitone of Canada Ltd., 24 
Merton St., Toronto 7, Ont. 
HU 1-0731. 
Murata Mfg. Co. Ltd., 1 Hinooka 
Yamashina, Higashiyama - ku, 
Kyoto. 
The Murdock. Corp., 
St.. Chelsea South, 
3-0076. 
Murex Ltd., Glos., 
England. 
Paisley Prods. of Canada Ltd., 
36 Upton Rd., Scarborough, Ont. 
PL 5-2216; 11767 Pelletier Ave., 
Montreal, Que. DA 2-4756. 
Murphy & Miller, Inc., 628 W. 
Taylor St., Chicago 7, Ill HA 
7-8900. 


Inc., Semiconductor 
5005 E. McDowell 
Ariz.; 540 Bergen 
WH 5-7500 
Chicago 
1741 
Calif. 


Co., 1583 E. 
14, O. PR 
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Radio Ltd., Electronics 


Murphy 
Div., Welwyn Garden City, Herts., 
England. 


Tele-Radio Systems Ltd., 3534 
Dundas St. W., Toronto 9, Ont. 
RO 2-8224. 


N 


NJE Corp., 345 Carnegie Ave., 

Kenilworth, N.J. CH_ 1-1500. 
Radionics Ltd., 8230 Mayrand 
St., Montreal 9. Que. RE 3-3937. 

NRC Equipment Corp., 

Charlemont St., Newton 61, Mass. 
Winnett Boyd, Ltd., 745 Mt. 
Pleasant Rd., Toronto 7, Ont. 
HU 1-3722. 

Nagard Ltd., 18 Avenue Rd., Bel- 

mont, Surrey, England. 
Electrodesign, 763 Notre Dame 
St. W., Montreal, Que. UN 
6-7367, also at Ottawa & To- 
ronto. 

Nagaoka Mfg. Co., Tokyo, Japan. 
S. H. Parker Co., 1044 Bathurst 
St., Toronto 4, Ont. LE 4-1802. 

Nalder Bros. & Thompson Ltd., 

97 Dalston Lane, London E. 8, 

England. 

E.C.C. Canada Ltd., 66 Colville 
Rd., Toronto 15, Ont. CH 
4-6455-6. 

Narda Microwave Corp., 160 

Herricks Rd., Mineola, N.Y. 
Mel Sales Ltd., Arnprior, Ont. 
400. 


Narda Ultrasonics Corp., 
Herricks Rd., Mineola, L.1., 
Conway Electronic Enterprises 
Reg’d., 1514 Eglinton Ave. W.., 
Toronto 10, Ont. RU 3-6576 & 
6676; Ray Johnston Co., 1011 
East 69th St., Seattle 15, Wash. 
LA 4-5170 (B.C.); Mel Sales 
Ltd., Arnprior, Ont. Arnprior 

400-401. 
Nash and Thompson Ltd., Oak- 
croft Rd., Chessington, Surrey, 
England. 
Emille Tasso 
Sherbrooke St. 
Que. WE 3-8098. 
National Co., Inc., 61 
St.. Malden 48, Mass. 
Canadian Marconi Co., Elec- 
tronic Tube & Components Div., 
830 Bayview Ave., Toronto 17, 
Ont. HU 1-5221. 
National Electronics, Inc., 628 
North St., Geneva, IIl. 
Wholesale Radio & Electronics 
Ltd., 66 Orfus Rd., Toronto 19, 
Ont. RU 7-1271; and 86 — 
St., Orillia, Ont. FA 4-26 
National Instrument eg Inc., 
Washington, D.C. 
Canavia Enginecring & Sales Co., 
Malton, Ont. BU 6-2241; and 902 
Ducharme Rd., Windsor, Ont. 
National — . : 250 South 
St., Newark 5, N.J 
John S. Plewes 7. 52 Humber- 
crest Blvd., Toronto 9, Ont. RO 
9-2051. 
National Tel-Tronics Corp., 52 St. 
Casimir Ave., Yonkers, N.Y. YO 
8-6400. 
National Theatre Supply “we 92 
Gold St., New York 38, N.Y. 
General Sound & Theatre Equip- 
ment Ltd., 861 Bay St., Toronto 
5, Ont. EM 4-2438 
National Union Electric Corp., 
E. Bell St., Bloomington, II. 
The Ahearn & Soper Co. Ltd., 
384 Bank St., Ottawa 4, Ont. 
CE 6-9441, 
Natvar Corp., 211 Randolph Ave., 
Woodbridge, N.J. 
E. W. Playford, Ltd., P.O. Box 
E. Montreal 28, Que. HU 9- 
5383. 
R. W. Neill Co., Inc., 4320 Mont- 
rose Ave., Chicago, II. 
National Sound Services Ltd., 
1785 Bois Franc Rd., Montreal 
9, Que. RI 7-6515. 
Nems-Clarke Co., Div. of Vitro 
Corp. of America, 919 Jesup-Blair 
Dr., Silver Spring, Md. 
Electromechanical Prods., Mark- 
ham Rd., Agincourt, Ont. AX 
3-7011. 
Nesor Alloy Prods. Co., 282 Hal- 
sey St., Newark, N.J. 
Electronic Enterprises Ltd., 270 
Vitre St. W., Montreal, Que. UN 
1-1838. 
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Fabrik elektr. 


Joseph Neuberger, 
Ger- 


Méssinstrumente, Muenchen, 

many. 
7 age 736 Notre Dame 

, Montreal, Que. UN 

6.7367; also at Ottawa and To- 
ronto. 

P.K. Neuses, Inc:, 1103 W. Euclid 

Rd., Arlington Heights, Ill. 
Burlec Sales Ltd., 45 Northline 
Rd., Toronto 16, Ont. PL 5- 
3377 and 1179 Decarie Blvd., 
Montreal, Que. RI 4-0165. 


Neutronic Associates, 93-14 101 
Ave., Ozone Park 17, N.Y. VI 
17-7703. 
New England Nuclear Corp., 575 
Albany St., Boston 18, Mass. 
Radionics Ltd., 8230 Mayrand 
St., Montreal 9, Que. RE 3-3937. 
New England Transformer Co., 47 
McGrath Hwy., Somerville 43, 
Mass. 
Samuel C. Hooker (Canada) 
Ltd., 2425 Grand Blvd., Mont- 
real, Que. HU 8-8321 and 4126 
Bathurst St., Downsview, Ont. 
ME 5-1470. 
New London Instrument Co., Inc., 
82 Union St., P.O. Box 189, New 
London, Conn. 
Stark Electronic Sales Co., Ajax 
Ont. 125; Conway Electronic En- 
terprises Reg’d., 1514 Eglinton 
Ave. W., Toronto 10, Ont. RU 
3-6576. 
New York Coil Co., Inc., 40-48 
Second Ave., Phoenixville, Pa. 
Lake Engrg. Co. Ltd., 123 Man- 
ville Rd., Scarborough, Ont. PL 
7-3253; Elcom Marketing Ltd., 
123 Manville Rd., Scarborough, 
Ont. OX 8-3691. 
Newcastle Fabrics Corp., 80 Wythe 
Ave., Brooklyn 11, N.Y. 
Ww illiam Cohen Ltd., 
guay St., Montreal, Que. DU 
8-9201 (Que. & East); Len Finkler 
Lid, 1794 Avenue Rd., Toronto 
12, Ont. RU 1-5232. 
Newport Instruments (Scientific & 
Mobile) Ltd., Crawley Rd., New- 
port Pagnell, Bucks., England. 401. 
Newton Bros. (Derby) Ltd., 
Alfreton Rd., Derby, England. 
Aviation Electric Ltd., P.O. Box 
6102, 200 yom M ome 
Montreal 9, Que. RI 4-2 
The J. M. Ney Co., Box a. Sin 
ford 1, Conn. CH 2-2281 
Niagara Electric Sales Co., Inc., 
65 South Ave., Salamanca, N.Y. 
William M. Hummel, P.O. Box 
190, 150 Pinewood Trail, Port 
Credit, Ont. CR 8-7666. 
Non-Linear Systems, Inc., Del Mar 
Airport, Del Mar, Calif. 
Aeromotive Engrg. Prods. Ltd., 
147 Hymus Blvd., Pointe Claire, 
Montreal 33, Que. OX_ 17-0810; 
and 1912A Avenue Rd., Toronto, 
Ont. RU 3-4288; Burt C. Porter 
Co., 1209 Poplar PL. Seattle 44, 
Wash. EA 3-8330 (B.C.) 
Norddeutsche Mende Rundfunk 
GmbH, Diedrich Wilkenstrasse, 23, 
39/45 Bremen (Germany) 
Geerz & Holm Canada Ltd., 629 
Denman, Vancouver 5, B.C. MU 
3-5233. 
Norden Div., United Aircraft Corp., 
Commerce Rd., Stamford, Conn 
Canadian Pratt & Whitney, Air- 
craft Co. Ltd., P.O. Box 10, 
Longueuil, Montreal 23, Que. OR 
4-4941 


8900 Tan- 


Norma-Hoffman Bearings Corp., 

Stamford, Conn 
Lyman Tube 
5420 Pare St., 
RI 8-6953. 

North American Philips Co., Inc., 

Elmet Div., Lewiston, Maine. 
Associated Enterprises, 10729 
University Ave., Edmonton, Alta. 
and 3817 Hertford St., S. Burn- 
aby, B.C. (West). 

North Atlantic Industries, 

603 Main St., Westbury, L.L., 
Electrodesign, 736 Notre ‘Dame 
St. W., Montreal, Que. UN 
6-7367, also at Ottawa & To- 
ronto. 

North Electric Co., 553 S. Market 

St., Galion, O. 
Ericsson Telephone Sales of 
Canada Ltd., 130 Bates Rd., 
Montreal 8, Que. RE 1-6428. 


North Hills Electric Co., Inc., 402 
Sagamore Ave., Mineola, L.1., N.Y. 


& Bearings Ltd., 
Montreal 16, Que. 


Stark Electronic Sales Co., Ajax, 
Ont. 125; Conway Electronic 
Enterprises Reg’d., 1514 Eglinton 
Ave. W., Toronto 10, Ont. RU 
3-6576 & 6676. 

North Shore Nameplate Inc., 214- 

27 Northern Blvd., Bayside 61, 

N.Y. Bayside 4-4000. 

Northeast Scientific Corp., 617 

Concord Ave., Cambridge 38, 

Mass. 
Electromechanical Prods., Mark- 
ham Rd., Agincourt, Ont. AX 
3-7011. 

Northeastern Engrg., Inc., 25 S. 

Bedford St., Manchester, N.H. 
Computing Devices of Canada 
Ltd., P.O. Box 508, Ottawa 4, 
Ont. TA 8-2711. 

Northern Radio Co., 314 Beil St., 

Seattle, Wash. 
Tele-Radio Systems Ltd., 3534 
Dundas St. W., Toronto 9, Ont. 
RO 2-8224. 

Northern Radio Co., Inc., 143-145 

W. 22nd St., New York 11, N.Y. 
Northern Radio Mfg. Co. Ltd., 
1950 Bank St., Ottawa, Ont. RE 
3-4440. 


Norton Behr-Manning Ove 
Inc., One New Bond St., Worcester 
6, Mass. 
Behr-Manning (Canada) Ltd., 
2326 Dufferin St., Toronto, Ont. 
RU 2-1114. 
Nuclear Corp. of America, Inc., 
* Park Ave., New York 22, 


Associated Instrumentation & 
Controls Ltd., 2655 Bates Rd., 
Montreal 26, Que. RE 8-1167. 
Nuclear Corp. of America, Inc., 
Instrument Div., 9842 Manchester 
Rd., St. Louis, Mo. 
X-Ray & Radium Industries 
Ltd., 261 Davenport Rd., To- 
ronto, Ont. WA 3-0908. 
Nuclear Measurements Corp., 2460 
N. Arlington Ave., Indianapolis 18, 
Ind. 
Nucleonic Corp. of America, 196 
Degraw St., Brooklyn 31, N.Y. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. UN 6- 
7367, also at Ottawa & Toronto. 
Nucleonic Products Co., Inc., 1601 
Grande Vista Ave., Los Angeles 
23, Calif. 
Smyth Electronic 
Ltd., 380 Craig St. W 
Que. AV 8-6281. 
Nugent Electronics Co., 802 E. 
8th St., New Albany, Ind 
E. G. Lomas, 227 Laurier Ave. 
W., Ottawa, Ont. CE 2-8504 
Nutron Mfg. Co., Inc., 67 Muarce 
Ave., Staten Island, 
Stark Electronic Sales Co., 
Ont. 125. 
Conway 
Reg’d., 
Toronto 10, Ont. 
6676. 


Components 
, Montreal, 


Ajax, 


Electronic Enterprises 
1514 Eglinton Ave. W., 
RU 3-6576 & 
Nylon Molding Corp., Garwood, 
NJ 
A. Deskin Sales Co., 1091 14th 
St., St. Martin, Que. MU 1-0201 


oO 


O.M.1. Corp. of America, 286 

Fifth Ave., New York 1, N.Y. 
Computing Devices of Canada 
Ltd., P.O. Box 508, Ottawa 4, 
Ont. TA 8-2711. 

Oak Mfg. Co., 1260 N. € 

Ave., Chicago 10, II. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174; Radio Components 
Ltd., 50 Wingold Ave., Toronto 
19, Ont. OX 9-7747. 

Oaktron Industries, Hwy 

Monroe, Wis. 
Dage Corp., 
York, N.Y. MU 2-6755 

Offmer Electronics, 5320 N. Kedzie 

Ave., Chicago 25, Ill. 
X-Ray & Radium Industries Ltd., 
261 Davenport Rd., Toronto, 
Ont. WA 3-0908. 


Ohmite Mfg. Co., 

St., Skokie, Ill. 
C. M. Robinson Co., 
St.. Winnipeg 3, Man. SP 
4-1855-6 (Lakehead West); A. C. 
Simmonds & Sons Ltd., 100 
Merton St., Toronto, Ont. HU 
$-9111 (East). 


lybourne 


69 S., 
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U. S., U. K. and Other Manufacturers 


Oil-Dyne Inc., 2115 W. Marquette 
Rd., Chicago 36, Ill. 
John Best Co., 96 Kipling Ave. 
N., Islington, Ont. BE 1-7633. 
Olympic Screw & Rivet Corp., 
Downey, Calif. 
Railway & Power Engrg. Corp. 
Ltd., 3745 St. James St. W., 
Montreal 30, Que. WE 3-6741; 
and principal cities across Can- 
ada. 
Onondaga Pottery Co., Electronics 
Div., 1858 W. Fayette St., Syra- 
cuse, N.Y. 
Electrolabs, 7385 St. 
Blvd., Montreal, Que. 
6076. 
Opad Electric Co., 69 Murray St., 
New York 7, N.Y. BE 3-7548. 
Optica Corp., Milan, Italy. 
~— lm 736 Notre Dame 
W., Montreal, Que. UN 
6.7367: also at Ottawa and To- 
ronto. 
Optimized Devices, Inc., P.O. Box 
38, Gedney Stn., White Plains, 
N.Y. 


Lawrence 
CR 6- 


Optron Corp., 3526 State St., 
Santa Barbara, Calif. 
Upton Bradeen & James Ltd., 
890 Yonge St., Toronto 5, Ont. 
WA 4-5751. 
Oregon Electronic Mfg. Co., 2105 
S.E. 6th Ave., Portland 14, Ore. 
Electrodesign, 736 Notre Dame 
/., Montreal, Que. UN 6- 
7367, also at Ottawa & Toronto. 


Orradio Industries, Inc., Shamrock 
Circle, Opelika, Ala. 
Atlas Radio Corp. Ltd. 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 


Ortho Filter Corp., 

Ave., Paterson 2, N.J. 
J. J. MacQuarrie Sales, 46 St. 
George St., Toronto 5, Ont. WA 
3-2455 and Eric Jeanes, 266 Au- 
brey 5 St., Winnipeg, Man. SU 
3-5442 

Oryx Electrical Labs. Ltd., 9 Holm- 

brook Rd., Hendon, England. 
Len Finkler Ltd., 1794 Avenue 
Rd., Toronto 12, Ont. RU 1-5232 

John Oster Mfg. Co., Avionic 

Div., 1 Main St., Racine, Wis. 
Mr. C. W. Donnelly, 859 E. Fill- 
more Ave., E. Aurora, N.Y. 
(Ont. & Que.). 


Owen Labs., Inc., 55 Beacon PL, 
Pasadena, Calif. RY 1-6901. 
Oxford Electric Corp., 556 W. 
Monroe St., Chicago 6, Il. 
Atlas Radio Corp. Ltd., 50 
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Primo Sound Research Inc., Radio Corp. of America, Memory E. S. Gould Sales Co., 353 St. Reon Resistor Corp., 117 Stanley 
Tokyo, Japan. Cores Div., International Div., Nicholas St., Montreal, Que. AV Ave., Yonkers, N.Y. 
R. Mack & Co. Ltd., 7966 Gran- Clark, NJ. 8-5225: Telequipment Mfg. Co Precision Electronic Components 
ville St., Vancouver 14, B.C. Lake Engrg. Co. Ltd., 123 Man- Ltd.. Box 844, 729 Dundas St., (1956) Ltd., 50 Wingold Ave., 
KE 6894. ville Rd., Scarborough, Ont. PL London, Ont. GE 9-8871. Toronto 19, Ont. RU 1-6174, 


brey St., Winnipeg, 
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U. S., U. K. and Other Manufacturers 


Reproducers & Amplifiers Ltd., 
Wolverhampton, England. 
Astral Electric Co. Ltd. 44 
Danforth Rd., Toronto 13, Ont. 
OX 1-1131. 
Resin Industries Div., 
Chemicals, Santa Barbara, 
and N. Andover, Mass. 
Paisley Prods. of Canada Ltd., 
36 Upton Rd., Scarborough, Ont. 
PL 5-2216; 11767 Pelletier Ave., 
Montreal, Que. DA 2-4756. 
Resista, Landshut Bay, W. Ger- 
many. 
Resistance Prods. Co., 914 S. 
St., Harrisburg, Pa. 
Canadian Curtiss-Wright Ltd., 
1980 Sherbrooke St. W., Mont- 
real, Que. WE 7-6117. 
Resist Wholesalers Corp., 71 
Murray St., New York, N.Y. 
R. C. Kahnert Sales Co. Ltd., 
73  Crockford Blvd., 
ough, Ont. PL 7-5171. 
Reslo Sound Ltd., Romford, Es- 
sex, England. 
Smyth Electronic Components 
Ltd., 380 Craig St. W., Montreal, 
Que. AV 8-6281. 
Revere Corp. of America, North 
Colony Rd., Wallingford, Conn. 
Delta Aircraft Equipment Co., 
1798A Avenue Rd., Toronto 12, 
Ont. RU 3-7372. 
The Rex Corp., Hayward Rd., West 
Acton, Mass. 
L. A. Varah Ltd. (Westronic 
1451 Hornby St., 
Vancouver 1, B.C. MU 1-0104. 
Rheem Mfg. Co., 839 17th St. 
N.W., Washington 6, D.C. 
Rhein Sound Systems, 133 Hamilton 
St.. New Haven, Conn. 
R. C. Kahnert Sales Co. Ltd., 
73 Crockford Blvd., Scarbor- 
ough, Ont. PL 7-5171 (East). 
M. H. Rhodes, Inc., 30 Bartholo- 
mew Ave., Hartford 6, Conn. 
Sperry Gyroscope (Ottawa) Ltd., 
3 Hamilton Ave., P.O. Box 90, 
Ottawa, Ont. PA 8-4681. 
M. M. Rhodes & Sons Co., 
ton, Mass. 
Norris Burgess, 


Borden 
Calif. 


13th 





Engrg. Sales), 


Taun- 


] 418 Mt. Pleasant 
Rd., Toronto 7, Ont. HU 8-1854 

Ribet-Desjardins, 13 Rue Perier, 

Montrouge (Seine), France 
Electronic Television Equipment, 
Inc., Room 114, 5757 Decelles 
Ave., Montreal 24, Que. RE 
8-9095 

Richards Electrocraft, Inc., 4432 

N. Kedzie Ave., Chicago 35, Ill. 

Richmond Mica Corp., Richmond, 


a. 
P. N. Soden & Co. Ltd., 2143 
St. Patrick St., Montreal 22, Que 
WE 5-4602 and 41 Advance Rd., 
Toronto 18, Ont. BE 3-6289. 
John F. Rider Publisher, Inc., 116 
W. 14th St., New York, N.Y. 
Chas. W. Pointon Ltd., 66 
Racine Rd., Rexdale, Ont. 
7 Metals Corp., Buffalo, 


Railway & Power Engrg. Corp 
Ltd., 3745 St. James St. W., 
Montreal 30, Que. WE 3-6741; 
= principal cities across Can- 
ada. 


Riehle Testing Machines, Div. 
American Machine & Metals, E. 
Moline, Iil. 
A. C. Wickman Ltd., 1425 
Queensway, Toronto 14, Ont. 
CL 9-2311. 


Robert Rigby Ltd., 
land. 

Caldwell A/V Equipment Co. 
Ltd., 447 Jarvis St., Toronto, 
Ont. WA 2-2103. 


Rinco, Inc., 7962 S.E. 
Bivd., Portland 6, Ore. 
Beechey Enterprises, 1162 Main 
St. N., Weston, Ont. CH 4-8051. 


Ripley Co., Inc., Box 31, 1 Fac- 

tory St., Middletown, Conn. 
John Herring & Co. Ltd., 3468 
Dundas St. W., Toronto 9, Ont. 
RO 2-9824. 

Rivlin Instruments Ltd., Doman 


Rd., Yorktown Industrial Estate, 
Camberley, Surrey, England. 2507. 


London, Eng- 


Powell 


114 


Scarbor- . 


Roanwell Corp., 

Brooklyn 17, N.Y. 
Samuel C. Hooker (Canada) 
Ltd., 2425 Grand Blvd., Mont- 
real, Que. HU 8-8321 and 4126 
Bathurst St., Downsview, Ont. 
ME 5-1470. 

Robbins Aviation Corp., Los 

Angeles, Calif. 
Canavia Engrg. & Sales Co., Mal- 
ton, Ont. BU 6-2241; and 902 
Ducharme Rd., Windsor, Ont. 

Robertshaw-Fulton Controls Co., 
Instrument Div., Anaheim, Calif. 
Keith Mercer Co. 5165 
Sherbrooke St. W., Montreal, 
Que. DE 8411 and P.O. Box 
Station K, 876 Eglinton Ave. 
E., Toronto, Ont. HU 8-5831 
(Ont. & East). 

Robins Industries Corp., 36-27 

Prince St., Flushing 54, N.Y. 
E. S. Gould Sales Co., 353 St. 
Nicholas St., Montreal, Que. AV 
8-5225 

Robinson Aviation, Inc., Teter- 

boro Air Terminal, Teterboro, N.J. 
Aviation Electric Ltd., P.O. Box 
6102, 200 Laurentian’ Bilvd., 
Montreal 9, Que. RI 4-2811. 

Robot - Foto GmbH, Aachener 

Strasse 21, Dusseldorf, W. Ger- 

many. 
Canadian Applied Research Ltd., 
1500 O’Connor Dr., Toronto 16, 
Ont. PL 9-2241. 

S.A. Rochar Electronique, 51 rue 

Racine, Montrouge (Seine), 

France. ALE 00.03 & 00.07. 

Rocol Ltd., Leeds, England. 
W. R. Watkins Co. Ltd., 41 
Kipling Ave. S., Toronto 18, 
Ont. BE 3-2161. 

Rogan Bros., 8031 N. Monticello, 

Skokie, Ill. OR 5-1233. 

Rohde & Schwarz, Muenchen 9, 

Tassiloplatz 7, Germany. 
The Ahearn & Soper Co. Ltd., 
384 Bank St., Ottawa, Ont. CE 
6-9441. Conway Electronic Enter- 
prises Reg’d., 1514 Eglinton Ave 
W., Toronto 10, Ont. RU 3-6576 
& 6676. 

Rohn Mfg. Co., 116 Limestone, 

Bellevue, Peoria 5, A 

J. MacQuarrie Sales, 46 St 

George St., Toronto 5, Ont. WA 
3-2455 and Eric Jeanes, 266 Au- 
brey St., Winnipeg, Man. Sl 
3-5442. 


662 Pacific St., 
Y 


Rola-Celestion Ltd., Ferry Works, 
Thames Ditton, Surrey, England. 
Chas W Pointon Ltd., 66 
Racine Rd., Rexdale, Ont 
Roller-Smith Instruments Inc., 50 
Ave. L., Newark 1, N.J. 
John S. Plewes Co., 52 Hum- 
bercrest Blvd., Toronto 9, Ont. 
RO 9-2051. 
Ronette Acoustical Corp., 190 
Earle Ave., Lynbrook, N.Y 
Audio Tool & Engrg. Ltd., Jut- 
land Ave., Toronto 18, Ont 
Rosemount Engrg. Co., 9424 Lyn- 
dale Ave., Minneapolis 20, 
Minn. 
The Garrett Mfg. Corp. of Can- 
ada Ltd., 4 Racine Rd., Rexdale, 
Ont. CH 4-5655 and 1255 Laird 
Bivd., Montreal, Que. RE 8-7605 


Rosenthal-Isolatoren GmbH, Selb/ 

Bayern, Wilhelmstr. 14, W. Ger- 

many. 
German-Canadian 
3490 Olivar Asselin St., 
real 9, Que. RI 4-6627. 


Rotating Components, Inc., 267 
Green St., Brooklyn 22, N.Y. 
E. E. Whittaker, 2137 Niagara 
Drive, Ottawa, Ont. CE 4-4686 


Roto Mfg. Co., 1030 W. 2nd St., 
Xenia, Ohio. 
Alliance’ Div 


Import Co., 
Mont- 


General Steel 
Wares Ltd., 76 Miranda Ave., 
Toronto 10, Ont. RU _ 7-2482; 
GSW-8976 Shaughnessey St., 
Vancouver, . @ 1-3291; 
1745 Sargent Ave., Winnipeg, 
Man. SP 5-8471; 2355 Delisle St., 
Montreal, Que. WE 2-6181. 


Rotron Mfg. Co., 7-9 Schoonmaker 
Lane, Woodstock, N.Y. 
The Hoover Co. Ltd., Gage & 
Barton Sts., Hamilton, Ont. LI 
5-1151. 


Royal Electric Corp., 95 Grand 


Ave., Pawtucket, R.I. 

Arthur C. Ruge, Inc., 733 Concord 

Ave., Cambridge, Mass. 
Electromechanical Prods., Mark- 
ham Rd., Agincourt, Ont. AX 
3-7011. 


Ruhstradt, 
Thermovolt 
P.O. Box 43, 
BE 1-7134. 

Rust Industrial Co., 130 Silver St., 

Manchester, N.H. (B.C.). 

ARVA, Room G.7, Burrard St., 
Vancouver 1, B.C. MU 1-3367; 
Elder Electronics, 3220 Robert 
St., Burlington, Ont. NE 4-0511. 

Rutherford Electronics Co., 8944 

Lindblade St., Culver City, Calif. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. UN 6- 
7367, also at Ottawa & Toronto. 


Rytel Corp., 17538 Ventura Blvd., 
Encino, Calif. 
Norris Burgess, 418 Mt. Pleasant 
Rd., Toronto 7, Ont. HU 8-1854. 


S 


S & A Electronics, 

St., Toledo, O. 
Norris Burgess, 418 Mt. Pleasant 
Rd., Toronto 7, Ont. HU 9-1854. 


S.A.F.T. Accumulateurs, Route 
Nationale, Romainville (Seine), 
France. 
Ward Leonard of Canada Ltd., 
1070 Birchmount Rd., Box 70, 
O’Connor P.O., Toronto 16, 
Ont. PL 7-4131. 

S. K. L. Instruments, Boston, Mass. 
E.M.I-Cossor Electronics Ltd., 
301-303 Windsor St., Halifax, 
N.S. 4-6487 


Saia S.A., Morat, 
The J. W. Ellis 
Richmond St. E., 
EM 6-1434. 

Sage Electronics Corp., 302 N. 

Goodman St., Rochester 7, N.Y. 
Electromechanical Prods., Mark- 
ham Rd., Agincourt, Ont. AX 
3-7011. 

Sakura Electric Co. Ltd., 

Japan. 

S. H. Parker Co., 1044 Bathurst 
St., Toronto 4, Ont. LE 4-1802 


Howard W. Sams & Co., Inc., 
2201 E. 46th St., Indianapolis 5, 
Ind. 
A. C. Simmonds & Sons Ltd., 
100 Merton St., Toronto, Ont. 
HU 5-9111; Dave M. Lee Co., 
Inc., 2517 Second Ave., Seattle 
1, Wash. MA 2-5512 (B.C.). 
San Fernando Electric Mfg. Co., 
1509 First St., San Fernando, 
Calif. 
E. S. Gould Sales Co., 353 PS 
Nicholas St., Montreal, Que. 
8-5225; London, Winnipeg pa 
Vancouver. 
Sanborn Co., 175 Wyman St., 
Waltham, Mass. 
R-O-R_ Associates Ltd., 1470 
Don Mills Rd., Don Mills, Ont. 
HI 4-4429 (East); 3333 Cavendish 
Bivd., Montreal, N.D.G., Que 
HU 1-0700 (East); ARVA, Room 
G.7, Marine Bldg., 355 Burrard 
St., Vancouver 1, B.C. MU 
1-3367 (West); X-Ray & Radium 
Industries Ltd., 261 Davenport 
Rd., Toronto, Ont. WA 3-0908. 
Sanders Associates, Inc., 95 Canal 
St., Nashua, ‘ 
Mel Sales Ltd., 
400. 


Goettingen, Germany. 
Instruments Ltd., 
Toronto 18, Ont. 


1025 Nevada 


Switzerland. 
Industries, 80 
Toronto, Ont. 


Tokyo, 


Arnprior, Ont. 

W. H. Sanders Ltd., 49 Conduit 

St., London, W.1., England. 
Conway Electronic Enterprises 
Reg’d., 1514 Eglinton Ave. W.., 
Toronto 10, Ont. RU 3-6576 & 
6676. 


W. H. Sanders (Electronics) Ltd., 
Gunnels Wood Rd., Stevenage, 
Herts., England. 
Cossor (Canada) Ltd., 301 
Windsor St., Halifax, N.S. 4- 
6487, also at Montreal & To- 
ronto; Prince & Roberts, 61 
Charles St. W., Toronto, Ont. 
WA 1-5/1. 
Sangamo Electric Co., 
7, Marion, Ill. 
P. J. Heenan Ltd., 669 Bayview 


P.O. Box 
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& 73 Crockford Blvd., Scar- 
borough, Ont. PL 7-5171. 
Sanwa Electric Instrument Works 
Ltd., Tokyo, Japan. 
R. Mack & Co. Ltd., 7966 
Granville St., Vancouver 14, 
B.C. KE 6894. 
E. H. Sargent & Co., 
Foster Ave., Chicago, Ill. 
Tecneek Associates, 1405 Bishop 
St., Montreal 25, Que. VI 4-7874. 


Sargent-Rayment Co., 4926 E. 12th 
St., Oakland 1, Calif. 
R. C. Kahnert Sales Co. Ltd., 73 
€rockford Bilvd., Scarborough, 
Ont. PL 7-5171 and Box 885, 
Montreal, Que. CR 1-9858. 
Sarkes Tarzian, Inc.. 415 College 
Ave. N., Bloomington, Ind. 
Philco’ Corp. of Canada Ltd., 
Don Mills Rd., Don Mills, Ont. 
HI 4-2541. 
Sarkes Tarzian, Inc., 
Div., Bloomington, Ind. 
A. T. R. Armstrong Ltd., 700 
Weston Rd., P.O. Box 38, Stn. 
“D,” Toronto 9, Ont. RO 2-7535. 
Savage & Parsons Ltd., Watford 
By-Pass, Watford, Herts., Eng- 
land. 6071. 
Mechron Engrg. Prods., Ltd., 
2437 Kaladar Ave., Ottawa, Ont. 
RE 3-3855; 2279 Yonge St., To- 
ronto, Ont. HU 1-5639; 4206 St. 
Catherine St. W., Montreal 6, 
Cue. 
Saxton Prods., Inc., Wire & Cable 
Div., 1661 Boone Ave., New York 
60, N.Y. WY 1-0120. 
Ben Manis Associates Reg’d., 
5317 Prince of Wales Ave., Mont- 
real 29, Que. HU 6-1475. 
Scaico Controls, Inc., P.O. Box 41, 
Delanco, N.J. 
Renfrew Electric Co. Ltd., 349 
Carlaw Ave., Toronto 8, Ont. HO 
1-3511. 

Scala Radio Co., 2814 19th St., 
San Francisco 10, Calif. 
Jerrold Electronics 
Ltd., 50 Wingold Ave., 
19, Ont. RU 1-6174. 
Schaevitz Engrg., Crescent Blvd. 
at Drexel Ave., P.O. Box 505, 

Camden, N.J. 
Electromechanical 
ham Rd., Agincourt. 
3-7011. 

Schauer Mfg. Corp., 4500 Alpine 

Ave., Cincinnati 42, O. 

Pitt Distributing Co. Ltd., 80 
George St., Toronto 2, Ont. EM 
4-8268. 


Schenectady Varnish, Congress St. 
& 9th Ave., Schenectady, N. 
Paisley Prods of Canada Ltd., 
36 Upton Rd., Scarborough, Ont. 
PL 5-2216; 11767 Pelletier Ave., 
Montreal, Que. DA 2-4756. 


Schlumberger Well Surveying 
Corp., Ridgefield Instrumentation 
Div., P.O. Box 550, Ridgefield, 
Conn. 
Van Waters & Rogers Co. Ltd., 
Scientific Supplies Div., 2625 
Skeena St., Vancouver 12, B.C. 
HE 3-0521 (Alta. & B.C.). 


Schomand! K. G., Muenchen, 6-8 
Belfortstr., Germany. 
Instronics Ltd., P.O. Box 100, 
Stittsville, Ont. Hazeldean 156 
and 21 Benleigh Dr., Scar- 
borough, Ont. AX 3-7806. 


Carl W. Schutter Microwave Corp., 
80 E. Montauk Hwy., Lindenhurst, 
Ridies oe 
Dayrand Ltd., 4612 St. Catherine 
St. W. Montreal 6, Que. WE 
2-2541.. 


Science Electronics, Inc., 195 
Massachusetts Ave., Cambridge 39, 
Mass. 
Stark Electronic Sales Co., Ajax, 
Ont. 125. 


H. H. Scott, Inc., 385 Putnam 
Ave., Cambridge 39, Mass. 
Ray Johnston Co., 1011 East 69th 
St., Seattle 15, Wash. LA 4-5170; 
Neg Associates, 1405 Bishop 
St., Montreal 25, Que. VI 4-7874. 


Sealectro Corp., 610 Fayette Ave., 
Mamaroneck, N.Y. 


Rectifier 


(Canada) 
Toronto 


Prods., Mark- 
Ont. AX 
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Sealtron Corp., Reading Rd. at 

Amity, Cincinnati 15, O. 
Johnson Matthey & Mallory 
Ltd., 110 Industry St., Toronto 
15, Ont. RO 2-7201. 

Seco Mfg. Co., 5015 Penn Ave. 

S., Minneapolis 19, Minn. 
Ron Merritt Co., Room G.7, 
Marine Bldg., 355 Burrard St., 
Vancouver 1, B.C. MU 1-3367 
(West). 

Secode Corp., 555 Minnesota St., 

San Francisco 7, Calif. (B.C.). 
Canadian Electronics Ltd., 109 
St. at 107th St., Edmonton, Alta., 


4-6451; L. A. Varah _ Ltd. 
1451 
B.C. 


(Westronic Engrg. Sales), 
Hornby St., Vancouver 1, 
MU 1-0104; Tele-Radio Systems 
Ltd., 3534 Dundas St. W., To- 
ronto, Ont. RO 2-8224. 
Seely Instrument Co., Inc., 377 4th 
St., Niagara Falls, N. 
Rousseau Controls Ltd., 640 De- 
courcelle St., Montreal 30, Que. 
WE 7-3521, and 2149 Yonge St., 
Toronto 7, Ont. HU 3-2776. 
Semi-Elements, Inc., Saxonburg 
Bivd., Saxonburg, Pa. FL 2-2548. 
Active Radio & TV Ltd. 58 
Spadina Ave., Toronto 2B, Ont. 
EM 4-2256. 
Tom Senior, Liversedge, 
England. 
Empire Engrg. Co., 738 Dundas 
St. E., Toronto, Ont. EM 4-2928. 
Sensitive Research 
Corp., 310 Main 
Rochelle, N.Y. 
ARVA, Room G.7, Marine Bldg., 
355 Burrard St., Vancouver 1, 
B.C. MU 1-3367 (West); Mel 
Sales Ltd., Arnprior, Ont. 400 
(East). 
Sequoia Wire Corp., 2201 
Rd., Redwood City, Calif. 
J. J. MacQuarrie, 46 St. George 
St., Toronto, Ont. WA 3-2455. 
Serdex, Inc., 12 Bowdoin Sq., 
Boston 14, Mass. CA 17-7160. 
Pacific Monitor, 1138 Poplar 
Place, Seattle 44, Wash. (B.C.). 
Service Recorder Co., 1013 Rock- 
well Ave., Cleveland, O. 
Canadian Charts & Supplies 
Ltd., P.O. Box 34, Oakville, 
Ont. VI 5-4204 & Toronto EM 
6-7182; 1124 St. Antoine St., 
Montreal 3, Que. UN 6-1152. 
Servisol Ltd., England 
Payette Radio Ltd., 
James St. W Montreal, 
UN 6-6681. 
Servo Corp. 
Jericho Turnpike, 
Park, N.Y. 
Mel Sales Ltd., 
400. 


Yorks, 


Bay 


730 = St. 
Que. 


of America, 20-20 
New Hyde 
Arnprior, Ont. 


Mechatrol 
Westbury, 


Servomechanisms, Inc., 
Div., 625 Main St., 
Lf. MY. 
Servomechanisms (Canada) Ltd., 
Rexdale Bivd. & Kipling Ave., 
Toronto 15, Ont. CH 4-5376. 
Servomechanisms, Inc., Special 
Prods. Div., El Segundo, Calif. 
Servomechanisms (Canada) Ltd., 
Rexdale Blvd. & Kipling Ave., 
Toronto 15, Ont. CH 4-5376. 
Servomechanisms, Inc., Subsys- 
tems Div., 12500 Aviation Blvd., 
Hawthorne, Calif. 
Servomechanisms (Canada) Ltd., 
Rexdale Bivd. & Kipling Ave., 
Toronto 15, Ont. CH 4-5376. 
Servomex Controls Ltd., Crow- 
borough, Sussex, England. 1247. 


Servonics, Inc., 822 N. Henry St., 
Alexandria, Va. 
Philips Electronics Industries 
Ltd., 116 Vanderhoof Ave., To- 
ronto 17, Ont. HU 5-8621. 


Shallcross Mfg. Co., Jackson Ave., 
Collingdale, Pa. 
John Herring & Co. Ltd., 3468 
Dundas St. W., Toronto 9, Ont. 
RO 2-9824. 


W. S. Shamban & Co., 11617 W. 

Jefferson Blvd., Culver City, Calif. 
Abercorn Aero, Ltd., 7435 Ches- 
ter Ave., Montreal 29, Que. HU 
9.4978 (Canada except B.C.); 
Spencer Aijrcraft Co., 8410 
Dallas Ave., Seattle, Wash. PA 
3-0911 (B.C.). 

ate A Micrometers Ltd., 350 


Pet t., Sheffield 4, Yorks., 
Sa 386951. 


Sheffield Corp., Box 893, 721 
Springfield St., Dayton 1, Ohio. 
A. Wickman Ltd., 1425 
Queensway, Toronto 14, Ont. CL 
9-2311. 
Shell Electronic Mfg. Corp., 112 
State St., Brooklyn 34, N.Y. 
Robert J. Buckland Co., 56 
Water St., Chatham, Ont. EI 
4-3105 (Ont. & Que.). 
Sherman Industrial Electronics, 505 
Washington Ave., Belleville, N.J. 
PL 9-5800. 
ee 736 Notre Dame 
W., Montreal, Que. UN 
67367: also at Ottawa and To- 
ronto. 
Sherwood Electronics Labs., 
Chicago 18, Ill. 
H. Roy Gray Co. Ltd., 44 Dan- 
forth Rd., Toronto 13, Ont. OX 
1-1131 (East & Man.); Ron Mer- 
ritt Co., Room G.7, Marine Bidg., 
355 Burrard St., Vancouver 1, 
B.C. MU 1-3367 (West). 
Shielding, Inc., N. Read 
Riverton, N.J. 
Stark Electronic 
Ont. 125. 
Shur-Lok Corp., Anaheim, 
Railway & Power Engrg. 
Ltd., 3745 St. James St. W., 
Montreal 30, Que. WE 3-6741; 
and principal cities across Can- 
ada. 
Shure Bros., Inc., 
Ave., Evanston, Ill. 
C. M. Robinson Co., 1550 - 
St., Winnipeg 3, Man. SP 
1855-6 (Lakehead West); A. é 
Simmonds & Sons Ltd., 100 
Merton St., Toronto, Ont. HU 
5-9111 (East). 
Shurite Meters, 130 
New Haven 8, Conn. 
R. C. Kahnert Sales Co. Ltd., 
73 Crockford Bilvd., Scarbor- 
ough, Ont. PL 7-5171 (East). 
F. W. Sickles Div., General In- 
strument Corp., 165 Front St, 
Chicopee, Mass. 
General Instrument — F. W. 
Sickles of Canada Ltd., 151 
Weber St. S., P.O. Box 408, 
Waterloo, Ont. SH 4-8101. 
Siemens Edison Swan Ltd.. 155 
Charing Cross Rd., London W.C. 
2, England. 
R. Mack & Co. Ltd., 7966 Gran- 
ville St., Vancouver 14, B.C, KE 
6894. 
Siemens & Haiske A.G., Berlin, 
Braunschweig, Karlsruhe and 
Muenchen, Germany. 
The Ahearn & Soper Co. Ltd., 
384 Bank St., Ottawa, Ont. CE 
6-9441; Viditon Corp. , 384 
Bank St., Ottawa, Ont. CE 6- 
Electrodesign, 736 Notre 
Dame St. W., Montreal, Que. 
UN 6-7367 (Small rectifiers 
only). 
Siemens-Schuckertwerke A. G., 
Erlangen, Berlin, Nuernberg, Bad 
Neustadt/Saale, Amberg, Muehl- 
heim/Ruhr, Germany. 
The Ahearn & Soper Co. Ltd., 
384 Bank St., Ottawa, Ont. CE 
6-9441. 
Sierra Electronic Corp., 3885 
Bohannon Dr., Menlo Park, Calif. 
Atlas Instrument Corp., Ltd., 
50 Wingold Ave., Toronto 19, 
Ont. RU 1-6174. 
Sifam Electrical Instrument Co. 
Ltd., Leigh Court, Higher Lin- 
combe Rd., Torquay, Devon, 
England. 
Mechron 


Inc., 


Ave., 


Sales, Ajax, 
Calif. 
Corp. 


222 Hartrey 


Wallace St., 


Engineering Prods., 
Ltd., 2437 Kaladar Ave., Ot- 
tawa 1, Ont. RE 3-3855; 2279 
Yonge St., Toronto, Ont. HU 
1-5639; 4206 St. Catherine St., 
Montreal 6, Que. 


Sightmaster Corp., 50 Aleppo St., 
lle 


Providence, 
John R. Tilton Ltd., 51 McCor- 
mack St., Toronto 9, Ont. RO 
9-1129. 

Sigma Instrument Co. Ltd., Letch- 

worth, Hertfordshire, England. 
Industron Corp., 297 Carlton St., 
Toronto 2, Ont. WA 1-2032. 


Sigma Instruments, Inc., 170 Pearl 
St., S. Braintree, Mass. 
ARVA, Room G.7, Marine Bldg.., 
355 Burrard St., Vancouver 1, 
B.C. MU 1-3367; D. T. Shaw, 
2340 Lucerne Rd., Montreal 16, 
Que. RI 8-7010 
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Silicone Seals, Imc., 3125 Mil- 

waukee Ave., Chicago 18, IIL 
Alec W. Andrews & Associates, 
1239 Tecumseh Pk., Pt. Credit, 
Ont. CR 8-3478. 


Simmonds Aerocessories Inc., 105 
White Plains Rd., Tarrytown, N.Y. 
Simmonds Aerocessories of 
Canada Ltd., 637 Parkdale Ave., 
N. Hamilton, Ont. LI 9-1381. 


Simmons Fastener Corp., N. 

Broadway, Albany 1, N.Y. 
Aviquipo of Canada Litd., 636 
St. Paul St. W. Montreal 3, 
Que. UN 6-4067 and 109 Eglin- 
ton Ave. E., Toronto, Ont. HU 
3-1211 (East). 

Simplex Co., Springfield, Ill. 
Burlec Sales Ltd., 45 Northline 
Rd., Toronto 16, Ont. PL 5-3377 
and 1179 Decarie Bivd., Mont- 
real, Que. RI 4-0165. 

Mark Simpson Mfg. Co., Inc., 32- 

iy St., Long Island City 3, 


Emerson Sales Ltd., 154 Alex- 
ander St., Vancouver 4, B.C 
MU 1-6418 (West); William M. 
Hummel, 150 Pinewood Trail, 
Port Credit, Ont. CR 8-7666 
(East); McIntyre Agencies, 7365 
Mountain Sights, Montreal, Que. 
RE 7-7672. 
Sinclair-Collins Valve Co., 454 
Morgan Ave., Akron 11, O. 
Dycon Ltd., 25 Carson St., To- 
ronto 14, Ont. CL 9-8276 (Ont.). 
Sioux Radio Products., 100 Doug- 
las Ave., Yankton, S. Dak 3507. 
Skinner Electric Valve Div., 95 
— Ave., New Britain, 
‘on 
Dycon Ltd., 25 Carson St., To- 
ronto 14, Ont. CL 9-8276 (Ont.). 
Petro-Automation Industries Ltd., 
P.O. Box 72, Edmonton, Alta 
GL 5-3673. 
Skydyne, Inc., 
Jervis, N.Y 
Atlas Instrument Corp Ltd., 50 
Wingold Ave., Toronto 19, Ont 
RU 1-6174 
Slaughter Co., Box 606, 
Young, Piqua, Ohio 
Slip Ring Co. of America, 3612 
W. Jefferson Blvd., Los Angeles, 
Calif. 
E. S. Gould Sales Co., 353 St 
Nicholas St., Montreal, Que. AV 
8-5225; London, Winnipeg and 
Vancouver 
Slug Bit Supply Co., 9745-A Hines 
Bivd., Dallas 25, Texas 
J. R. G. McVity 
Dalewood Rd., Toronto 12, 
HU 8-9457 (Ont. and Que.) 
Herman H. Smith, Inc., 2326 Nos- 
trand Ave., Brooklyn 10, .Y. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 
Smith Hobson Ltd., 
Walton-on-Thames, 
land. 
The J. W. Ellis 
Richmond St. E., 
EM 6-1434 
Societe de L’Electronique Fran- 
Bivd. Voltaire, Asnieres, 
France. GRE 73-41. 
Societe Ohmic, Paris, 
Pfeiffer Electronic Labs., Box 
316, Trenton, Ont. EX 2-3498. 
Sodeco, Societe des Compteurs de 
Geneve, Grand Pre 70, Geneva 16, 
Switzerland. 
The J. W 
Richmond St 
EM 6-1434 
Solar Mfg. Corp., 4553 Seville 
Ave., Los Angeles 58, Calif. 
William M. Hummel, P.O. Box 
190, 150 Pinewood Trail, Port 
Credit, Ont. CR 8-7666 (East) 
The Solartron Electronic Group 
Ltd., Thames Ditton, Surrey, Eng- 
land. 
Solid State Electronics Co., 
Orion Ave., Van Nuys, Calif. 
Radionics Ltd., 8230 Mavrand 
St., Montreal 9, Que. RE 3-3937. 
Solus Electronic Tubes Ltd., 15-18 
Clipstone St., London, W.1, Eng- 
land. MUS 312 
Sonic 
Conn. 
Canadian 
George St., 
2-6484. 


River Rd., Port 


College & 


& Co., 51 
Ont. 


Hersham Stn., 
Surrey, Eng- 


Industries, 80 
Toronto, Ont 


France 


Industries, 80 
Toronto, Ont 


Ellis 


8158 


Engrg. Corp., Stamford, 


Sonic Co., 46 St. 
Toronto 5, Ont. WA 


Sonotone Corp., Saw Mill, River 
Rd., P.O. Box 200, Elmsford, N.Y. 
United Aviation Electronics Ltd., 
205 Yonge St., Toronto, Ont. 
EM 4-9886. 
Sonotone Corp., Electronic Appli- 
cations Div., Elmsford, N.Y 
Atlas Radio Corp. Ltd. 50 
Wingold Ave., Toronto 19, Ont 
RU 1-6174 
Sony Radio Corp., Tokyo, Japan 
Smyth Electronic Components 
Ltd., 380 Craig St. W., Montreal 
1, Que. AV 8-6281 
Sorensen & Co. Inc., 
Ave., S. Norwalk, Conn 
Bayly Engrg. Ltd., Hunt St., 
Ajax, Ont. EM 2-3741 and 48 
Sparks St., Ottawa, Ont. CE 
2-9821; ARVA, Room G.7 
Marine Bidg., 355 Burrard St., 
Vancouver 1, B.C. MU 1-3367 
Sound-Craft Systems, 661 Roch- 
ester Rd., Pittsburgh 2, Pa. 
Soundolier, Inc., P.O. Box 3848, 
St. Louis, Mo. 
R. C. Kahnert Sales Co., Ltd., 
73 Crockford Bivd., Scarbor- 
ough, Ont. PL 7-5171 (East). 


The SoundScriber Corp., 6 Middle- 

town Ave., North Haven, Conn. 
Representatives in principal cities 
across Canada. 

Southco Div., South Chester Corp., 

Lester, Pa. 
A. T. R. Armstrong Co., Weston 
Rd., P.O. Box 38, Stn. “D,” To- 
ronto 9, Ont. RO 2-7535 (Lion 
Fasteners: Ont. and Que.); Black 
Bros. Ltd., 1200 Hornby St., Van- 
couver 1, B.C. MU 3-5581 
(B.C.); Metal & Wood Fastening 
Devices Co., 60 Lakeshore Dr., 
Valois, Montreal 33, Que ox 
5-4582 (Rivets & Southco Fast- 
eners: Ont. & Que.). 

Southern Electronics Corp., 150 

W. Cypress Ave., Burbank, Calif. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. UN 6- 
7376, also at Ottawa and To- 
ronto, 

Southern Instruments Ltd., Frim- 

ley Rd., Camberley, Surrey, Eng- 

land. 2230. 
Conway Electronic Enterprises 
Reed., 1514 Eglinton Ave 
Toronto 10, Ont. RU 3-6576 & 
6676 

Southwestern Industrial Electronics 

Co., 2831 Post Oak Rd., P.O. Box 

13058, Houston 19, Tex. 
Radionics Ltd., 8230 
St., Montreal 9, Que. RE 


Sparta Mfg. Co., Div. of U.S. 
Ceramic Tile Co., Dover, O 
DO 4-2380. 
Spaulding Products Co., 
nd 
Delhi Metal Products Co. Ltd., 
Waverley St., Delhi, Ont. 211 
Specialty Engrg. & Electronics Co. 
Ltd., 796 Clifton Place, Brooklyn 
38, N.Y 
The Ahearn & Soper Co. Ltd., 
384 Bank St., Ottawa, Ont. 
CE 6-9441 
Specific Products Co., P.O. Box 
425, Woodland Hills, Calif. 
E. E. Whittaker, 2137 Niagara 
Drive, Ottawa, Ontario CE 
4-4686 


Spectrol 
S. Del 
Calif. 
E. E 
Drive, 
Payette 
James St 
6-668 | 
Speer Resistor Div., Speer Carbon 
Co., Bradford, Pa 
Samuel C. Hooker (Canada) 
Ltd., 2425 Grand Blvd., Mont- 
real, Que. HU 8-8321 and 4126 
Bathurst St., Toronto, Ont 
ME 5-1470 


Spellman High Voltage Co., 3029 
Webster Ave., Bronx 67, N.Y., KI 
7-0306 

Spencer Aircraft Co., 
Ave., Seattle, Wash. PA 3-0911. 


Spencer Kennedy Labs., Inc., 1320 
Soldiers Field Road, Boston 25, 
Mass. 
General Sound & Theatre Supply 
Co. Ltd., 861 Bay St., Toronto 
5, Ont. EM 4-2438 and principal 
cities across Canada 


Richards 


Mayrand 
3.3937 


Frankfort 


Electronics Corp., 1704 
Mar Ave., San Gabriel, 


Whittaker, 2137 Niagara 
Ottawa, Ont. CE 4-4686; 


Radio Ltd., 730 St. 
V., Montreal, Que. UN 


8410 Dallas 
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U. S., U. K. and Other Manufacturers 


Sphere Co., Inc., 25 Amity St., 
Little Falls, N.J. 
A. T. R. Armstrong Ltd., 700 
Weston Rd., P.O. Box 38, Stn. 
“DPD.” Toronto 9, Ont. RO 2-7535. 


James S. Spivey, Inc., 4908 Hamp- 

den Lane, Washington 14, D.C. 
Domac Technical Sales Ltd., 
1950 Bank St., Ottawa, Ont. 
RE 3-3390 


Sprague International Ltd., 125 
Marshall St., P.O. Box 73, North 
Adams, Mass. 
Sales to manufacturers: 
Micarta Fabricators 
Toronto St., Toronto, 
EM 8-4251; 
Sales to distributors: , 
C. M. Robinson Co., 1550 Erin 
St., Winnipeg 3, Man. SP 4- 
1855-6 (Lakehead West) and 
John R. Tilton Ltd., 51 McCor- 
mack  St., Toronto 9, Ont. 
RO 9-1129 (East). 


Sprenger, Hamburg, Germany. 
Mechron Engrg. Prods. Ltd., 2437 
Kaladar Ave., Ottawa, Ont. RE 
3-3855; 2279 Yonge St., Toronto, 
Ont. -_ Rag 4206 St. Cathe- 
rine St. , Montreal 6, Que. 


Stability Radio Components Ltd., 

Raven Rd., South Woodford, Lon- 

don E.18, England. 
Smyth Electronic 
Ltd., 380 Craie St. W., 
Que. AV 8-6281. 


Stainless, Third St., 
Wales, Pa. 
140 Wellington St., 


Ltd., 18 
Ont. 


Components 
Montreal, 


Inc., North 
Walcan Ltd., 
Ottawa, Ont. CE 6-2042 


Stancil-Hoffman Corp., 921 N. 
Highland Ave., Hollywood, Calif. 
Caldwell A/V Equipment Co. 
Ltd., 447 Jarvis St., Toronto, 
Ont. WA 2-2103. 


Standard Crystal Co., 1714 Locust 
St., Kansas City, Mo. 
Delta Aircraft Equipment Co., 
1798A Avenue Rd., Toronto 12, 
Ont. RU 3-7372. 


Standard Electric Time Co., 89 
Logan St., Springfield, Mass. 
Standard Electric Time Co. of 
Canada Ltd., 726 St. Felix St., 
Montreal, Que. UN 6-2811 and 
4866 Yonge St., Willowdale, Ont 
BA 5-8881. 
Standard Electronics, Div. of Radio 
Energ. Labs., Inc., 29-01 Borden 
Ave., Long Island City 1, N.Y. ST 
6-2100. 
Northern Electric Co. Ltd., 1600 
Dorchester St. W., Montreal, 
Que. WE 7-6071. 
Standard Instrument Corp., 657 
Broadway, New York 12, N.Y. 
General Communications Ltd., 
980 O’Connor Dr., Toronto 16, 
Ont. PL 5-0771; Lisle Instrument 
Systems, 577 Eglinton Ave. W.., 
Toronto 12, Ont. HU 8-2782 and 
100 Ballantyne Ave. S., Mont- 
real, Que. 
Standard X-Ray Co., 1932-42 N. 
Burling St., Chicago 14, II. 
Stanley Aviation Corp., 
Colo. 
= Armstrong Ltd., P.O. 
Box 38, Stn. “D,” 700 Weston 
Rd., Toronto 9, Ont. RO 2-7535. 
Stanton Instruments Ltd., 119 Ox- 
ford St., London W.1, England. 
The Staplex Co., 777 Fifth Ave., 
Brooklyn 32, N.Y. South 8-2335. 
The States Co., 19 New Park Ave., 
Hartford 6, Conn. 
Filer Smith Co. Ltd., 503 Con- 
federation Life Bldg., Winnipeg 
2, Man. WH 2-3875 (Sask. & 
Man.); 
Irving Smith Ltd., 2095 Madison 
Ave., Montreal 28, Que. HU 
4-1153. (Ont. and Que.). 
Statham Instruments, Inc., 12401 
W. Olympic Blvd., Los Angeles, 
Calif. 
Electrolabs, 7385 St. Lawrence 
Bivd., Montreal, Que. CR 6-6076. 
John Herring & Co. Ltd., 3468 
Dundas St. W., Toronto 9, Ont. 
RO 2-9824; 
Staub & Co., Richterswil, Switzer- 
land. 


Denver, 
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Research Institute, 46 


Canadian 
Toronto 5, Ont. 


St. George St., 
WA 3-2455. 
The Stayer Co., Inc., 
431, 41-51 N. Saxon Ave., 

Shore, L.I., N.Y. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 
Sieatit-Magnesia A.G., Porz am 
Rhein bei Koln, Kaiserstrasse 23, 
W. Germany. 
Arnhold Ceramics, Inc., E. 
57th St., New York 22, N. y. 
LE 1-2453. 
Steatite Insulations Ltd., 25 Somer- 
set Rd., Edgbaston, Birmingham 
15, England. EDG 5381/2. 
Stelma, Inc., 200 Henry St., 


ford, Conn. 
Instronics Ltd., P.O. Box 100, 
Stittsville, Ont. Hazeldean 156 
and 21. Benleigh Dr., Scar- 
borough, Ont. AX 3-7806. 

Stephens Trusonic, Ine., 8538 

Warner Dr., Culver City, Calif. 
Ron Merritt Co., Room G.7, 
Marine Bldg., 355 Burrard St., 
Vancouver 1, B.C. MU _ 1-3367 
(West). 

Sterling Mfg. Co., 7201 Wentworth 

Ave., Cleveland 2, O. 
A. C. Simmonds & Sons Ltd., 
100 Merton St., Toronto, Ont. 
HU 5-9111. 

Stevens-Arnold Inc., 7 Elkins St., 

South Boston 27, Mass. 
John Herring & Co. Ltd., 3468 
Dundas St. W., Toronto 9, Ont. 
RO 2-9824. 

Stevens Mfg. Co., Inc., 

1007, Mansfield, O. 
Mr. R. W. Stark, P.O. Box 514, 
44 Renfrew St. W., Renfrew, 
Ont. HE 2-4358 (Ont. & Que.). 

Geo. Stevens Mfg. Co., Inc., 6022 

N. Rogers Ave., Chicago 30, IIL. 
Alec W. Andrews & Associates, 
1239 Tecumseh Pk., Pt. Credit, 
Ont. CR 8-3478. 

Stever-Locke Specia!ties, Inc., N. 

Main St., Honeoye Falls, N.Y. 
John S. Plewes Co., 52 Humber- 
crest Blvd., Toronto 9, Ont. 
RO 9-2051. 

D. M. Steward Mfg. 

St., P.O. Box 510, 

Tenn 
rhe Glendon Co. Ltd., 
lington St. Toronto 1, 
EM 6-5673. 

Strand Labs., Inc., 217 California 

St.. Newton 58, Mass. 

Dage Corp., 219 E. 44th St., 
New York, N.Y. MU 2-6755 
Stratton & Co. Ltd., Eddystone 
Works, Alvechurch Rd., West 
Heath, Birmingham 31, England. 

PRI 2231/4. 
Conway 
Reg’d., 
Toronto 10, 
6676 


P.O. Box 
Bay 


Stam- 


P.O. Box 


Co., E. 36th 
Chattanooga, 


44 Wel- 
Ont. 


Electronic Enterprises 
1514 Eglinton Ave x 
Ont. RU 3-6576 & 


Stromberg Carlson Co., Div. of 

General Dynamics’ Corp., 100 

Carlson Rd., Rochester 3, N.Y. 
Hackbusch Electronics Ltd., 23 
Primrose Ave., Toronto 4, Ont. 
LE 1-2453. 


Stromberg Time Corp., 

St., Thomaston, Conn. 
Automatic Electric Sales (Can- 
ada) Ltd., 185 Bartley Dr., 
Toronto 16, Ont. PL 7-2861. 


The Strong Electric Corp., 87 City 

Park Ave., Toledo 1, Ohio. 
Aircraft Appliances & Eqiupment 
Ltd., 585 Dixon Side Rd., Box 
177, Weston, Ont. CH 4-5506-7-8. 


Radiotechnischer Betrieb, 
Vienna, Aus- 
tria. 


Atlas Radio Corp. Ltd., 50 Win- 
gold Ave., Toronto 19, Ont. RU 
1-6174. 


Suflex Ltd., London, England. 
Smyth Electronic Components 
Ltd., 380 Craig St. W., Montreal, 
Que. AV 8-6281. 


Suflex Corp., 33-40 57th St., 
Woodside, N.Y. 
Andrew Gilchrist Ltd., 155 De- 
carie Blvd., P.O. Box 322, St. 
Laurent, Que. RI 4-5596. 
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Stuzzi 
Stattmayergasse 30, 


A. R. Sugden & Co. Ltd., Well 
Green Lane, Brighouse, Yorks., 
England 
Astral Electric Co. Ltd., 44 
Danforth Rd., Toronto 13, Ont. 
OX 1-1131. 


H. W. Sullivan Ltd., 72 

London S.E. 15, England. 
The Ahearn & Soper Co. Ltd., 
384 Bank St., Ottawa, Ont. 
CE 6-9441. 

Super Oil Seal & Gaskets, Birming- 

ham Factory Centre, King’s Norton, 

Birmingham, England. 
Lyman Tube & Bearings Ltd., 
5420 Pare St., Montreal 16, Que. 
RI 8-6953. 

Superex Electronics Corp., 4-6 

Radford Pl., Yonkers, N.Y. 
William Cohen Ltd., 8900 Tan- 
guay St., Montreal, Que. DU 
8-9201. (Canada except B.C.). 

The Superior Electric Co., 83 

Laurel St., Bristol, Conn. 
The American Superior Electric 
Co. Ltd., 174 Evans Ave., To- 
ronto 18, Ont. CL 5-2318 & RO 
2-7309; and 810 Third Ave., 
Seattle, Wash. (B.C.) 

Superite Instrument Corp., 7 May- 

flower, Floral Park, L.I., N.Y. 
John Herring & Co. Ltd., 
Dundas St. W., Toronto 9, 
RO 2-9824 (Ont.). 

Sutton Electronics Co., 2415 

Nicholasville Rd., Lexington, Ky. 
Norris Burgess, 418 Mt. Pleasant 
Rd., Toronto 7, Ont. HU 9-1854. 

Suzuki Denki, Tokyo, Japan. 
Smyth Electronic Components 
Ltd., 380 Craig St. W., Montreal, 
Que. AV 8-6281. 


Switchcraft, Inc., 5555 N. Elston 

Ave., Chicago 30, IIl. 
Atlas Radio Corp. Ltd., 
gold Ave., Toronto 19, 
RU 1-6174. 

Sylvania Electric 

New York, 
Conway Electronic 
Reg’d, 1514 Eglinton 
Toronto 10, Ont. RU 
6678. 


Leo St., 


3468 
Ont. 


50 Win- 
Ont. 
Prods., Inc., 
Enterprises 


Ave. 
3-6576 & 


Prods., Inc., 
1740 Broadway, 


Sylvania Electric 
Electronics Div., 
New York, N.Y. 
Hackbusch Electronics Ltd., 23 
Primrose Ave., Toronto 4, Ont. 
H. D. Symons & Co. Ltd., Park 
Works, Kingston Hill, Surrey, 
England. 
Paisley Prods. of Canada Ltd., 
36 Upton Rd., Scarborough, Ont. 
PL 5-2216; 11767 Pelletier Ave., 
Montreal, Que. DA 2-4756. 
Syntron Co., Homer City, Pa. 
Syntron (Canada) Ltd., Box 910, 
Stoney Creek, Ont. NO 2-8314. 
Systron Corp., 2055 Concord Blvd., 
Concord, Calif. MU 2-3650 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que UN 
6-7367; also at Ottawa and To- 
ronto 


T 


Instruments Corp., 107 
North Tonawanda, 


Taber 
Goundry St., 
N.Y. 

Ente rprises 


Ave. 
3-6576 & 


Electronic 
1514 Eglinton 
Ont. RU 


Conway 
Reg’d., 
Toronto 10, 
6676. 

Talk-A-Phone Co., 1512 S. Pulaski 

Rd., Chicago 23, Ill. 

Industrial & Institutional Com- 
munications Ltd., 29 McNaugh- 
ton Ave., Wallaceburg, Ont. 
MA 17-2132; E. Wooley & 
Associates, 48 Algie Ave., To- 
ronto 18, Ont. CL 9-6261. 

Taller & Cooper, Inc., 75 Front St., 

Brooklyn, N.Y. 

Atlas Instrument Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 

Tally Register Corp., 5300 

Ave. N.W., Seattle 7, 

SU 4-5500. 

Tandberg, Oslo, Norway. 
Engineered Sound Systems Ltd., 
169 Kipling Ave. S., Toronto 18, 
Ont. BE 3-2155 (East). 

Tannoy Prods. Ltd., England. 
Emerson Sales Ltd., 154 Alex- 


14th 
Wash. 
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Sph — Tec 


ander St., Vancouver 4, B.C. 
MU 1-6418 (West). 

Tape-Athon and Tape-Athon Music, 

Inc., 523 South Hindry Dr., Ingle- 

wood, Calif. 
Industrial & Institutional Com- 
munications Ltd., 29 McNaugh- 
tion Ave., Wallaceburg, Ont. MA 
7-213 E. N. Woolley & Asso- 
ci ates, "48 Algie Ave., Toronto 
18, Ont. CL 9-6261. 

Tape Cable Corp., 790 Linden 

Ave., Rochester 10, N.Y. LU 6- 

0330. 

Taurus Corp., 8 Coryell St., 

bertville, N.J. 
Douglas Randall (Canada) Ltd., 
126 Manville Rd., Scarborough, 
Ont. PL 9-2291. 

Taylor Electric, Inc., 15400 Dale 

Ave., Detroit 23, Mich. 
The Glendon Co. Ltd., 44 Wel- 
lington = E., Toronto, Ont. 
EM 6-5673 

Taylor Electrical se ge Ltd., 

Montrose Ave., Slough, Bucks, 

England. 
Conway 
Reg’d., 
Toronto 10, Ont. 
6676. 

Taylor Spring & Mfg. Co., Inc., 

7830 S. Oakley Ave., Chicago 20, 

Ill. 
The Glendon Co. Ltd., 44 Wel- 
lington St, E., Toronto, Ont. 
EM 6-5673. 

Taylor, Taylor & Hobson Lid., 

Stoughton St., Leicester, England. 
Empire Engineering Co., 738 
Durdas St. E.. Toronto, Ont. 
EM 4-2928; Applied Electronics, 
434 Church St., Mimico, Toronto 
14, Ont. CL 1-8451. 


Taylor Tubes, Inc., 2312 Wabansia 
ll. 


Ave., Chicago 41, 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174; United Aviation 
Electronics Ltd., 205 Yonee St., 
Toronto 1, Ont. EM 4-9886. 
Tech Laboratories, Inc., Palisades 
Park, N.J. 
Deskin Sales Co., 1091 14th 
, St. Martin, Que. MU 1-0201. 
oa Master Corp., 75 Front St., 
Brooklyn 1, N.Y. 
Ben Manis 
5317 Prince of 
Montreal 29, Que 
Technibilt Corp., 905 Air 
Glendale 1, Calif. 
Conway Electronic Enterprises 
Reg’d., 1514 Eglinton Ave. W., 
Toronto 10, Ont. RU 3-6576 & 
6676; Bayly Engrg. Ltd., Hunt 
St.. Ajax, Ont. Ajax 118 and 
Toronto EM 2-3741 


Technical Appliance Corp., 1 Taco 
St., Sherburne, 
Hi: ackbusch 
Primrose Ave., 
LE 1-2453. 


Technical Devices Co., 2340 Cen- 
tinela Ave., Los Angeles 64, Calif. 
Ray Johnston Co., 1011 East 69th 
St., Seattle 15, Wash. LA 4-5170. 


The Technical Material Corp., 700 

Fenimore Rd., Mamaroneck, N.Y. 
TMC (Canada) Ltd., P.O. Box 
1006, Billings Bridge, Ottawa, 
Ont. CE 6-3674. 


Technical Products Co., 6670 Lex- 

ington Ave., Los Angeles, Calif. 
R-O-R Associates Ltd., 1470 Don 
Mills Rd., Don Mills, Ont. HI 
4-4429; and 3333 Cavendish Blvd., 
Montreal, N.D.G, Que. HU 
1-0700 (East). 


Technical Services, 


Lam- 


Electronic Enterprises 
1514 Eglinton Ave. A 
RU 3-6576 & 


Associates Reg’d, 
Wales Ave., 
HU 6-1475 

Way, 


Electronics Ltd., 23 
Toronto 4, Ont. 


Inc., Livonia, 
Mich. 
Caldwell A/V Equipment Co. 
Ltd., 447 Jarvis St., Toronto, 
Ont. WA 2-2103. 


Technicraft Labs., 

ton, Conn. 
Microwave Systems, 42 Crockford 
Bilvd.. Scarborough, Ont. P 
5-0763. 


Technifiex Mfg. Co., Inc 

sey Ave., Port Jervis, N 
General Communications Ltd., 
980 O’Connor Dr., Toronto 16, 
Ont. PL 5-0771. 


Inc., Thomas- 


» 5S Jer- 
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Arizona Telemetering Corp. Measurement Engineering Ltd. 
Boonton Electronics Corp. Narda Microwave Corp. 
Communication Measurement Laboratory Narda Ultrasonics Corp. 

The Digitran Co. Polarad Electronics Corp. 

Endevco Corporation The Reflectone Corp. 

Frequency Standards Inc. Sanders Associates Inc. 

Instrument Development Laboratories Sensitive Research Instrument Corp. 
International Radiant Corp. Servo Corporation of America 
Kay Electric Company Trad Electronics Corp. 

Krohn-Hite Export Corp. Technology Instrument Corp. 

Ling Electronics Corp. Weldmatic, Division of Unitek Corp. 


ARE 


REPRESENTED IN CANADA BY: 


MEL SALES LIMITED 


ARNPRIOR, ONTARIO 


For further information mark No. 54 or our Readers’ Service Card 
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U. S., U. K. and Other Manufacturers 


Technique Associates Inc. 
Thermovolt Instruments Ltd., 
P.O. Box 43, Toronto 18, Ont. 
BE 1-7134. 

Technology Instrument Corp., 531 

Main St., Acton, Mass. 


Mel Sales Ltd., Arnprior, Ont. 
400. 


Tektronix, Inc., Box 831, Portland 

7, Ore. 
Tektronix, Inc., 3 Finch Ave. E., 
Willowdale, Ont. BA 5-1138 
(Ont. & East) and 3100 W. 
Lake St., Minneapolis 16, Minn. 
WA 17-9559 (Man.); 
Hawthorne Electronics, 101 Ad- 
ministration Bldg., Boeing Field, 
Seattle, Wash., BE 4-1375 
(Sask., Alta. & B.C.) 

Tel Autograph Corp., 8700 Bel- 

lanca Ave., Los Angeles 45, Calif. 
Automatic Electric Sales (Can- 
ada) Ltd., 185 Bartley Dr., 
Toronto 16, Ont. PL 7-2861. 


Tel Instrument Electronic Corp., 

728 Garden St., Carlstadt, NJ. 
Atlas Instrument Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 

Telco, Paris, France. 

A. C. Wickman Ltd., 1425 
Queensway, Toronto 14, Ont. CL 
9-2311. 

Telcon Magnetic 

Chapelhall, Lanarkshire, Scotland. 
Mechron Engrg. Prods. Ltd., 2437 
Kaladar Ave., Ottawa, Ont. RE 
3-3855; 2279 Yonge St., Toronto, 
Ont. HU 1-5639; 4206 St. Cath- 
erine St. W., Montreal 6, Que. 

Telechrome Mfg. Corp., 28 — 

Dr., Amityville, L.I., N.Y. 1- 

3600 and Western Engrg. On, 

13635 Victory Blvd., Van Nuys, 

Calif 

Telectro Industries, Inc., 35-18 37th 

St.. Long Island City 1, N.Y 
Douglas Randall (Canada) Ltd., 
126 Manville Rd., Scarborough, 
Ont. PL 9-2291. 

Telectrosonic Corp., 35-18 37th 

St., Long Island City 1, N.Y. 
R.C. Kahnert Sales Ltd., 73 
Crockford Blvd., Scarborough, 
Ont. PL 7-5171 (Tape-decks 
only). 

Telefunken GmbH, Germany. 
Conway Electronic Enterprises 
Reg’d., 1514 Eglinton Ave. W., 
Toronto 10, Ont. RU 3-6576 & 
6676. 


Cores’ Ltd., 


Telegraph Condenser Co. Ltd., 
North Acton, London W.3, Eng- 
land. 
Telegraph Condenser Co. (Can- 
ada) Ltd., 50 Bertal Rd., To- 
ronto 15, Ont. RO 6-6123. 
Telematics, Inc., Carillon Bell Div., 
_ Franklin Ave., Franklin Park, 
Hackbusch Electronics Ltd., 23 
Primrose Ave., Toronto 4, Ont. 
LE 1-2453. 
Telephone Mfg. Co., Ltd., Hol- 
lingsworth Works, Dulwich, Lon- 
don S.E. 21, England. 
Telephone Mfg. Co. Ltd., 26 
Duncan St., Toronto 2B, Ont. 
EM 6-5314. 


Teleprompter Corp., 311 W. 43 St., 
New York, N. 
Caldwell A/V Equipment Co. 
Ltd., 447 Jarvis St., Toronto, 
Ont. WA 2-2103. 


Telerad Mfg. Corp., 1440 Broad- 
way, New York 18, N.Y. 
Instronics Ltd., P.O. Box 100, 
Stittsville, Ont. Hazeldean 156 
and 21 Benleigh Dr., Scar- 
borough, Ont. AX 3-7806. 


Teleradio Corp., Shannon & Barrett 
Sts., Wilkes-Barre, Pa. 
Renfrew Electric Co. Ltd., 349 
recite Ave., Toronto 8, Ont. HO 


Teletest Instrument Corp., 136-10 
3ist Rd., Flushing 54, N.Y. 
White Radio Ltd., P.O. Box 463, 
Hamilton, Ont. JA 2- 1716. 


Teletronics Lab., Inc., 54 Kinkel 

St., Westbury, L.I., N.Y. 
Computing Devices of Canada 
Ltd., P.O. Box 508, Ottawa 4, 
Ont. TA 8-2711. 
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Teletype Corp., 4100 W. Fullerton 

Ave., Chicago 11, Ill. SP 2-1040. 
Northern Electric Co. Ltd., 1600 
Dorchester St. W Montreal, 
Que. WE 17-6071. 


Television Specialty Co., 350 West 

3ist St:., New York, N.Y. 
Caldwell A/V Equipment Co. 
Ltd., 447 Jarvis St., Toronto, 
Ont. WA 2-2103. 


Television Utilities Corp., 112-33 
— Ave., Corona 68, oe i 
N.Y. 


Electroline Television Equipment 
Inc., Suite 114, 5757 Decelles 
Ave.. Montreal 24, Que. RE 
8-9095. 


Telex Labs., Inc., Telex Park, St. 

Paul 1, Minn. 
Atlas Radio 
Wingold Ave., 
RU 1-6174. 


Telonic Engineering Corp., 773 
Broadway, P.O. Box 277, Laguna 
Beach, Calif. HY 4-7581. Re- 
search & Development facility—no 
special products. 
Telonic Industries, Inc., 75 N. 2nd 
Ave., P.O. Box 87, Beech Grove, 
Ind. ST 6-9239. 
— Labs., Rt. 35, 
NJ. 


Corp. Ltd., 50 
Toronto 19, Ont. 


Asbury Park, 


Delhi Metal Products Co. Ltd., 
Waverley St., Delhi, Ont. 211. 


Tenna Mfg. Corp., 7580 Garfield 
Bivd., Cleveland, O. 
Stark Electronic 
Ajax, Ont. 125 
Tenney Engineering, Inc., 1090 
Springfield Rd.. Union, N.J. MU 
6-7870 and 2235 Sisson St., 
more, Md. BE 5-5522. 
J. H. Locke & Sons, 
Ave., Ottawa 3, Ont.; 
Ave., Toronto 9, Ont. 
Tensolite Insulated Wire Co., 198 
Main St., Tarrytown, N. 


Terado Co., 1068 Raymond Ave., 
St. Paul 14, Minn. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 
Terminal Radio International Ltd., 
135 Liberty St., New York 6, N.Y 
WO 4-3373. 
Texas Crystals Div., 
Ave., River Grove, Il. 
Robert J Buckland Co., 56 
Water St., Chatham, Ont. EI 
4-3106. 
Texas Instruments Incorporated, 
Semiconductor Components Div., 
P.O. Box 312, Dallas 21, Tex. 
Texas Instruments Incorporated, 
Semiconductor Components Div., 
53 Queen St., Ottawa 4, Ont. 
CE 6-3430. 
Texas Instruments Incorporated, 
Industrial Instrumentation Div., 
P.O. Box 6027, 3609 Buffalo Speed- 
way, Houston, Tex. 
Instronics Ltd., 
Stittsville, Ont. 
and 21 Benleigh ODr., 
borough, Ont. AX 3-7806 
Thermas Wire Corp., 304 East 45th 
St., New York 17, N.Y. 
William M. Hummel, 
190, 150 Pinewood Trail, 
Credit, Ont. CR 8-7666 
Thermionic Prods. Ltd., 
ampton, England. 
Avionics Ltd., 
Rd., Niagara-on-the-Lake, 
HO 8-3632 
Thermosen, Inc., 375 Fairfield 
Ave., Stamford, Conn. DA 5-1324. 
Thomas De La Rue & Co. Ltd., 
84-86 Regent St., London. W.1, 
England. 
Paisley Prods. of Canada Ltd., 
36 Upton Rd., Scarborough, Ont. 
PL 5-2216; 11767 Pelletier Ave., 
Montreal, Que. DA 2-4756. 
J. Langham Thompson  Litd., 
Bushey Heath, Herts., England. 
Electromechanical Prods., Mark- 
ham Rd., Agincourt, Ont. AX. 
3-7011. 
Thompson 
Conn. 
Ingraham Canadian Clock Co. 
Ltd., Grand Ave., Toronto 18, 
Ont. CL 5-0178. 


Sales Co., 


Balti- 


874 Clyde 
150 Perth 


8538 Grand 


P.O. Box 100, 
Hazeldean 156 
Scar- 


P.O. Box 
Port 


South- 


Box 200, Stone 
Ont. 


Clock Co., Bristol, 


Thompson Prods., Inc., Electronics 

Div., 2196 Clarkwood Rd., Cleve- 
d 3, O. (Dage television & Bell 

sound equipment.) 
Thompson Prods. Ltd., Electro- 
nics Div., 97 Scarsdale Rd., Don 
Mills, Ont. HI 4-8443; Canadian 
Electronics Ltd., 109 St. and 
107 Ave., Edmonton 1, Alta. 
4-6541. 

Thordarson Meissner, 7th & Bel- 

mont Ave., Mt. Carmel, III. 
Chas. W. Pointon Ltd., 66 
Racine Rd., Rexdale, Ont.; Ron 
Merritt Co., Room G.7, 355 Bur- 
rard St., Vancouver 1, B.C. MU 
1-3367 (West). 

Thorens Co., New Hyde Park, 

¥. 


“Stark “Electronic Sales Co., 
Ajax, Ont. 125 

Times Wire & Cable Co., Inc., 

358 Hall Ave., Wallingford, Conn. 
Jerrold Electronics (Canada) 
Ltd., 50 Wingold Ave., Toronto 
19, Ont. RU 1-6174 

Tinius Olsen Testing Machine Co., 

2100 Easton Rd., Willow Grove, 


Pa. 

Upton Bradeen & James Ltd., 
890 Yonge St.. Toronto 5, Ont. 
WA 4-5751. Branches in prin- 
cipal cities across Canada. 

The Tipp Mfg. Co., Fourth & 

Franklin Sts., Tipp City, O. 

Tobe Deutschmann Corp., 

Columbia Ave., Indianapolis 5, 
Dave M. Lee Co. Inc., 
Second Ave., Seattle 1, 
MA 2-5512 (B.C.). 

A/S Tobias Jensen Condenser 

Prods. Co. Ltd., Industrivej 4, 

Glostrup, Copenhagen, Denmark. 
Associated Electronic Compon- 
ents, 37 Roselawn Ave., Toronto 
12, Ont. HU 1-0144. 

Torotel, Inc., 5512 East 110th a 

Kansas City 34, Mo. SO 1-631 

Torotor A/S, Kollegievej 6, ou 

lottenlund, Copenhagen, Denmark. 
Associated Electronic Compon- 
ents, 37 Roselawn Ave., Toronto 
12, Ont. HU 1-0144. 

Torsion Balance Co., Clifton, NJ. 
Constellation Components Co., 
136 Tower Dr., Scarboro, Ont 
PL 7-3359 and 17041 Omega PIL., 
St. Genevieve, Que. NA 6-5673 

Trad Electronics Corp., 1001 First 

Ave., Asbury Park, NJ 
Mel Sales Ltd., Ont. 
0). 


2900 


2517 
Wash. 


Arnprior, 


Traid Corp., 17136 Ventura Bivd., 

Encino, Calif. 
Computing Devices of Canada 
Ltd., P.O. Box 508, Ottawa 4, 
Ont. TA 8-2711. 

Transco Prods., Inc., 12210 Neb- 

raska Ave., Los Angeles 25, Calif. 
Delta Aircraft Equipment Co., 
1798A Avenue Rd., Toronto 12, 
Ont. RU 3-7372. 

Transelectric Mfg. Co., 

Rd., Oxford, Pa. 


Trans’ Electronics, Ime., 7349 

Canoga Ave., Canoga Park, Calif. 

DI O-3334. 

Transformers & Rectifiers Liéd., 

Bury Fields Lane, Millmead, 

Guildford, Surrey, Eng. 
E.C.C. Canada Ltd., 66 Colville 
Rd., Toronto 15, Ont. CH 4- 
6455-6. 

Transistor Devices, Inc., 730 

Boulevard, Kenilworth, N.J. 
Beechey Enterprises, 1162 Main 
St. N., Weston, Ont. CH 4-8051. 

Transistor Electronics Corp., 3357 

Republic Ave., Minneopolis 26, 
inn. 
Lake Engrg. Co. Ltd., 123 Mari- 
ville Rd., Scarborough, Ont. PL 
7-3253; Eicom Marketing Ltd., 
123 Manville Rd., Scarborough, 
Ont. OX 8-3691. 

Transitron Electronic Corp., 168 

Albion St., Wakefield, Mass. 
Adams Engrg. Ltd., 1500 St. 
Catherine St. W., Montreal 16, 
Que. WE 3-6857 (East); 
Burt C. Porter i 1209 Pop- 
lar Pl, Seattle 44, Wash. 
EA 3-8330. (B. C). 

Transval Engrg Corp., 10401 W. 

Jefferson Biv Culver City, Calif. 
Canadian Applied Research Ltd., 
1500 O’Connor Dr., Toronto 16, 
Ont. PL 9-2241. 
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Trepac Corp. of America, 1 Engle 
St., Englewood, N.J. 
Tele-Radio Systems Ltd., 3534 
Dundas St. W., Toronto 8, Ont. 
RO 2-8224. 
ao Tower Corp., 127 E. 
, Tulare, Calif. and 406 W. 
= Kansas City, Mo. 
Chas. L. Thompson Ltd., 3093 
Woodbine Dr., N. Vancouver, 
B.c. YU 8 2597 and 87 King St., 
Winnipeg , Man. WH 3-8231. 
Triad Transformer Corp., 4055 
Redwood Ave., Venice, Calif. 
R. C. Kahnert Sales Co. Ltd., 
73 Crockford Blvd., Scarborough, 
Ont. PL 7-5171 (East). 
Trico Fuse Mfg. Co., Milwaukee, 


Wis. 
Irving Smith Ltd., 2095 Madison 
Que. HL 


Ave., Montreal 28, 
4-1153. 
Trimm, Inc., 400 W. Lake St., 
Libertyville, Ill. 
Ray Johnston Co., 1011 East 
69th St., Seattle 15, Wash. LA 
4-5170; Chas. W. Pointon Ltd., 
66 Racine Rd., Rexdale, Ont. 
Trimount Instrument Co., 3119 W. 
Lake St., Chicago, Ill. 
Thermovolt Instruments  Ltd., 
P.O. Box 43, 19 Chauncey Ave.., 
Toronto 18, Ont. BE 1-7134 
(Ont.). 
gs Labs., 
ik 4 


Inyo 
34th 


Inc., Seaford, L.1., 


Tecneek Associates, Montreal, 
Que. VI 4-7874. 
Trio Mfg. Co., Griggsville, Il. 
Triple-A Specialty Co., 2835 N. 
Western, Chicago 18, IIl. 
Atlas Radio Corp. Ltd. 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174 
Triplett Electrical Instrument Co., 
Harmon Rd., Bluffton, O. 
Len Finkler Ltd., 1794 Avenue 
Rd., Toronto 12,-Ont. RU 1-5232 
(Ont. & East); C. M. Robinson 
Co., 1550 Erin St., Winnipeg 3, 
Man. SP 4-1855-6 (Lakehead 
West). 


Triton Mfg. Co., 400 

East Haddam, Conn. 
William Cohen Ltd., 
guay St., Montreal, 
8-9201. 

The Trix Electrical Co. Ltd., 1-5 

Maple Si., Tottenham Ct. Rd., 

London W.1, England. 
D & B Sound & Signals, Inc., 
39 Notre Dame St. E., Montreal 
1, Que. UN 1-7141. 


Trop-Arctic, Inc., 3000 S. Hackeley 
St., Muncie Ind. 
Tru-Connector Corp., 
St., Lynn, Mass. 
TMC (Canada) Ltd., 
1006, Billings Bridge, 
Ont. CE 6-3674 
Trumeter Co. Ltd., Milltown St., 
Radcliffe, Manchester, England. 
Dominion Electrohome Indus- 
tries Ltd., Technical Products 
Div., 140 Mansion St., Kitchener, 
Ont. SH 3-027 
Tru-Ohm Prods. Div., we 
Engrg. & Mfg. Inc., 2800 N. Mil- 
waukee Ave., Chicago 18, Ill. 
i‘ Bs ‘Armstrong Lid., Box 
38, Stn. “D,” 700 Weston Rd., 
Toronto 9, Ont. RO 2-7535 
(East); Ron Merritt Co., Room 
G.7, Marine Bldg., 355 Burrard 
St.. Vancouver 1, B.C. MU 
1-3367. 
Truvox Ltd., Neasden Lane, 
don, N.W. 10, England. 
Norris Burgess, 418 Mt. Pleasant 
Rd., Toronto 7, Ont. HU 9-1854. 
Tufnol Ltd., Wellhead Lane, Perry 
Barr, Birmingham 22B, England. 
E.C.C. Canada Ltd., 66 Colville 
Rd., Toronto 15, Ont. CH 4- 
6455-6. 


Towne St., 


8900 Tan- 
Que. DU 


416 Union 


P.O. Box 
Ottawa, 


Lon- 


Tung-Sol Electric, Inc., 95 Eighth 
Ave., Newark 4, N.J. 
Alpha Aracon Radio Co. Ltd., 
555 Wilson Ave., Downsview 
P.O., Toronto, Ont. 
and 29 Adelaide ae 
ronto, Ont. EM 6-15 


Turner Co., 909 17th ‘o N.E., 
Cedar Rapids, lowa. 
Canadian arconi Co., Elec- 
tronic Tube & Components Div., 
830 Bayview Ave., Toronto 17, 
Ont. HU 1-5221. 
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BETTER QUALITY COMPONENTS BY KNIGHT e BETTER CIRCUITRY BY KNIGHT 

50% BETTER ON YOUR BUDGET BY KNIGHT e BETTER CONTROL STANDARDS BY KNIGHT 
BETTER INSTRUCTION MANUALS BY KNIGHT e BETTER TO BUILD BY KNIGHT 

BETTER TO LISTEN TO BY KNIGHT e@ BETTER TO LOOK AT BY KNIGHT 


e BETTER TO USE BY KNIGHT 


EVERYTHING'S BETTER—BUY KNIGHT* 


*KNIGHT KITS ARE AN ALLIED RADIO PRODUCT DISTRIBUTED IN CANADA BY RADIO TRADE SUPPLY LTD., TORONTO, ONT. 





KNIGHT KIT VACUUM TUBE VOLTMETER 


EXCEPTIONAL ACCURACY 


200 micro-amp movement, 4,” 
meter 

Includes AC, peak-to-peak 
Balanced bridge, push-pull circuit 


1% film type resistors 


Absolutely top value in a highly 
accurate, extremely stable VTVM. Low 
leakage type switches. Switch to any 
range without readjusting zero set. 
Zero centre scale and direct reading 
DB scale. Polarity reversing switch. 
RANGES — input resistance 1 1 megs; 
DC and AC rms, 0-1.5-5-15-50-150- 
500-1500; AC peak-to-peak, 0-4-14- 
40-140-400- 1400-4000; response 
30 cycles to 3mc. Ohms—0O-1000- 
10k-100k and 0-1-10-100-1000 
megs. DB, -10 to plus 5. 7%” x 
54%" x 43/16". 


$41.95 EACH 


(O.E.M, PRICES ON REQUEST) 


PERFECT FOR SERVICE MEN, 
MAINTENANCE MEN, EXPERIMENTERS 


THE KNIGHT KIT POCKET VOM 


1000 OHMS PER VOLT — WEIGHS 9 O7ZS. 


A brand new instrument, this handy 
9 oz. instrument is hardly larger than 


a package of cigarettes . . . perfect 


for on the spot checking, Reads volt- 


age, resistance and current 


serves as a continuity checker too. 
Easy to read with two colour scale 
for fast, accurate use on all ranges. 
RANGES 
DC volts 0-5-15-50-150-500 
AC volts 0-15-50-150-500 
DC MA 0-1-10-100 
Resistance 0 to 30,000 OHMS 
with 1.2 mid scale reading input 
resistance 1000 OHMS volts on 
DC. Meter 21, IMA, DC sensi 


tivity 


Clear, unbreakable plastic window 


protects meter face. Very fast builder. 


$17.50 EACH 


(O.E.M. PRICES ON REQUEST) 





KNIGHT KIT R/C TESTER 


Measures capacitance and resist- 
ance. Balanced bridge circuit. Indi- 
cates power factor. Tests capacitors 
ot rated voltage. Large, easy to 
read dial and magic eye 


$27.95 EACH 


(O.E.M, PRICES ON REQUEST) 


KNIGHT KIT GENERAL 
PURPOSE OSCILLOSCOPE 


Phontastron lin 
ear sweep 25 
mv/inch sensitiv 
ity. Etched cir 
cuit board. Re- 
trace blanking 
circuit. Sweep 15 
to 150000 cps 
Calibration lv 
peak-to-peak square wave, fully 
regulated. Feature for feature this 
is positively the world's best scope 
value. 


$59.90 EACH 


(O.E.M. prices on request) 


KNIGHT KIT PHOTO 
KNIGHT KIT ELECTRIC RELAY 


BATTERY ELIMINATOR 


Advanced design, vitra sensitive 
Dozens of uses such as counting 
device, avtomatic light control, burg 
ler alarm, etc Dependable opero- 
tion up to 250 feet with white light 
ond 125 feet with unseen red light 
from light source provided. Select 
able sensitivity. SPST relay operoted 
from thyrotron 6-3 volt terminals 
provide power for accessories 


$35.25 EACH 


(O.E.M. prices on request) 


High current rating continuously 
filtered variable output. Delivers 15 
amps ot 6 volts, 10 amps at 12 
volts May be used as a battery 
charger. Two meters provide simul 
toneous current and voltage reed 


$53.95 EACH 


(O.E.M. prices on request) 














THERE’S A MONEY SAVING KNIGHT KIT FOR EVERY USE 
AMATEUR KITS INSTRUMENT KITS 5” 


400°’ tube checker 
143 tube checker 
Portable tube checker 
RF signal generator 
1000 ohms/volt vom 
20,000 ohms, volt 

vom 
High goin signal 


wide band 
oscilloscope 
Audio generator 
Resistance and cap- 
acitance substitu- 
tion boxes 
Voltage calibrotor 
Capacitance checker 
Sweep generotor 
Flybock checker 
Transistor checker 


Electronic photo 
fiash 


5 transistor portable 
radio 

10 circuit transistor 
laboratory 


20 watt stereo 
omplifier 

60 watt basic stereo 
amplifier 

Stereo control unit 


Fi KITS 


tuner 

-AM tuner 

watt amplifier 

watt amplifier 

watt amplifier 

wott basic 

omplifier 
Pre-amplifier 

(Monaural) 
Pre-amplifier (stereo) 


RADIO TRADE SUPPLY LTD. 


CANADA'S OLDEST SUPPLIER TO THE ELECTRONICS TRADE 


50 watt transmitter 

All band amateur 
receiver 

Self powered VFO 

100 ke crystal 
calibrator 

RF ‘'Z"’ bridge 

Code practice 
oscillator 


Space Spanner short 
ae wave radio 
12 circuit laboratory soestver 


HOBBY KITS Wireless broadcaster 

2 transistor pocket 
radio 

Trans-Midge transis- 
tor receiver 


Ocean Hopper al! 


1 transistor radio - 
wove receiver 


Crystal radio 
4 band Spon Master 
receiver 


2 way intercom 
system 





RADIO TRADE SUPPLY LTD. 
595 Yonge St., Toronto, Ont. 


Gentlemen: 
Kindly send me your new Canadian Knight Kit Catalogue 


and further information on . . 


EXCLUSIVE CANADIAN DISTRIBUTOR FOR 

@ KNIGHT KITS — AN ALLIED RADIO PRODUCT 

@ WARD LEONARD — RESISTORS, RHEOSTATS, RELAYS 
@ CLAIREX CORP. — PHOTO ELECTRIC CELLS 


For further information mark No. 55 on our Readers’ Service Card 
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U. S., U. K. and Other Manufacturers 


Ernest Turner Electrical Instru- 
ments Ltd., Chiltern Works, Tot- 
teridge a High Wycombe, 
—, Englan 
R. H. Nichols Ltd., 4544 Dufferin 
St., P.O. Box 500, wnsview, 
Ont. ME 3-8190; also at Ottawa 
and Vancouver. 


U 


U M & F Mfg. Corp., 10929 Van- 
owen St., North ng t% Calif. 
- % MacQuarrie, 46 St. George 
St., Toronto, Ont. WA 3-2455. 
Ucinite Co., Div. of United-Carr 
Fastener Corp., 459 Watertown 
St., Newtonville 60, Mass. 
United-Carr Fastener Co. of 
Canada Ltd., 231 Gage Ave. N., 
Hamilton, Ont. LI 4-5791. 
Ultra-Violet Prods., Imc., 5114 
oa Grove Ave., San Gabriel, 
calif. 
Electronic Associates Ltd., 4616 
Yonge St., Willowdale, Ont. BA 
1-1126 
Ultradyne Engrg. Labs., Inc., P.O. 
Box 3308, Albuquerque, N.M. 
Ultrasonics Ltd., Otley, England. 
Canadian Sonic Co., St. 
George St., Toronto 5, Ont. WA 
2-6484. 


Underwood-Canoga, 15330 Osnard 

St., P.O. Box 550, Van Nuys, Calif. 
Electroline Television Equipment 
Inc., Suite 114, 5757 Decelles 
Ave., Montreal 24, Que. 
8-9095. 

Unicam Ltd., Cambridge, England. 

Unifact Ltd., 34 Joisgaaeds Alle, 

Copenhagen-Hellecup, Denmark. 
The J. W. Ellis Industries, 80 
Richmond St. E., Toronto, Ont. 
EM 6-1434. 

Uniform Tubes, Inc., Level Rd., 

Collegeville, Pa. 
John Herring & Co. Ltd., 3468 
Dundas St. W., Toronto 9, Ont. 
RO 2-9824. 

Unimax Switch Div., The W. L. 

I Corp., Ives Rd., Walling- 

ford, Conn. 
Aeromotive Engrg. Prods., 5257 
} ag pines Rd., Montreal 29, 
Que. 9602. 

Union ‘aaa & 

Corp., Wakefield, Mass. 
A. Deskin Sales Co., 1091 14th 
St., St. Martin, Que. MU 1-0201. 

“= Steel Chest, Leroy, N.Y. 

. Kahnert Sales Co., Ltd., 

* Crockford Blvd., Scarbor- 
ough, Ont. PL 71-5171 

United Aircraft Prods., Inc., 1116 

Bolander Ave., Dayton, Ohio. 
United Aircraft Prods. (Canada) 
Ltd., 147 Hymus Blvd., Pointe 
Claire, Montreal 33, Que. OX 
7-08 11. 

United-Carr Fastener Corp., 31 

Ames St., Cambridge 42, Mass. 
United-Carr Fastener Co. of 
Canada Ltd., 231 Gage Ave. N., 
Hamilton, Ont. LI 4-5791. 

United Catalog Publishers, Inc. +» 60 

Madison Ave., Hempstead, 
Dave M. Lee Co., Inc., 
Second Ave., Seattle 1, 
MA 2-5512 (B.C.). 

United Electric Controls Co., 85 

School St., Watertown 72, Mass. 
E. W. Playford Co., 5851 Upper 
Lachine Rd., Montreal, Que. 
HU 9-5383 (East Ont., Que. & 
N.S.); Process Instrument Sys- 
tems Ltd., 1918 Avenue Rd., To- 
ronto, Ont. RU 17-4218 (West 
Ont.). 

“ee Electronic Mfg. Corp., 542 
h St., Union City, N.J. 
sais Electronics ame 42 Spring 

St., Newark 4, N.J 
The Ahearn & Soper Co. Ltd., 
eaedt Bank St., Ottawa, Ont. CE 

United Sensor & Control Corp., 

122 Naubuc Ave., Glastonbury, 

Conn. ME 3-2867. 

U.S. Components, — 

—_ St.. New York 55, N.Y. 

we MacQuarrie Sais, 46 St. 
EE. St., Toronto 5, Ont. WA 
3-2455 and Eric Jeanes, 266 Au- 
brey St., Winnipeg, Man. SU 
3-5442. 

U. 8S. Dynamics Corp., 1250 Co- 

lumbus Ave., Boston 20, Mass. 


Machine 


2517 
Wash. 


454 E. 
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US. Electronics Development 
Corp., 3540 W. Osborn Rd., 
Phoenix, Ariz. AP 8-5591. 

U. * ry} - Div., American Ma- 
oa & Metals, Inc., Sellersville, 


5275 Van 
Que. 
Carriere & 

Warden 


Dr., 
Ottawa, SH 6-6318 (Air- 
craft instruments). 
U. S. Gear Corp., 81 Bay State 
Rd., Wakefield, Mass. CR 6-4900. 
Douglas Randall (Canada) Ltd., 
126 Manville Rd., Scarborough, 
Ont. PL 9-2291. 
U.S. Radium Corp., P.O. Box 246, 
Morristown, N.J. 
Radelin Ltd., 106 Lakeshore Rd 
E., Port Credit, Ont. CR 8-5301. 
U.S. Semiconductor Prods., Inc., 
3540 West Osborn Road, Phoenix, 
Ariz. 

E. E. Whittaker, 
Dr., Ottawa, Ont. CE 4-4686. 
United Transformer Corp., 150 
Varick St., New York 13, N.Y. AL 
5-3500; and 4008 West Jefferson 
Bivd., Los Angeles 16, Calif. 
Northwestern Agencies, Inc., 
First Ave. S., Seattle 4, 

MA 4-8882 (B.C.). 
Unitek Corp., Weldmatic Div., 
380 N. Halstead Ave., Pasadena, 
Calif 

Mel Sales Ltd., 

Arnprior 400. 
Universal Atomics Corp., 50 Bond 
St.. Westbury, L.I., N.Y. 

Conway Electronic Enterprises 

Reg’d., 1514 Eglinton Ave. 

Toronto 10, Ont. RU 3-6576- 

6676. 


, Engrg. Ltd., 
Horne Ave., Montreal, 
RE 7-2800 (East); 
McFeeters Ltd., 


2137 Niagara 


4130 
Wash. 


Arnprior, Ont 


Controls, 3610 
OR 5-2620. 


Corp., Box 


Universal Circuit 


Oakton St., Skokie, Ill 
Universal Controls 
13122, Dallas 20, Tex 
Tele-Radio Systems Ltd., 
Dundas St. W., Toronto 9, Ont 
RO 2-8224. 
Universal Electric Co., 300 
Main St., Owosso, Mich. 
Universal Transistor Prods. Corp., 
17 Brooklyn Ave., Westbury, L.L., 
N.Y. 
Conway 
Reg’d., 
Toronto 10, Ont. 
6676. 


East 


Electronic Ente epriees 
1514 Eglinton Ave. 
RU 36876 a 


Universal Winding Co., P.O. Box 

1605, Providence, R.I. WI 1-5200 
W. J. Westaway Co. Ltd., 8415 
Mountain Sights Ave., Montreal 
16, Que.; and Main & McNab 
Sts., Hamilton, Ont 

University Loudspeakers, Inc., 80 

S._Kensico Ave., White Plains, 


John R. Tilton Ltd., 51 Mc- 
Cormack St., Toronto 9, Ont. 
RO 9-1129 (East); Charles L. 
Thompson Ltd., 3093 Woodbine 
Dr., N. Vancouver, B.C. YU 
8-2597 (Man. & West). 

Utah Radio Prods. Corp., 1124 FE 

Franklin St., Huntington, Ind 
Desser E-E Ltd., 441 St. Fran- 
cois Xavier, Montreal, Que. VI 
5-6570. 


Vv 


V-M Corp., 4th & Park Sts., 
ton Harbour, Mich. 
Audio Tool & Engrg. Ltd., Jut- 
land Ave., Toronto 18, Ont. 
Vaco Prods. Co., 317 E. Ontario 
St., Chicago 11, Ill. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 
Vactric (Control Equipment) Litd., 
196 Sloane St., London S.W.1, 
England. 
Vactric (Canada) Ltd., 1835 St. 
Catherine St. W., Montreal, 
Que. WE 5-8501. 
Thomas J. Valentino, Inc., 150 W. 
46th St., New York, Y. 
Instantaneous Recording Ser- 
vices, 42 Lombard St., Toronto 
1, Ont. EM 3-5767. 
Valor Electronics, Inc., 
Calif. 
A. Deskin Sales Co., 1091-14th 
st., St. Martin, Que. MU 1-0201. 


Ben- 


Gardena, 


3534 | 


Van Norman Industries, Inc., 186 

Granite St., Manchester, N.H. 
Electrodesign, 736 Notre Dame 
St. W., Montreal 7, Que. 
6-7367, also at Ottawa & To- 
ronto. 

Vanguard Instruments, Inc., 20 W. 

cr Ave., Roosevelt L.I. 

N 


of Canada 


Computing Devices 
Ottawa 4, 


Ltd., P.O. Box 508, 
Ont. TA 8-2711. 
Varflex Pye. 512 W. Court St., 
Rome, N.Y 
Mica Co. of Canada, Lois St., 
Hull, Que. PL 7-4361. 
Vari-L_ Co., Imc., 432 Fairfield 
Ave., Stamford, Conn. 
Varo Mfg. Co., Inc., 2201 Walnut 
St., Garland, Tex. BR 6-6141. 
Veb Vulcanfibre, Germany. 
Paisley Prods. of Conads Ltd., 
36 Upton Rd., Scarborough, Ont. 
PL 5-2216; 11767 Pelletier Ave., 
Montreal, Que. DA 2-4756. 
Vector Electronic Co., 1100 Flower 
St. Glendale 1, Calif. CH 5-1076. 
Vectrol Enegrg., Inc., 153 Spruce St., 
P.O. Box 1089, Stamford, Conn. 
DA 4-4602. 
Veeco Vacuum Corp., 86 Denton 
Ave., New Hyde Park, L.I., N.Y. 
Radionics Ltd., 8230 Mayrand 
St., Montreal 9, Que. RE 3-3937. 
Veeder-Root, Inc., 70 Sargeant St., 
Hartford 2, Conn. 
Veeder-Root of Canada Ltd., 
955 St. James St. W., Montreal, 
Que. UN 6-9546. 
Venner Electronics Ltd., 
By-Road, New Malden, 
England. 
Electrolabs, 7385 St. Lawrence 
Bivd., Montreal, Que. CR 6-6076. 
Verdik Sales Ltd., London, Eng- 
land. 
Smyth Electronic Components 
Ltd., 380 Craig St. W., Montreal, 
Que. AV 8-6281. 
Vibration Research Labs., Inc., 97 
Lake Ave., Tuckahoe, N.Y. 
Tele-Radio Systems Ltd., 3534 
Dundas St. W., Toronto 9, Ont. 
RO 2-8224. > 
Vickers, Inc., Electric Prods. Div., 
1815 Locust St., St. Louis 3, Mo. 
Industrial Electronics of C anada 
Div. of C. C. Meredith & Co. 
Ltd., 80 Thomas St., Streetsville, 
Ont. AT 9-9001. 
Victor Animatograph Corp., Plain- 
ville, Conn. 
Caldwell A/V Equipment Co. 
Ltd., 447 Jarvis St., Toronto, 
Ont. WA 2-2103. 
The Victoreen Instrument Co., 
c/o Terminal Radio Int'l Ltd., 135 
iberty St., New York 6, N.Y. 
Radionics, Ltd., 8230 Mayrand 
St., Montreal, Que. RE 3-3937 
(Man. & East); ARVA, Room 
G.7, Marine Bldg., 355 Burrard 
St., Vancouver 1, B.C. MU 1-3367 
(Sask. & West). 
Vidaire Electronics Mfg. 
44 Church St., Baldwin, N.Y. 
Norris Burgess, 418 Mt. Pleasant 
Rd., Toronto 7, Ont. HU 9-1854. 
Viking Instruments, Inc., East Had- 
dam, Conn. 
Industron Corp., 
Toronto 2, Ont 
Vinten Ltd., N. 
Cricklewood, London, N.W.2, Eng. 
Computing Devices of Canada 
Ltd., P.O. Box 508, Ottawa, Ont. 
TA 8-2711. 
Virginia Electronics Co., Inc., River 
Rd. & B. & O. Railroad, Washing- 
ton, D.C. 
Renfrew 
Carlaw Ave., 
HO 1-3511. 
Vitaility Bulbs Ltd., England. 
Pfeiffer Electronic Labs., Box 
316, Trenton, Ont. EX 2-3498. 


Vitavox Ltd., London, England. 
Astral Electric Co. Ltd., 44 
Danforth ae. Toronto 13, * Ont. 
OX 1-113 


Vitramon, —_ Box 544, Bridge- 
port 1, Conn. 
Aeromotive Engrg. Prods., 5257 
Queen Mary Rd., Montreal 29, 
Que. EL 9602 and 2543 Gerrard 
St. E., Toronto 13, Ont. OX 
9-4621 (East); Ray Johnston Co., 


Kingston 
Surrey, 


Corp., 


297 Carlton St., 
WA 1-2032. 
Circular Rd., 


Electric Co. Ltd.. 349 
Toronto 8, Ont. 
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1011 East 69th St., Seattle 15, 
Wash. LA 4-5170. 


Vokar, 20450 Old U.S. 12, Chelsea, 
Mich. 


Desser E-E Ltd., 441 St. Fran- 
cois Xavier, Montreal 1, Que. 
VI 5-6570; Roger M. Minthorne 
Co., 0673 S. P. Taylors Ferry 
Rd., Portland 19, Ore. CH 6- 
4556. , 

Voltron Prods., Pasadena, Calif. 
Chas. W. Pointon Ltd., 66 Racine 
Rd., Rexdale, Ont. 


w 


W & N Electronics Ltd., London, 

England. 

Waldom Electronics, Inc., 4625 W. 

53rd St., Chicago 32, Ill. 

Active Radio & TV Distributors 
Ltd., 58 Spadina Ave., Toronto 
2B, Ont. EM 4-2256; Roger M. 
Minthorne Co., 0673 S. W. Tay- 
lors Ferry Rd., Portland 19, Ore. 
CH 6-4556. 

Wallace Mfg. Supplies Co., 1300 

Diversey Parkway, Chicago, II. 
Hope Machinery Co., 200 Dal- 
housie St.,. Toronto 2, Ont. EM 
3-8579. 

Walker Rectifier 

Conn. 

The Walkirt Co., 141 W. 

Inglewood 3, Calif. 
Willard Spenser Co., 
Ave., Windsor, Ont. 

Walsco Electronics Mfg. Co., 

Green St., Rockford, Il. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 

Waltham Electronics Corp., 82 

Union St., New London, Mass. 
Conway Electronic Enterprises 
Reg’d., 1514 Eglinton Ave. m 
Toronto 10, Ont. RU 3-6576 and 
6676. 

Waltham Horological 

Lynnway, Lynn, Mass. 
Stark Electronic Sales Co., Ajax, 
Ont. 125; Ben Manis Associates 
Reg’d., 5317 Prince of Wales 
Ave., Montreal 29, Que. HU 6- 
1475. 

The Wama Co., Baltimore, Md. 
Burlec Sales Ltd., 45 Northline 
Rd., Toronto 16, Ont. PL 5-3377 
and 1179 Decarie Blvd., Mont- 
real, Que. RI 4-0165. 


Wandel & Goltermann, Reutlingen 
14B/Wurtt., Germany. 
R-O-R Associates Ltd., 1470 Don 
Mills Rd., Don Mills, Ont. HI 
4-4429; and 3333 Cavendish Blvd., 
Montreal, N. D. G., Que. HU 1- 
0700 (East) 
Wandleside Cable 
London, England 
Mechron Engrg. Prods. Ltd., 2437 
Kaladar Ave., Ottawa, Ont. RE 3- 
3855; 2279+ Yonge St., Toronto, 
Ont. HU 1-5639; 4206 St. Cather- 
ine St. W., Montreal 6, Que. 
Bert Wappler, P.O. Box 18, White- 
stone 57, N.Y. RA 8-8831. 
Ward Leonard Electric Co., 
Vernon, New York. 
Ward Leonard of Canada Ltd., 
1070 Birchmount Rd., Box 70, 
O'Connor P.O., Toronto 16, Ont. 
PL 7-4131 
Ward Prods. Corp., 1148 Euclid 
Ave., Cleveland 15, 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 
Wassco Electric Prods. Corp., 204 
S. Larkin Ave., Joliet, Ill. 
John Best Co., 96 Kipling Ave. 
N., Islington, Ont. BE 1-763: 
Watchstones Co. Ltd., Thoune, 
Switzerland. 
Avionics Ltd., Box 200, Stone 
Rd., Niagara-on-the-Lake, Ont. 
HO 8-3632. 


Waterbury Pressed Metal Co., 300 

Chase Ave., Waterbury 14, Conn. 
Pfeiffer Electronic Labs., Box 
316, Treifton, Ont. EX 2-3498. 
(Ont. and Que.) 


Products Co., Inc 
2445 Emerald St., Philadelphia 2s 
Pa. GA 6-8600 
K. Dooley ‘Co., 3215 Western 
Ave., Seattle 1, Wash. AT 4- 
8313 (West). 


Co., Stamford, 


Hazel St., 


3238 Curry 
YO 9-1332. 
West 


Corp., 395 


Works Ltd., 


Mount 


Waterman 
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SECURE SP ACE NOW 


for the Fourth Annual 


CANADIAN CONVENTION 
AND EXPOSITION 
Automotive Bldg., Exhibition Park, Toronto 
3 Full Days— October 7, 8, 9, 1959 

The Showcase of the Electronics Industry 


HERE is your great once-a-year opportunity to 
expose your products and services to a 
concentrated audience of more than ten 




















REMEMBER! Before final decisions are made as 
to what scientific equipment to buy, and from 
whom to buy it, these are the men consulted. 





Not until next year will you have such a golden 
opportunity to promote sales and goodwill among 
these key men of the electronic and 

nucleonic industries. 


DON’T DELAY! 


Write, Wire or Phone Today for 
Illustrated Brochure and Floor Plan 


IRE CANADIAN CONVENTION 








1819 Yonge Street, Toronto, Canada 
Telephones: HUdson 8-7768 and HUdson 1-3331 





Sponsored by the Canadian Sections of the 


Institute of Radio Engineers 











For further information mark No. 56 on our Readers’ Service Card 
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thousand scientists, engineers and technologists. 


INDUCTROL* 
Voltage 
Regulators 


Drift-free, Distortion-free, 
Stepless Voltage Regulation 


HAND.- 
OPERATED 


FEATURES: No brushes to wear out! 
No tubes to replace! No routine 
maintenance! High efficiency and 
short-circuit strength! 


The General Electric Inductrol 
voltage regulator can be used to hold 
a constant load voltage accurately 
when supplied from a fluctuating 
supply, or can provide a variable 
load voltage from a relatively con- 
stant supply. Either of these func- 
tions can be automatically controlled, 
or can be manually controlled by 
means of motor drive or hand crank. 


Other Inductrol regulator controls 
can be furnished to hold a constant 
current or voltage, either a-c or rec- 
tified a-c. Inductrol regulators of 
dry-type construction are available 
for circuits up to 600 volts. Liquid- 
filled Inductrol regulators are avail- 
able from 2400 to 13,800 volts. 

For further information, call your 
local C-G-E Sales Office, or write:Sec- 
tion 425-17, Apparatus Department, 
Canadian General Electric Co., Ltd., 
PO Box 601, Guelph, Ontario. 


* Trademark 
AAD-9204-5390! 


Progress /s Our Most Important Product 


GENERAL @@ ELECTRIC 


For further information mark No, 57 
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U. S., U. K. and Other Manufacturers 


The Waters Corp., 402 - ist Ave. 
N.W., Rochester, Minn. 
Electrodesign, 736 Notre 
St. W., Montreal, Que, 
7367, also at Ottawa & Toronto. 
Waters Mfg., Inc., Boston Post 
Rd., Route 20, Wayland, Mass. 
M. Howard & Co. Ltd., 1206 
Bank St., Ont. CE 
5-9931. 
Watliff Co. Ltd., Lombard Rd., S. 
Wimbledon, London, S.W. "19, 
England. 
The Glendon Co. Ltd., 44 Wel- 
lington St. E., Toronto, Ont. 
EM 6-5673. 
Waugh Engrg. Co., 7842 Burnet 
Ave., Van Nuys, Calif. 
Associated Instrumentation & 
Controls Ltd., 2655 Bates Rd., 
Montreal 26, Que. RE 8-1167. 
Waveforms, Inc., 333 Sixth Ave., 
New York 14, N.Y. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. UN 6- 
7367, also at Ottawa & Toronto. 
Waveguide, Inc., Costa Mesta, 
Calif. 
Railway Power & Engrg. Corp. 
Ltd., 3745 St. James St. W., 
Montreal 30, Que. WE 3-6741, 
and principal cities across Can- 
ada. 
Werte, Inc., P.O. Box 718, Cald- 
well, N.J. 
Beechey Enterprises, 1162 Main 
St. N., Weston, Ont. CH 4-8051. 
Wayne Kerr Labs. Ltd., Chessing- 
ton, England. 
The Glendon Co. Ltd., Instru- 
ment Div., 44 Wellington St. E., 
Toronto, Ont. EM 6-5673 
Webcor Inc., 5610 Bloomingsdale, 
Chicago, II. 
Canadian Marconi Co., Elec- 
tronic Tube & Components Div., 
830 Bayview Ave., Toronto 17, 
Ont. HU 1-5221. 
Webster Electric Co., 
St., Racine, Wis. 
General Sound & Theatre Equip- 
ment Ltd., 861 Bay St., Toronto 
5, Ont. EM 4-2438 


Weckesser Co., 5701 
Highway, Chicago 30, IIl. 
Oki & Willadsen Ltd., 47 Crock- 
ford Blvd., Toronto 16, Ont. PL 
7-4195 


Dame 
6- 


Ottawa, 


1900 Clark 
Northwest 


Cc. A. Weidmuller K.G., Berlebeck 

bei Detmold (21a), Germany. 

Weinsche!l Engrg. & Mfg. Corp., 

10503 Metropolitan Ave., Kensing- 

ton, | 

Atlas Instrument Corp. Ltd., 
Wingold Ave., Toronto, 
RU 1-6174. 

W. M. Welch Mfg. Co., 1515 

Sedgwick St., Chicago 10, II. 
Electrolabs, 7385 St. Lawrence 
Blvd., Montreal, Que. CR 6-6076 
(East). 

Weldmatic, Div. of Unitek Corp., 

380 North Halstead Ave., Pasadena, 

Calif. 

Mel Sales Ltd., 
Arnprior 400-401. 

Wellcor, Inc., 1214-18 N. Wells 

St., Chicago 10, Ill. 

Weller Electric Co., Easton, Pa. 
Northwestern Agencies, Inc., 4130 
First Ave. S., Seattle 4, Wash. 
MA 4-8882. 

Weller Mfg. Co., 601 Stone’s Cros- 

sing Rd., Easton, Pa. 

A. C. Simmonds & Sons Ltd., 
100 Merton St., Toronto, Ont. 
HU 5-9111. 


ba 


Arnprior, Ont. 


Wellesley Engineers, 41 Cross St., 
West Newton, 65, Mass. 
William M. Hummel, P.O. 
190, 150 Pinewood Trail, 
Credit, Ont. CR 8-7666. 
Wells Industries Corp., 
Hollywood, Calif. 
Canavia Engrg. & Sales Co., 
Malton, Ont. BU 6-2241 and 902 
Ducharme Rd., Windsor, Ont. 


Welsh Mfg. Co., Providence, R.I., 
N.Y. 


Canadian Liquid Air Co. Ltd., 
1111 Beaverhall Hill, Montreal, 
Que. 781. 

Welwyn Electrical Labs. Ltd., Bed- 

lington, Northumberland, England. 
Welwyn Canada Ltd., 1255 
Brydges St., London, Ont. 
1-9490. 

Wendell Plastics Fabrics Corp., 

1220 Broadway, New York 1, N.Y. 
Peffer Sound Systems Ltd., 40 
Maurice St., Kitchener, Ont. SH 
3-2628; J. J. MacQuarrie Sales, 
46 St. George St., Toronto 5, 
Ont. WA 3-2455 and Eric Jeanes, 
266 Aubrey St., Winnipeg, Man. 
SU 3-5442. 

West Instrument Corp., 4363 W. 

Montrose Ave., Chicago 41, II. 
Upton Bradeen & James Ltd., 
890 by. A St., Toronto 5, Ont. 
WA 4-5751 

Wilhelm Ww estermann, 

Westf., Germany. 
German-Canadian Import Co., 
3490 Olivar Asselin St., Mont- 
real 2. Que. RI 4-6627 (Ont. & 
ue.). 


Box 
Port 


North 


Unna 


West Coast Electrical Mfg. Corp., 
233 W. 116th Place, Los Angeles 
61, Calif. 
Railway & Power Engrg. 
Ltd., 3745 St. James St. 
Montreal 30, Que. WE 3-6741. 


ers Lithograph Co., Los An- 
Calif. 
~~ Industrial Prods. Ltd., 
41 Crockford Blvd., Toronto 13, 
Ont. PL 9-1179. 


Westinghouse Brake & Signal Co. 
Ltd., 82 York Way, King’s Cross, 
London, N. 1, England. 
R. H. Nichols Ltd., 4544 Duf- 
ferin St., P.O. Box 500, Downs- 
view, Ont. ME 3-8190; also at 
Ottawa and Vancouver 


Corp. 
W., 


Westinghouse Electric Internation- 
al Corp., New York, (X-Ray 
Equipment). 
-Ray & Radium [Industries 
Ltd., 261 Davenport Rd., To- 
ronto, Ont. WA 3-0908. 


Westline Prods. Div., 

Lithograph Co., 600 E. 

Los Angeles 54, Calif. 
Northern Industrial Prods. Ltd., 
41 Crockford Blvd., Toronto 13, 
Ont. PL 9-1179. 


Westport Electric, 

El Segundo, Calif. 
Aeromotive Engrg 
147 Hymus Blvd., Pointe Claire, 
Montreal 33, Que. OX 7-0810; 
and 1912A Avenue Rd., Toronto, 
Ont. RU 3-4288. 


Westronics Inc., 3605 McCart St., 
Ft. Worth, Tex. 
Chemical & Industrial Sales 
Ltd., 8035 - 102 St., P.O. Box 
4115, South Edmonton, 
392935 (B.C., 
Radionics Ltd., 
St., Montreal 9, Que. RE 3-3937 
(Ont. & Que.). 


Western 
2nd St., 


149 Lomita St., 


Prods. Ltd., 


Hermann Wetzer, Pfronten, Bayern 
Allgaeu, W. Germany. 
The J. W. Ellis Industries, 80 
Richmond St. E., Toronto, Ont. 
EM 6-1434 


Wharfedale Wireless Works Ltd., 
Bradford, England. 

Smyth Electronic 
Ltd., 380 Craig St. 
Que. AV 8-6281. 
White Instrument Labs., Box 9006, 
Austin 17, Tex. GL 3-8447. 
Whiteley [Electrical Radio Co. 
Ltd., Victoria St., Mansfield, 
Notts., England. 

E. M. I.— Cossor 
Ltd., 301-303 Windsor St., 
fax, N.S. 4-6487. 


Whitey’s Tool & Die Shop, 1150- 
55th St., Oakland 8, Calif. 
Tecneek Associates, 1405 Bishop 
St., Montreal 25, Que. VI 4-7874. 
Whitso, Inc., 9330 Byron St., 
Schiller Park, Ill. 
a 736 Notre Dame 
St. W., Montreal, Que. 6- 
7367, also at Ottawa & Toronto. 
Wickes Engrg. & Construction 
Co., 12th St. & Ferry Ave., Cam- 
den 4, N.J. 
Wiedemann Machine Co., 
Road, King of Prussia, Pa. 
Hope Machinery Co., 200 Dal- 
housie St., Toronto 2, Ont. EM 
3-8579 (Ont.) 
F. Wieland Elektrische Industrie 
GmbH., Bamberg, Bayern, Ger- 
many. 
Dominion Industries, 
ment St., Toronto, Ont. 
3666. 
Lok a Div. 
N.Y. 


Components 
W., Montreal, 


Electronics 
Hali- 


Gulph 


270 Parlia- 
EM 6- 
Aerovox Corp., Olean, 


anada Ltd. 1551 
Hamilton, Ont. 


Aerovox C 
Barton St. E., 
LI 5-1186. 
Cc. K. Williams & Co., 
St., Easton, Pa 
N. Soden & Co. Ltd., 2143 
St. Patrick St., Montreal 22, 
Que. WE 5-4602; and 41 Advance 
Rd., Toronto 18, Ont. BE 3-6289. 
Wilson Mechanical Instrument 
Div., American Chain & Cable 
o., 230 J. Park Ave., New York, 


640 N. 13th 


tA 
Upton Bradeen & James Ltd., 
890 Yonge St.. Toronto 5, Ont. 
WA 4-5751. Branches in prin- 
cipal cities across Canada. 
Winchester Electronics, Inc., Wil- 
lard Rd., Norwalk, Conn. 
E. E. Whittaker, 2137 Niagara 
Drive, Ottawa, Ont. CE 4-4686; 
Railway & Power Engrg. Corp 
Ltd., 3745 St. James St. W. 
Montreal 30, Que. WE 3-6741: 
and principal cities across Can- 
ada. 
Winston Electronics Ltd., 
Ave., Shepperton, Middx., 


land. 
Mechron Engrg. Prods. Ltd., 
+2437 Kaladar Ave., Ottawa 1, 
Ont. RE 3-3855; 2279 Yonge St., 
Toronto, Ont. HU 1-5639; 4206 
St. Catherine St. W., Montreal 6, 
Que. 

Wirepots Ltd., England. 
Payette Radio Ltd., 730 St. James 
St. W., Montreal, Que. UN 6- 
668 1. 

Wirt Co., 5221-5227 

Philadelphia 44, Pa. 
Lake Engrg. Co. Ltd., 767 War- 
den Ave., Scarborough, Ont. PL 
7-3253. 


Govett 
Eng- 


Greene St., 
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Witco Chemical Co., Inc., 122 E. 

42nd St., New York'17, N.Y. 
P. N. Soden & Co. Ltd., 21 
Patrick St., Montreal 22, 
WE 5-4602. 

Woden Transformer Co., England. 
Burlec Sales Ltd., 45 Northline 
Rd., Toronto 16, Ont. PL 5-3377 
and 1179 Decarie Blvd., Mont- 
real, Que. RI 4-0165. 

The Wood Electric Co., Newbury- 

port, Mass. 

The Garrett Mfg. Corp. of Can- 
ada Ltd., 4 Racine ‘Rd., Rexdale, 
Ont. CH 4-5655 and 1255 Laird 
Blvd., Montreal, Que. RE 8-7605. 


Daniel Woodhead Co., 15 N. Jef- 
ferson St., Chicago 6, Ill. 
John S. Plewes Co., 52 Hum- 
bercrest Blvd., Toronto 9, Ont. 
RO 9-2051. 
Worcester Pressed 
Corp., 13-15 Hope Ave., 
Mass. 
Alec W. Andrews & Associates, 
1239 Tecumseh Pk., Pt. Credit, 
Ont. CR 8-3478. 
Workman TV, Inc., 309 Queen 
Anne Rd., Teaneck, N.J. 
Len Finkler Ltd., 1794 Avenue 
Rd., Toronto 12, Ont. RU 1-5232 
(West); E. S. Gould Sales Co., 
Suite 315, 353 St. Nicholas St., 
Montreal, Que. AV 8-5225. 
Workshop Associates, 135 Cres- 
cent Rd., Needham Heights 94, 
Mass. 
Atlas Radio Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 
Wuerth Tube-Saver Corp., 9125 
Livernois Ave., Detroit 4, Mich. 
Active Radio & TV Distributors, 
58 Spadina, Toronto 2B, Ont. 
EM 4-2256. 
xX 


Thorne & Bank Sts., 
N.Y 
66 Ra- 


43 St. 
Que. 


Aluminum 
Worcester, 


Xcelite, Inc., 
Orchard Park 
Chas. W. 
cine Rd., 


Pointon Ltd., 
Rexdale, Ont. 


Zeiss Aerotopograph GmbH, 

Muenchen, Germany. 
Viditon Corp. Ltd., 384 Bank 
St., Ottawa, Ont. CE 6-9441, 

Zell Prods. Corp., 276-80 Main St., 

Norwalk, Conn. 
Electrodesign, 736 Notre Dame 
St. W., Montreal, Que. UN 6- 
7367, also at Ottawa & Toronto. 

Zenith Electric Co., 152 W. Walton 

St., Chicago 10, Ill 

Alois Zettler, GmbH, Holzstr. 28- 

30, Muenchen 5, Germany. 
Associated Electronic Compon- 
ents, 37 Roselawn Ave., Toronto 
12, Ont. HU 1-0144, 

Zeva Elektrizitats A.G., Arolsen/ 

Waldeck, Postfach 76, Germany. 
Srayth Electronic Components 
Lid., 380 Craig St. W., Mont- 
real, Que. AV 8-6281. 

Zoomar Marketing Corp., 55 Sea 

Cliffe Ave., Glen Cove, N.Y. 
Electrovert Ltd., 265 Craig St. 
W., Montreal, Que. UN 1-1872; 
and P.O. Box 23, Stn. “N”, To- 
ronto, Ont. CL 5-4436. 

Zophar Mills, Inc., 112 - 26th St., 

Brooklyn 32, N.Y. SO 8-0907. 

Zwick & Co., K.G., Einsingen bei 

Ulm, W. Germany. 
The J. W. Ellis 
Richmond St. E.., 
EM 6-1434. 


Industries, 80 
Toronto, Ont. 
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View of mountain top microwave installation 


... proven performance, where rough con- 
ditions are normal all year. Here is a high 
mountain-top tower where ANDREW equip- 
ment was installed to perform, exposed to 
100 mph winds, driving sleet, ice and snow. 

Selection of the best antenna systems for 
such problem installations is made easy 
through a choice of 30 Anprew stock para- 
bolic reflectors, which utilize the three 
standard microwave feeds. And tower 
work has been simplified too, with the new 
mount, which has separate elevation and 
azimuth adjustments for precise align- 
ment. 

All standard Anprew antennas meet or 
surpass EIA recommendations and DOT 
specifications, governing radiation patterns 
and side lobes. 

Uniform all weather performance is as- 
sured by the use of radomes and built-in 
automatic de-icing equipment. 

Why not check today on how you can 
get the maximum performance in your in- 
stallation—just call the Anprew Engineer 
in your area or write 


Andhen 


. 2 7.5 2 2 6 
CORPORATION ULUTD., 
606 BEECH ST., WHITBY, ONTARIO 


ANTENNAS, ANTENNA SYSTEMS, TRANSMISSION LINES 


COAXIAL HORN FEED 


for 3700-13,200 me 





for 400-960 mc 


Request Catalog 22 
for complete 
description of 

500 Antenna 
System Products 


For further information mark No, 58 on our Readers’ Service Card 
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Instrumentation 
RESEARCH 
s 
DEVELOPMENT 
iz 
SERVICE 


| WORCESTER 


| @ OSCHLLOGRAPHS 


© AMPLIFIERS 


e SYSTEMS 


@ STRAIN 
GAUGE 
TRANSDUCERS 


DYNAMIC 


INSTRUMENT COMPANY 


_ Ml _ =! 
f ‘ 'f 


Me \ 


x 


DAYTRONIC 


CORPORATION 
© DIFFERENTIAL TRANSFORMER 
TRANSDUCERS 


MICRO- 
TEST 


INCORPORATED 
@ WELDABLE STRAIN GAUGES 


For specific information on your 
application, or on our other test- 
ing machines, contact: 


ELECTRONICS DIVISION 
ickman 
Sa gaa @ 
1425 QUEENSWAY, TORONTO 14, ONT. 


For further information mark No. 59 
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Section 4 


Canadian Representatives 


Full information on the manufacturers represented is 


This section comprises a cross-reference index of 
all Canadian sales representatives and distributors 
whose names appear in either Section 2 or Section 3. 


A 


D. Peter Abbott, 1161 Melville St., 
Vancouver 5, B.C. MU. 2-1307. 

Continental- Diamond Fibre of 

Canada Ltd. 

Abercorn Aero, Ltd., 7435 Chester 
Ave., N.D.G. Montreal 29, Que. 
HU 9-4978. 

Gill Electric Mfg. Corp. 

The Kaynar Co. 

Penn-East Engrg. Corp. 

W. S. Shamban & Co. 
Acme Electric Corp. Ltd., 50 
Northline Rd., Toronto 16, Ont. 
PL 5-3315. 

Kato Engrg. Co. (Ont. & East). 
Katolight Corp. (Ont. & East) 
Active Radio & TV Distributors 
Ltd., 58 Spadina Ave., Toronto 

2B, Ont. EM 4-2256. 
Illinois Condenser Co. 
Semi-Elements, Inc. 
Waldom Electronics, Inc. 
Wuerth Tube-Saver Corp. 


Adams Energ. Ltd., 1500 St. Cath- 
erine St. W., Montreal 16, Que. 
WE 3-6857; 1999 Avenue Rd., To- 
ronto 12, Ont. HU 8- 9487: 77 
Metcalfe St., Ottawa, Ont. CE 
5-2174. 
Acme Electric Corp. (East) 
Acme Electric Corp. Ltd. (East) 
Allied Control Co., Inc. (East) 
The Daven Co. (East) 
Electronic Tube Corp. (East) 
A. H. Hunt (Capacitors) Ltd. 
Mechanical Prods., Inc. (East) 
Prodelin, Inc. (East) 
Transitron Electronic Corp. 
(East) 
Adcola Prods. Ltd., P.O. Box 103, 
Weston, Ont. CH 1-583 0 
Adcola Prods. Ltd. 


Addisons Ltd., 9 Hanna Ave., To- 

ronto, Ont. EM 3-6692. Branches in 

principal cities across Canada. 
Addison Industries Ltd. 


Aeromotive Engrg. Prods. Ltd., 147 
Hymus Blvd., Pointe Claire, Mont- 
real 33, Que. OX 7-0810 and 1912A 
Avenue Rd., Toronto, Ont. Rl 
3-4288. Reps: Chas. L. Thompson 
Ltd., 3093 Woodbine Dr., N. Van- 
couver, B.C. YU 8-2597, and 87 
King St., Winnipeg 2, Man. WH 
3-8231. 

American Electronics, Inc. 

Assembly Products, Inc. 

Bowmar Instrument Corp. 

Christie Electric Corp. 

Clary Dynamics Corp. 

Colvin Labs., Inc. 

Condenser Prods 

Control Prods., Inc. 

Irion & Vasseler 

Non-Linear Systems 

Potter & Brumfield Canada Ltd 

Thermo Electric (Canada) Ltd. 

Unimax Switch Div., The W. L. 

Maxson Corp. 

Vitramon, Inc. 

Westport Electric 
1551 Barton 
LI 5-1186 


Aerovox Canada Ltd., 

St. E., Hamilton, Ont. 
Aerovox Corp. 
Crowley Div., Aerovox Corp. 
HI-Q Div., Aerovox Corp 
Wilkar, Aerovox Corp. 


The Ahearn & Soper Co. Litd., 
384 Bank St., Ottawa, Ont. CE 
6-9441. 

Wolfgang Assman GmbH. 

Bauscher & Co., K. G. 

Hammarlund Mfg. Co., Inc. 

Dr. Ing. Rudolf Hell 

Richard Jahre 

ere Union Electric Corp. 

A. Philbrick Researches, Inc. 

pre GmbH 

Radio Engrg. Labs., Inc. 

Rohde & Schwarz 

Siemens & Halske A.G. 

Siemens-Schuckertwerke A.G. 

Specialty Engrg. & Electronics 


Co. Ltd. 
H. W. Sullivan Ltd. 
United Electronics Co. 


124 


Aircraft Appliances & Equipment 
Ltd., 585 Dixon Side Rd., Box 
177, Weston, Ont. CH 4-5506-7-8. 
Air-Marine Motors, Inc. 
Avtron Mfg., Inc. 
Electronic —* Co. 
Filtron Co., 
The Harton 
Co 


Hydraulic Research & Mfg. Co. 

Jack & Heintz, Inc. 

Permanent Filter Corp. 

The Strong Electric Corp 
Airflite Components Co., 71 Dixon 
Rd., Toronto 15, Ont. 

Lerco Electronics, Inc. 
Alexander & Orlick Ltd., P.O. 
Drawer 248, Brantford, Ont. PL 
3-3181. 

Deuta-Werke GmbH 
Alliance Div., General Steel Wares 
Lid., 76 Miranda Ave., Toronto 10, 
Ont. RU 7-2482; GSW -8976 Shaugh- 
nessey St., Vancouver, B.C. FA 1- 
3291; 1745 Sargent Ave., Winnipeg, 
Man. SP 5-8471; 2355 Delisle St., 
Montreal, Que. WE 2-6181. 

Alliance Mfg. Co. 

Howard Industries, Inc. 

Roto Mfg. Co. 

Alloy Metal Sales Ltd., 181 Fleet 
St. E., Toronto, Ont. EM 2-4411. 

Driver-Harris Co. 

Alpha Aracen Radio Co. Ltd., 555 
Wilson Ave., Downsview P.O., 
Toronto, Ont. ST 8-6181 and 29 
Adelaide St. W., Toronto, Ont. EM 
6-1591. Distributor of a wide range 
of electronic and allied compon- 
ents and equipment. 

Alpha Wire Corp. 

Arcolectric (Switches) Ltd. 

Gremar Mfg. Co., Inc. 

Tung-Sol Electric, Inc. 

The American Superior Electric 
Co. Ltd., 174 Evans Ave., Toronto 
18, Ont. CL 5-2318 and RO 2-7309 

The Superior Electric Co. 


* Electrical Mfg. 


Ampex American Corp., Canadian 
Div., 1537 The Queensway, Toronto 
14, Ont. CL 9-4263 (Professional 
prods.) and 77 Metcalfe St.. Ot- 
tawa, Ont. CE 6-9763 (Instrumenta- 
tion prods.) 

Ampex Corp. 


Amplivox (Canada) Ltd., 71 
lesley St. E., Toronto 5, Ont. 
3-9401. 

Amplivox Ltd. 


Alec W. Andrews & Associates, 
1239 Tecumseh Park, Port Credit, 
Ont. CR 8-3478 
American Super-Temperature 
Wires., Inc. 
Chemo-Prods, Inc. 
Cosmo Plastics Co. 
Silicone Seals, Inc. 
Geo. Stevens Mfg. Co., Inc. 
Worcester Pressed Aluminum 
Corp. 


Wel- 
WA 


Applied Electronics, 434 Church St., 
Mimico, Toronto 14, Ont. CL 1- 
8451. 
Bozak Sales Co. 
Electrodyne Corp. 
Gray Mfg. Co. 
Magna-Tech Electronic Co 
McCurdy Radio Industries Ltd 
Taylor, Taylor & Hobson Ltd 
Telefunken, GmbH 


Armor Supply & Sales Ltd., 6969 
St. Lawrence Blvd., Montreal 10, 
Que 

Electronic Components Ltd 


A. T. R. Armstrong Ltd., P.O. Box 
38, Stn. “D”, 700 Weston Rd., 
Toronto 9, Ont. RO 2-7535. 
Akro-Mils, Inc 
American Thermostat Corp. 
Automatic & Precision Mfg. Co. 
Bristol Motor Div., Vocaline Co. 
of America 
Cedco Electronics, Inc. 
L. L. Constantin & Co. 
E. & C. Industrial 
Points Ltd. 
Fluorocarbon Prods., Inc. 


Engraving 


given in those sections. 


Good-All Electric Mfg. Co. 
I. D. E. A., Inc. (Canada ex- 
cept B.C.) 
Jensen Industries, Inc. 
Kulka Electric Corp. 
Potter & Brumfield Canada 
Ltd. (Ont.) 
Quam-Nichols Co. (East) 
Reeves Soundcraft Corp. (East) 
Sarkes Tarzian, Inc., Rectifier 
iv. 
Southco Div., South Chester 
Corp. 
Sphere Co., Inc. 
Stanley Aviation Corp. 
Tru-Ohm Prods. (East) 
ARVA, Room G.7, Marine Bldg., 
355 Burrard St., Vancouver 1, B.C. 
MU 1-3367. 
G-V Controls, Inc. 
Giannini & Co., Inc., 
Kin-Tel, Inc. 
Lambda Pacific Engrg. 
Marco Industries Co. 
F. L. Moseley Co. 
Rust Industries Co., Inc. 
Sanborn Co. (West) 
Sensitive Research Instument 
Corp. 
Sigma Instruments, Inc. 
Sorenson & Co., Inc 
Varian Associates of Canada 
Victoreen Instrument Co. (Sask. 
and West) 
Associated Electronic Components, 
37 Roselawn Ave., Toronto 12, 
Ont. HU 1-0144. 
Dr. Bernhard Beyschlag 
A/S Danavox 
Dansk Ventil Industri 
A/S Tobias Jensen Condenser 
Prods. Co. Ltd. 
I/S Jensen Electric 
Peerless Fabrikkerne A/S 
Firma S. Samulevitz 
Firma Jorgen Schou 
Firma Tage Schouboe 
Torotor A/S 
Alois Zettler GmbH 


Associated Enterprises, 10729 Uni- 
versity Ave., Edmonton, Alta. 
and 3817 Hertford St., S. Burnaby, 
B.C 
American Sealants Co. (West) 
Chemalloy Electronics Corp. 
(West) 
N. American Philips Co., Inc., 
Elmet Div. (West) 


Associated Instrumentation & Con- 
trols Ltd., 2655 Bates Rd., Mont- 
real 26, Que. RE 8-1167. 
American Meter Co., Inc. 
Automatic Timing & Controls, 
Inc. (East) 
Electro Devices, Inc. 
Industrial Instruments, Inc. 
Nuclear Corp. of America, Inc. 
Waugh Engrg. Co. 


Astral Electric Co. Ltd., 44 Dan- 
forth Rd., Toronto 13, Ont. OX 1- 
1131. Branch: B. D. Coyne, 4130 
Molson Ave., R.R. 2, Box 21, Ste. 
Genevieve de Pierrefonds, Que. NA 
6-5412. Rep: Caldwell A/V Equip- 
ment Co. Ltd., 447 Jarvis St., To- 
ronto, Ont. WA 2-2103. 

Belling & Lee Ltd. 

a Ferrograph Recorder Co. 


Datex Div. 


Dubilier Condenser Co, Ltd. 
Grampian Reproducers Ltd. 
Jones Stroud Co. 

H. J. Leak & Co. Ltd. 
Reproducers & Amplifiers Ltd. 
A. R. Sugden & Co. Ltd. 
Vitavox Ltd. 


Atlantic Films & Electronics Ltd., 
22 Prescott St., St. John’s, Nfid. 
Amphenol Canada Ltd. <- 
Atlas Radio Corp. Ltd. 
S. G. Brown Ltd. 
Dominion Electrohome 
Industries Ltd. 
Executone Communication 
Systems Ltd. 
Hammond Mfg. Co. Ltd. 
Minnesota Mining & Mfg. of 
Canada Ltd. 
Rauland-Borg Corp. 
Renfrew Electric Co. Ltd 
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Atlas Instrument Corp. Ltd., 50 
Wingold Ave., Toronto 19, Ont. 
RU 1-6174; 3333 Cavendish Blvd., 
Montreal, Que.; 106-525 Seymour 
St., Vancouver 2, B. C. MU 3-5848. 

Dymec, Inc. 

Electro Prods. Labs., Inc. 

Eric Lindgren Associates, Inc. 

Gertsch Prods., Inc 

Hewlett Packard Co. 

Kin-Tel 

Sierra Electronic Corp. 

Skydyne, Inc. 

Taller & Cooper, Inc. 

Tel-Instrument Electronics Corp. 

Weinschel Engrg. & Mfg. Corp. 


Atlas Radio Corp. Ltd., 50 Win- 
gold Ave., Toronto 19, Ont. KU 1- 
6174; 106-525 Seymour St., Van- 
ouver 2, B.C. MU 3- 5848: 5160 
Isabella Ave., Montreal, Que. HU 
4-2961; 875-54th Avenue, Lachine, 
Que. ME 7-2306. 

Amperite Co. 

Atlas Sound Corp. 

B & K Mfg. Co. 

The George W. Borg Corp. 

Consolidated Wire & Associated 

Cos. 

Continental Connector Corp. 

Continental Electric Co. 

Harry Davies Molding Co. _ 

Daymar Electronics Specialties 

DeJur-Amsco Corp. 

Drake Electric Works 

Drake Mfg. Co. 

E.M.I. Sales & Service 

Elco Corp. 

Electrical Industries, Inc. 

Electroacoustic GmbH 

Electro Prods. Labs. Inc. 

Federal Electronic Sales 

The Gabriel Co. 

Gregg Electric Co. 

I. E. Mfg. 

Industrial Hardware Mfg. Co., 

Inc. 

Jerrold Electronics Corp. 

Lowell Mfg. Co. 

MacDonald & Co. 

J. W. Miller Co. 

M. A. Miller Mfg. Co. 

Oak Mfg. Co. 

Orradio Industries, Inc. 

Oxford Electric Corp. 

Pace Electrical Instruments Co. 

Paco Electronics Co., Inc. 

The Pentron Corp. 

Pilot Radio Corp. 

Precision Apparatus Co., In 

Pyramid Instrument Corp. 

Radio Components Ltd. 

Radio Industries, Inc. 

Radion Corp. 

Rek-O-Kut Co. 

Herman H. Smith, Inc. 

Sonotone Corp. 

The Staver Co., Inc. 

Stuzzi Radiotechnischer Betrieb 

Switchcraft, Inc. 

Taylor Tubes, Inc. 

Telex Labs., Inc. 

Terado Co. 

Triple-A Specialty Co. 

Vaco Prods. Co. 

Walsco Electronics Mfg. Co. 

Ward Prods. Corp. 

Workshop Associates 


Audio Tool & Engrg. Ltd., Jut- 
land Ave., Toronto 18, Ont.; Mr. 
J. R. Comtois, 3510 Beausejour, 
Ville St. Laurent, Montreal, Que. 
RA 1-6125. 

Ronette Acoustical Corp. 

Sea Breeze Mfg. Ltd. 

V-M Corp. 


Audio Vox Intercom Inc., 4510 De 
Laroche, Montreal, Que. LA 1- 


English Telephones Ltd. (Que.) 
Rego Insulated Wire Corp. 


Automatic Electric Sales (Canada) 
Ltd., 185 Bartley Dr., Toronto 16, 
Ont. PL 7-2861; 292 Decarie Blvd., 
Ville St. Laurent, Montreal 9, 
Que. RI 4-5851; 723 Ottawa Elec- 
tric Bldg., 56 Sparks St., Ottawa 
4, Ont. CE 2-6740; 10022-103rd St., 
Edmonton, Alta. GA 2-8764 and 
GA 4-5540; 132 W. 2nd Ave., Van- 
couver, B.C. TR 4-8181. 
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MODULAR ALUMINUM INSTRUMENT ENCLOSURES 


ALE-1 
Extrosion 
Single flange 


ALC 
von Cast corner 
Vertical channel Jeared 








The newest idea from AMCO is a system 
of aluminum frames! The big advantages are 
outstanding convenience and versatility! 





Another example of Amco’s concern with 
customer requirements is this latest addition 
to the Amco Modular Instrument Enclosure 
Systems. It’s a uniquely flexible modular 
aluminum frame that can be assembled to 
any desired height, width or depth from 7” 
to 20’ from standard units. No tools re- 
quired for assembly. Within minutes, you 
can assemble most any size frame from only 
7 stocked parts. 

Amco aluminum castings serve as corners, 
tie frame box extrusions together by means 
of ears which slip into the extrusions, lock 
there with locking clips. Corners are perma- 
nent-mold cast of #356-T6 aluminum alloy. 
Extrusions are made from #6061-T6 alumi- 
num alloy. 

Extrusions are available in full 20-foot 
lengths, or precut and mitered to any speci- 
fied length. Extrusions are flanged on one, 
two and three sides, supplied with or with- 
out holes for panel mounting. These, to- 


gether with both vertical and horizontal 
channel extrusions give complete mounting 
versatility, make it possible to recess panels 
to any depth, or flush-mount panels of any 
thickness 
construction and 4-ear corners for multiple 


3-ear corners for single cabinet 


cabinets are supplied with all needed lock- 
ing clips. That's all you need to stock —five 
extrusions and two types of corners—and 
you can count on getting them /ast with 
Amco's realistic 3 week delivery! Panels can 
also be ordered from Amco, or made from 
sheet aluminum purchased locally. 


WRITE FOR 
SUPPLEMENT-A 
TO CATALOG 201 
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AMCO ENGINEERING CO. 
CANADIAN SALES OUTLET: ELDER ELECTRONICS 
3220 ROBERT ST., BURLINGTON, ONTARIO 


ENGINEERING CO. 


Factory-trained representatives in all principal U.S. cities and Canada 


For further information mark No. 60 on our Readers’ Service Cara 
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Rousseau Controls Lid 
John Herring & Company Ltd. 


THE MARK OF QUALITY Quick solutions 


to various 
electronic 
problems 


BARBER 
COLMAN 


& 
Ultra-Sensitive Relays 


Operating on inpuf powers of 40 
to more than 1,000 microwatts, the 
Barber-Colman Micropositioner 
polarized relay is ideal as a dif 
ferential relay in electronic plate 
circuits, as a null detector in resist- 
ance bridge circuits, or as an 
amplifier in photoelectric circuits 
Resonant relays also available from 
Barber-Colman 


Reversible Small Motors 


Shaded pole a-c type, up to 1/25 
hp oedaptable to a variety of 
control circuits, including transistor 
and vocuum tube types. Ideal for 
use with servo mechanisms ond other 
follow-up and positioning units 
Available with or without geor 
heads. A wide range of geor ratios 
for gear motors 
closed 


+ Open or en 


mall Motors with Blowers 


In both a-c and d-c types with 
cooling fans or blowers for quick, 
dependable dissipation of heat from 
tubes, circuit components and other 
equipment mounted in confined en 
closures 


Dept. L, Toronto, Canada 


For further information mark No. 61 





Bareer-CoumanNn OF CANADA, LTD. 


Montreal 30, Quebec 
Toronto, Ontorio 
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Canadian Representatives 


Automatic Electric (Canada) Ltd. 
Automatic Electric Co. 
= Electric Co. of Canada 
td. 
Lorain Products Corp. 
Paragon Electric Co. 
Stromberg Time Corp. 
Tel Autograph Corp. 
Automatic Telephone & Sound 
Services Ltd., 777 eee Ave., 
Verdun, Que. PO 8-816 
Canadian Vn An Co. Ltd., 
Electronics Div. 
Aviation Electric Ltd., 200 Lau- 
rentien Blvd., P.O. Box 6102, Mont- 
real 9, Que. RI 4-2811 and Aviation 
Electric Pacific Ltd., Vancouver 
Vancouver, B.C. CR 8- 


Aircraft Specialty Lines 
Bendix Aviation Corp. (AEL) 
Hamlyn Electronics Corp. 
Newton Bros. (Derby) Ltd. 
Robinson Aviation, Inc. 
Avionics Ltd., Stone Road, Box 200, 
ee. Ont. HO 8- 
3. 


Besson & Robinson Ltd. 
Defiance Engrg. & Microwave 
rp. 
Microwave Instruments Ltd. 
Thermionic Prods. Ltd 
Watchstones Co. Ltd. 
Aviquipo of Canada Ltd., Suite 340, 
1980 Sherbrooke St. W., Montreal, 
Que. WE 7-9531-2, and 109 ve 
Ave. E., Toronto, Ont. HU 3-1211. 
Breeze Corp. 
Coast Pro-Seal & Mfg. Co. 
Consolidated Controls Corp. 
Flightex Fabrics, Inc. 
Motor Generator Corp. 
Simmons Fastener Corp. 


Bach Simpson Ltd., 1255 Brydges 
St., London, Ont. GL 1-9490 and 
109 Eglinton Ave. E., Toronto, 
Ont. HU 3-2585. 
Radiometer 
James J. Backer Co., 221 ‘a Sete 
St., Seattle 99, Wash. AL 64 
Aerovox Corp., Cinema ae. 
Div. (B.C.) 
C. A. Ball Associates, 106 Adelaide 
St. W., Toronto, Ont. EM 4-1633. 
Croname (Canada) Ltd. (Ont.) 


Bancroft Industries Ltd., P.O. Box 
68, Place D’Armes, Montreal, Que. 
WE 3-3605. 

Exacto Industries, Inc. 

F. F. Barber, Machinery Div., 187- 
191 Fleet St. W., Toronto, Ont. EM 
3-9291; 1600 Berri St., Montreal, 
Que. VI 2-8215; 139 Tecumseh 
Blvd. W., Windsor, Ont. CL 3-2451. 

Artos Engrg. Co. 

W. Barringer, 57 Transwell Ave., 
Toronto, Ont. BA 1-7046. 

Fleck Mfg. Ltd. (Ont. and Que.) 
Barry Electric Ltd., 346 Bering 
Ave., Toronto 18, Ont. BE 3-8901. 

Cherry Electrical Prods. Corp. 

Robert Q. Partridge, Inc. 
Robt. W. Bartram, Limited, P.O. 
Box 96, N.D.G., 2075 W. Broad- 
way, Montreal 28, Que. HU 8-2511 
and A Carver St., Woodlawn, Hali- 
fax, N.S. 
Stocking distributors of a wide 

range of metals and metal wire. 
Barvic Engineering Ltd., 909 Beach 
Ave., Vancouver, 

Pye Canada Ltd. 


J. Bass, Rm. 106, 525 Seymour 
St., Vancouver 2, B.C. MU 3-5848. 
Automatic Coil Mfg. Ltd. 


Bayly Engrg. Ltd., Hunt St., Ajax, 
Ont. Ajax 118 and Toronto EM 2- 
oad 48 ae St., Ottawa, Ont. 
CE 2-982 
The Arnold Engrg. Co. 
Beta Electric Corp. 
Boesch Mfg. Co., Inc. 
Boonton Radio Corp. 
Brush Instruments Div., 
Corp. 
De Mornay—Bonardi 
Allen B. Du Mont Labs., Inc. 
M. C. Jones Electronics Co., Inc. 
Sorensen & Co., Inc. 
Technibilt Corp. 


Beaconing Optical & Precision Ma- 
terials Co. Ltd., 455 Craig St. W., 
Montreal, Que. UN 6-8395. 


Clevite 
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Barbier, Benard & Turenne 
Lambda-Pacific Engrg., Inc. 
Beckman Instruments, Inc., 3433 
Bathurst St., Toronto, Ont. RU 1- 
Beckman Instruments, Inc., 
Scientific Instruments 
Beechey Enterprises, 1162 Main St. 
N., Weston, Ont. CH 4-8051. 
Bulova Watch Co. 
Chadwick-Helmuth Co. 
Chemalloy Electronics Corp. 
(East) 
Conrad, Inc. 
Hughey & Phillips 
Kahn & Co 
Rinco, Inc. (East) 
Transistor Devices, Inc. 
Waveline, Inc. 


Behr-Manning (Canada) _ 2326 
Dufferin St., wi roreato, Ont. RU 2- 
1114. 

Norton Behr-Manning Overseas, 

nc 
B. Vincent Benton, “. Old Hick- 
ory Dr., Albany 4, N.Y 
American Electrical Heater Co. 
(Ont. and Que.) 
Wm. Berselli Agencies, 266 Notre 
Dame W., Suite 41, Montreal, Que. 
AV 8-5795. 

Ducati Elettrotecnica S.p.A. 
John Best Co., 96 Kipling Ave. N., 
Islington, Ont. BE 1-7633. 

Atronic Products, Inc. 

F. A. J. Tools Co. 

Farmer Electric Prods. Co., 

Oil-Dyne, Inc 

Wassco Electric Prods. Corp. 
Bissett & Webb Ltd., 608 Paris 
Bidg., Winnipeg, Man. 

The B. Greening Wire Co, Ltd. 
Black Bros. Ltd., 1200 Hornby 
St., Vancouver 1, B.C. MU 3-5581. 

Southco Div., South Chester 

Corp. (B.C.) 
L. G. Blunt Ltd., 44 York St., To- 
ronto 1, Ont. EM 4-7575. 

Eastman International Co. GmbH 

Felten & Guilleaume Fernmelde- 

anlagen GmbH 

Grundig Verkaufs GmbH 

(Industrial prods.) 

Ingenieur’ Buro Atlas. 


F. D. Bolton Ltd. and Douglas 
Power Equipt. Ltd., 926 E. Hast- 
ings St., Vancouver 4, B.C. MU 
4-5658, also Winnipeg, Man. & Ed- 
monton, Alta. 
Canadian Chromalox Co. Ltd. 
Heinemann Electric Co. (West) 
Torrington Mfg. Co. of Canada 
Ltd. 


Brian Engrg. Ltd., 5275 Van Horne 
Ave., Montreal, Que. RE 7-2800. 

Avien, Inc. * 

W. C. Dillon & Co. 

The Deutsch Co. 

Inet Div., Leach Corp. 

Leach Relay Div., Leach Corp. 

Rahm Instr. Div., Amer. Mach. 

& Metals, Inc. 
U. S. Gauge Div., 
& Metals, Inc 

The Bristol Co. of Canada Ltd., 
71-79 Duchess St., Toronto 2, Ont. 
EM 3-3421; 1529 Drummond St., 
Montreal, Que. AV 8-5141; 384 
Emerald St. N., Hamilton, Ont. 
JA 2-0335; 4420-ist St. S.E., Cal- 
gary, Alta. CH 3-7603; 736 Gran- 
ville’ St., Vancouver, B.C. MU 4- 
3941, 

The Bristol Co. 


Bristol Aeroplane Co. Litd., 200 
International Aviation Bldg., Mont- 
real 3, Que. 

D. S. Kennedy & Co 
S. G. Brown (Canada) Ltd., 356- 
vw san St., Montreal, Que. 


S. G. Brown Ltd. (East) 


Brown Boveri (Canada) Ltd., 1015 
Beaver Hall Hill, Montreal, Que. 
UN 6-4961. 
Micafil Lid. 
Robert J. Buckland Co., 56 Water 
St., Chatham, Ont. EL 4-3106. 
Antenna Designs, Inc. 
Central Electronics, Inc. 
Dow-Key Co. 
Herb Krechman Co. 
Master Mobile Mounts, Inc. 
Mosley Electronics, Inc. 
Multi-Products Co. 
Shell Electronic Mfg. Corp. 
Texas Crystals Div. 


Amer. Mach. 


Norris Burgess, 418 Mt. Pleasant 
Rd., Toronto 7, Ont. HU 9-1854. 
Ashman Electronics Ltd. 
Cletron, Inc. 
Electronic Components Ltd. 
Electronic Measurements Corp. 
Keystone Electronics Corp. 
Merco Recording Co., Inc. 
Milwaukee Resistor Co. 
M. M. Rhodes & Sors Co. 
Rytel Corp. 
S & A Electronics 
Sutton Electronics Co. 
Truvox Ltd. 
Vidaire Electronics Mfg. Corp. 


Burlec Sales Ltd., 45 Northlin 
Rd., Toronto 16, Ont. PL 5-377 
and 1179 we Blvd., Montreal, 
Que. RI 

Atlas Elects’ Prods. 

Austinlite Ltd. 

Cramer Controls Corp. 

Crowell Designs 

Electro Dynamic Construction 


Co. 
Electrons, Inc. 
Electrovac 
Fuse Indicator Corp. 
Guest Prods. Corp. 
Horstmann Gear Co. Ltd. 
Maurey Instrument Corp. 
mald P. Mossman, Inc. 
P. K. Neuses, Inc. 
Phillips Control Corp. 
Powertronic Equipment Ltd. 
S & T Sales (Import) Ltd. 
Simplex Co. 
The Wama Co. 
Woden Transformer Co. 


Cc 


Caldwell A/V Equipment Co. Ltd., 
447 Jarvis St., Toronto, Ont. WA 
2-2103. Reps: Caldwell 
Ltd., 1410 tanley St., Montreal, 
Que. and 311 Alaska Pine Bldg., 
ist W. Georgia St., Vancouver, 

Astral Electric Co. Ltd. 

Berndt Bach 

Califone Corp. 

Conrac, Inc. 

Electro-Chemical Corp. 

Filmline Corp. 

Harwald Co. 

Hollywood Film Co. 

Photo Research Co. 

Robert Rigby Ltd. 

Stancil-Hoffman Corp. 

Technical Services, Inc. 

Teleprompter Corp. 

Television Specialty 

Victor Animatograph Corp. 


Canadian Applied Research Ltd., 
750 Lawrence Ave. W., Toronto 19, 
Ont. RU 1-1571; 1500 O'Connor 
Dr,. Toronto 16, Ont. PL 9-2241; 
Roxborough Bldg., Laurier Ave. 
W., Ottawa, Ont. CE 6-3931. 

Compagnie Crouzet 

Kearfott Co., Inc. 

Librascope, Inc. 

Robot-Foto GmbH 

Transval Engrg. Corp. 


Canadian Charts & Supplies Ltd., 
P.O. Box 10, Oakville, Ont. VI 
5-4204 and Toronto EM 6-7182; 
1124 St. Antoine St., Montreal 3, 
Que. UN 6-1152. Reps: F, Drexel 
Co. Ltd., 656 Evans Ave., Van- 
couver, B.C.; Wells H. Morton & 
Co. Ltd., 613-1lth Ave. W., Cal- 
gary, Alta.; S. T. E. Fetterly & 
Son Ltd., Furness Bidg., 75 Upper 
Water St., Halifax, N.S. 

Moses Electronics 

Service Recorder Co. 


Canadian Chromalox Co. Ltd., 210 
Rexdale Bivd., Rexdale P.O., Ont. 
CH 1-8624. Reps: E. W. Playford 
Ltd., P.O. Box E, 5851 vee 
Lachine Rd., Montreal, Que. HU 
9-5383; 1D. Bolton Ltd., 926 
East Hastings St., Vancouver, B.C. 
MU 3-5658; 401 Avenue Bidg., 
Winnipeg, Man.; 11430-95th St., 
Edmonton, Alta. 

Fenwal Controls, Inc. 
Canadian Communication Systems, 
223A-10th St. N.W., Calgary, Alta. 
AT 3-2548. 

Electro-Vox Intercom, Inc. 


Canadian Curtiss-Wright Ltd., 1980 
Sherbrooke St. W., Montreal, Que. 
WE 7-6117 and Davis Rd., Oak- 
ville, Ont. VI 5-2828. 

Curtiss a Corp. 

Resistance Prods. Co. 
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Canadian Electric Resistors Ltd., 
Curity Ave., Toronto 16, Ont. PL 
Thompson 


— Electric Resistance Co. 
td 


Canadian Electrical Supply Co. 
Ltd., 275 Craig St. W., Montreal, 
Que. UN 1-2411; 877 Yonge St., 
Toronto, Ont. WA 1-5111; 838 
Somerset St. W., Ottawa, Ont. CE 
2-2696; 128 St. Vallier St. W., 
Quebec City, Que. LA 4-3518; 1534 
Jarry St. E., Montreal, Que. RA 
9-5251. 
Distributors 
electronic and allied 
and equipment. 


Canadian Electronics Ltd., 109 St. 
and 107 Ave., Edmonton 1, Alta. 
4-6451; and 334-4th Ave. S.E., Cal- 
gary, Alta. Distributor of a wide 
range of electronic and allied com- 
ponents and equipment. 
Canadian Motorola Electronics 
Ltd. (Alta.) 
Ericsson Telephone Sales of 
Canada Ltd. (Alta.) 
Honeywell Controls Ltd. 
switches) (Alta.) 
Jerrold Electronics (Canada) Ltd. 
(Alta.) 
Raytheon Mfg. Co. (Alta.) 
Reeves Equipment Corp. (Alta.) 
Secode Corp. (Alta.) 
Sola Electric (Canada) Ltd. 
(Alta.) 
Thompson Prods. Ltd. (Alta.) 


Canadian General Electric 
Ltd., Electronic Equipment 
Tube Dept 
Toronto 4, Ont. 
3030 East Broadway, Vancouver, 
B.C. HA 7700; 3603-8th St. 
S.E., Calgary, Alta. CH 3-2781; 
945 St. James St. Winnipeg, Man. 
SP 4-3581; 5000 Namur, Montreal, 
Que. RE 33-9911; 131 Howe Ave., 
5-0551. 


Halifax, N.S. 

The General Electric Co. Ltd., 
England (Communication 
prods. of the Transmission Div. 

- only) 


lan General Electric Co. 
221 Dufferin St., Toronto, 


of a wide range of 
components 


(micro- 


Canad 
Léd., 
Ont. LE 2-4421. 
General Electric Co. (Lamp 
Wire and Phosphors) 
General Electric Co. (Lamp 
Leads and Bases) 
General Electric Co. (Lamp 


Glass Dept., Sect. No. 670) 
Canadian Industries Limited, P.O. 
Box 10, Montreal. Que. UN 1-257]. 

Imperial Chemical Industries 

Ltd., Plastics Div. 

Canadian Line Materials Ltd., 3595 
St. Clair Ave. E., Toronto 13, Ont. 
AM 1-7111 & OX 9-2337. (Branch- 
es and agents across Canada.) 

H. Darcy Ltd. 

Canadian Liquid Air Co. Ltd., 1111 
Beaver Hall Hill, Montreal, Que. 
Branches throughout Canada. UN 
6-4781. 

Alloy Rods Co. 

Amsco Div. 

Fibremetal Prods. Co. 

Miller Electric Mfg. Co., Inc. 

Welsh Mfg. Co. 
Canadian Marconi Co., Electronic 
Tube & Components Div., 830 
Bayview Ave., Toronto 17, Ont. 
HU 1-5221. 

Clarostat Mfg. Co., Inc. 

Electric Soldering Iron Co. 

English Electric Valve Co. 

Jackson Electrical Instrument 


‘oO. 
Litton Industries 
Machlett Labs., Inc. 
National Co., Inc. 
Turner Co. 

Webcor, Inc. 


Canadian Pratt & Whitney Aircraft 
Co. Ltd., P.O. Box 10, Longueuil, 
Montreal 23, Que. OR 4-4941. 
Norden Div., United Aircraft 
Corp. 


Canadian Research Institute, 46 
St. George St., Toronto 5, Ont. 
WA 3-2455. 

Baird-Atomic, Inc. 

Buckleys (Uvral) Ltd. 

Emel Establishment 

Golay-Buchel 

P. Gossen & Co. GmbH 

Hathaway Instrument Co. 
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THAT’S WHY NEY 
MANUFACTURES 


greater RELIABILITY 
through complete CONTROL 


precious metal alloys 


precious metal parts 
molded assemblies 


all under one roof 


A manufacturer of precious metal products 
for over 145 years, The J. M. Ney Company 
offers precious metal research experience 
and facilities second to none in this field. 
Ney is unique in that it controls production 
of Ney precious metal parts and assemblies 
from the alloying of the metals them- 
selves right through to the manufac- 
ture of finished part or assembly. This 
control is reflected in the extreme relia- 
bility of Ney’s standard molded brush 
assemblies and in the many assemblies 
made to customers’ specifications. 


Ney’s design engineering service works 
closely with customers’ design and produc- 
tion engineers in the development of parts 
and assemblies for specific uses, and their 
help is frequently sought in the design 
phase of product development. Ney’s 
modern new plant is ideally equipped to 
serve manufacturing needs for the simplest 
part or the most intricate assemblies. 


Ney products, either standard or made to 
customers’ specifications (for low level con- 
tact applications), include molded contact 
assemblies particularly for use with rho- 
dium or gold surface printed commutators, 
relay contacts, contacts for switching de- 
vices and switching assemblies, slip ring 
assemblies, small screw machine and headed 
contacts and precious metal resistance wire. 


Molded assemblies 
Fine wire (resistance) 


Precious metal wire 
and plate 


Fabricated parts and 
assemblies using 
precious metal with 
base metal blades 
Welded assemblies 


Small screw machine 
and headed contacts 


Research and 


Engineering facilities — 


Refining of precious 
metals 


Write for your copy of our catalog or call our Engineering Department 


(Hartford, CHapel 2-2281) 





750 MILS 10 556 
100 10 600 PIV 


| "Narz ian 


fF ESERIES 
SILICON 
RECTIFIERS 


® Positive Environmental Seal 
© Extra Heavy Duty Junction 
® Low Cost 

® Axial Leads (No Heat Sink) 
® Low Forward Drop 

® Low Reverse Current 
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| "Marz ian 
A SERIES 
‘RECTIFIERS 


© Hermetically Sealed (Double Seal) 
© Heavy Duty Junction 

* Low Cost 

® High Efficiency 

® Axial Leads 

® Low Forward Drop 

® Low Reverse Current 





RECURRENT 
PEAK AMPERES 


(100°¢c 


100° 
PEAK INVERSE 


AMPERES 0.C 
VOLTAGE 


MAX 
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600 


*75A to 55°C, SA @ 100°C 





Write for design notes No. 30 and 31 


SARKES TARZIAN, INC. 
RECTIFIER DIVISION 
DEPT. CE-3 415 NORTH COLLEGE AVE. 


BLOOMINGTON, INDIANA 
In Canada: 700 Weston Rd., Toronto 9, Tel. Roger 2-7535 
Export: Ad Auriema, Inc., New York City 


J. M. NEY COMPANY 


P. O. BOX NO. S90 e OEPT. B ¢ HARTFORD, CONNECTICUT 
For further information mark No. 62 
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Canadian Representatives 


Photovolt Corp. 

Pixberg & Co 

Precision Radiation Instruments, 

Inc. 

Precision Tube Co., Inc. 

Staub & Co. 
Canadian Sonic Co., 46 St. George 
St., Toronto 5, Ont. WA 2-6484. 

Sonic Engrg. Corp. 

Ultrasonics Ltd. 
Canadian Wilbur B. Driver Co. 
Ltd., 85 King St. E., Toronto 1, 
Ont. EM 2-1451. 

H. Clarke & Co. (Manchester) 


td. 
Wilbur B. Driver Co. 
Canavia Engineering & Sales Co., 
Malton, Ont. BU 6-2241 and 902 
Ducharme Rd., Windsor, Ont. 
Falcon Machine & Tool Co. 
Herrick L. Johnston, Inc. 
Magtrol, Inc. 
Micro-Poise, Engrg. & Sales 
National Instrument Labs., Inc. 
Perdeck Solder Prods. Ltd. 
Robbins Aviation Corp. 
Wells Industries Corp. 
Carriere & MacFeeters Ltd., 936 
Warden Ave., Scarborough, Ont. 
PL 7-5103 and 261 Brittany Dr., 
Ottawa, Ont. SH 6-6318. 
Canadian Westinghouse Co. Ltd. 
(Aircraft Prods.) 
S. Gauge Div., 
Machine & Metals, Inc. 
craft Insts.) 


Chemical & Industrial Sales Ltd., 
8035-102 St., P.O. Box 4115, 
South Edmonton, Alta. 392935. 

Westronics, Inc. 

Thermo Electric (Canada) Ltd 
Clairtone Sound Corp. Ltd., Clair- 
tone Bidg., 118 Rivalda Rd., Wes- 
ton, Ont. CH. 4-7062. 

Granco Products, Inc. 

Cc. P. Clare Canada Ltd., 2700 
Jane St., P.O. Box 73, Toronto 15, 
Ont. ME 3-6793. 

Cc. P. Clare & Co. 


Alex L. Clark Ltd., 3745 Bloor 
St. W., Toronto 18, Ont. BE 1- 
3303. 

Audio Devices, Inc. 

Audio Instruments Co., Inc. 

Bernd-Bach, Inc. 

Dynaco, Inc. 

Harman-Kardon, Inc. 

Klieg! Bros. 

Jas. B. Lansing, Inc. 

Magnasync Mfg. Co. 

Magnecord Canada Ltd. 

Mole Richardson Co. 

Viking of Minneapolis 

Weathers Industries 


William Cohen Ltd., 8900 Tanguay 
St., Montreal, Que. DU 8-9201 
Reps: A. L. Whitehead Ltd., P.O 
Box 2345, Vancouver, B.C. WA 2- 
2210; Sybell Sales Co., 276 Arling 
ton St., Winnipeg, Man. Sl 3- 
3235 


American 
(Air- 


Automatic Radio Co. (Que. & 
East) 

American Electronics Co. 

. & M. Electric Co. 

CBC Electronic Prods. 

Colman Tool & Machine Co. 

Eby Sales Co. 

Electronic Chemical Corp. 

Kitchener Electronics Industries 
Ltd. (Que.) 

Kingston Electronics ‘we 
(Canada except B. C 

Lindsay Antenna & Spucialty 
Prods. (Que.) 

Littelfuse, Inc. (Que.) 

Newcastle Fabrics Corp. (Que. 

ast) 

S. H. Parker & Co, (Panasonic 
speakers & metal goods 
(Que. & East) 

Parker Metal Goods 

Precision Electronics, Inc. 

Pyramid Electric Co. 

Ronnie Leather Goods (Que. 

East) 
Superex aan Corp. 
Triton Mfg. C 


Coltaro-Avdiovision Sales, 1306 
Seymour St., Vancouver 2, B.C. 
Rep: Emerson Sales Ltd., 154 
Alexander St., Vancouver 4, B.C. 
MU 1-6418. 
Collaro Ltd. (B.C.). 


Computing Devices of Canada 
Ltd., P.O. Box 508, Ottawa 4, Ont. 
TA 8-2711; 223A-10th St. N.W., 
Alta. AT 3-2860; 164 


Calgary, 
i E., Toronto, Ont. 


Eglinton Ave. 
HU 8-2452. 
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All American Tool & Mfg. Co. 

American Research Corp. 

Bell & Howell 

Bendix Aviation Corp. (CDC) 

Benson Lehner Corp. 

Clary Corp. 

Dekko Cameras Ltd. 

Dynatron Ltd. 

Ekco Electronics Ltd. 

Epsco, Inc. 

Epsylon Industries Ltd. 

Flight Research 

Friden Calculating Machines 
Co., Inc. 

Huber Industries, Inc. 

Hycon-Eastern, Inc. 

Microdyne 

Northeastern Engrg., Inc. 

O.M.I. Corp. of America 

Reeves Instrument Corp. 

Teletronics Lab., 

Traid Corp. 

Vanguard Instruments, Inc. 

Vinten Ltd. 


Concor International 
Box 598, Long Beach, 
0410 
Development 
(Outside U. 


Consolidated sree Equip- 
ment Co. Ltd., 94 Sheppard Ave. 
W., Willowdale, Ont. BA 5-6921. 

Curtiss-W right Thermal Device 

Div. 

Filtors, Inc. 

Garde Mfg. Co. 

K.L.G. Sparking Plugs Ltd., 

Special Prods. Div. 
Constellation Components Co., 136 
Tower Dr., Scarborough, Ont 
PL 7-3359 and 17041 Omega PI1., 
St. Genevieve, Que. NA 6-5673 

Autotronics, Inc. 

Engel & Gibbs Ltd 

Electro Development Corp 

ada except B.C.) 

Licon Switch Div., 

Works 

Moog Valve Co. 

Muirhead Instruments Ltd 

& East) 

Torsion Balance Co. 
Conway Electronic Enterprises 
Reg’d., 1514 Eglinton Ave. W. 
Toronto 10, Ont. RU 3-6576 & 
6676. 

Acton Labs., Inc 

Advance Components Ltd. 

American Electronic Labs., Inc. 

Bailey Meters & Controls Ltd 

Chirana Corp 

Diamond Antenna & Microwave 

Corp. 

Dyna Magnetic Devices, Inc 

Eddystone Co. Ltd 

Elsin Electronics Corp 

General Resistance, Inc 

Gray Instruments Co 

Guidance Controls Corp 

W. Harrison 

Kasama Co. Ltd 

Kelvin Electric Co 

Labgear (Cambridge) Ltd 

Magnavox Co. 

Medelec Ltd 

Metra Corp 

Metrix Instruments Ltd 

Micro-Methods Ltd. 

Narda Ultrasonics Corp 

New London Instrument Co 

Nutron Mfg. Co., Inc. 

Performance Measurements Co 

Pyrofilm Resistor Co 

W. G. Pye Co. Ltd. 

Rainbow Radio Mfg. Co. Ltd 

Rohde & Schwarz 

W. H. Sanders Ltd 

Southern Instruments Ltd 

Stratton & Co. Ltd. 

Taber Instruments Corp. 

Taylor Electrical Instruments 

Ltd. 

Technibilt Corp 

Telefunken GmbH 

Universal Atomics Corp. 

Universal Transistor Prods. 


Corp., P.O. 
N.Y. GE 1- 


oe Co., Inc 


(Can- 


Illinois Tool 


(Ont. 


Corp. 
Waltham Electronics Corp. 
Cords (Canada) Ltd., 149 Sterling 
Rd., Toronto 3, Ont. LE 7-1221. 
Heyman Mfg. Co 
B. D. Coyne, 4130 Molson Ave., 
St. Genevieve de Pierrefonds, 
R.R. 2, Box 21, Que. NA 6-5412 
Cook Records Canada 
Hellermann Canada Ltd. 
Ungar Electric Tool Co. of 
Canada 
Cresswell-Pomeroy Ltd., Leon 
Harmel St., Granby, Que. FR 8- 
4611; 123 Cote d’Abraham, Que- 
bec, Que. LA 2-3953; 2425 Grand 


. 


Bivd., Montreal, Que. ay 1-1142; 
35 Densley Ave., West Toronto 
15, Ont. CH 1-5251; “10334. 108th 
St., Edmonton, Alta. ED 2-2821; 
839 Powell St., Vancouver, B.C. 
MU 5-6614. Rep: Walter Wray 
Chevrier Blvd., Fort 
Garry, Winnipeg 9, Man. 428-007. 
Expanded Metal Co. Ltd. 
Cross Canada Electronics, 67 On- 
tario St. S., Kitchener, Ont. SH 2- 
7811. 
Magnetic Coil Co. 


D 


D & B Sound & Signals, Inc., 
39 Notre Dame St. E., Montreal 
1, Que. UN 1-7141. Branch: H. 
Pfaff, 22 Applefield Dr., Scar- 
borough, Ont. PL 7-2172. Dis- 
tributors in principal cities. 

Autophone Ltd. (East) 

The S. H. Couch Co., Inc. 

(East) 

General Signal & Time Systems 

Ad. 

Lustraphone Ltd. 

The Trix Electrical Co. Ltd. 
Dage Corp., 219 E. 44th St., 
York, N.Y. MU 2-6755. 

Alabama Automation Corp 

Andersen Labs., Inc. 

Ferrotec, Inc. 

Microwave Development Lab.., 

nc. 

Oaktron Industries 

Strand Labs., Inc. 

U.M. & F. Mfg. Co. 

Davies Agency, Box 252, 
John, N.B. 

Renfrew Electric Ltd. 
Dayrand Limited, 4612 St. 
erine St Montreal 6, 
WE 2-2541. 

Dielectric Prods. Engrg. Co., 

nc. 

Amco Engineering Co. (Que.) 

Phelps Dodge Copper Prods 

Corp. 
Carl W. Schutter Microwave 
Corp 


New 


Saint 


Cath- 
Que., 


(Canada) Ltd., 23 
Toronto 18, Ont. 


Decca Radar 

Six Points Rd., 

BE 2-1161. 
Decca Radar Ltd. 


Delhi Metal Products Co. 
Waverley St., Delhi, Ont. 211. 
Spaulding Products Co 
Telrex Labs. 
W. L. Dell, Automatic 
& Electric Co. Ltd., P.O. 
St. John’s, Nfid. 
Automatic Telephone & 
Co. Ltd 
Delta Aijrcraft Equipment Co., 
1798A Avenue Rd., Toronto 12, 
Ont. RU 3-7372. 
Great Lakes Mfg. Corp. 
Revere Corp. of America 
Standard Crystal Co. 
Transco Prods., Inc. 
Delton Corp., 430 Birchmount Rd., 
Toronto 13, Oni. OX 9-9366. 
Midget Louver Co. 
A. Deskin Sales Co., 1091-i4th St., 
St. Martin, Que. MU 1-0201. 
Allard Instrument Corp. 
Northern Nylon Molding Corp 
Precision Metal Prods. Co. 
Tech Laboratories, Inc. 
Union Electronics & Machine 
Corp. 
Valor Electronics, Inc. 
Desser E-E Ltd., 441 St. Francois 
Xavier, Montreal. Que. VI 5-6570. 
Atlas E-E Corp. 
a . “anne Instrument 
0. 
General Transistor Corp. 
General Transistor Western 
Corp. 
Gremar Mfg. Co., Inc. 
London Electrical Mfg. Co. Ltd. 
Utah Radio Prods. Corp. 
Vokar 
Domac Technical Sales Ltd., 1950 
Bank St., Ottawa, Ont. RE 3-3390. 
E.C.C,. Canada Ltd. 
James S. Spivey, Inc. 


Dominion Electrohome Industries, 
Ltd., Technical Prods. Div., 140 
— St., Kitchener, Ont. SH 3- 
1. 
Electronic Control Corp. 
Isotope Developments Ltd. 
Machinery Electrification, Inc. 
Radio Heaters Ltd. 


Ltd., 


Telephone 
Box 575, 


Electric 


CANADIAN ELECTRONICS ENGINEERING 


Can — Ele 


Radiovisor Parent Ltd. 

Trumeter Co. Ltd. 
Dominion Industries, 
ment St., Toronto, 
3666. 

Arcuswerke 

F. Wieland Elektrische Industrie 

GmbH 

Dominion Machinery & Equipment 
Co. Ltd., 56 New Gower St., P.O. 
Box 907, St. John’s, Nfid. 4052-53, 
and P.O. Box 748, Corner Brook, 
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Ont. EM 6- 


Electro-Vox Intercom, Inc. 
J. K. Dooley Co., 3215 Western 
Ave., Seattle 1, Wash. AT 4-8313. 
American Electronics, Inc. 


Waterman Products Co., Inc. 
(West) 
Douglas Randall (Canada) Ltd., 
126 Manville Rd., Scarborough, 
Ont. PL 9-2291 and OX 8-3081. 
American Electric Mfg. Corp. 
Arrow Radio Co. 
Bourns Labs., Inc. 
Diehl Mfg. Co 
ETC Ltd. 
Electrix Corp. 
Electronic Controls Ltd. 
The Gamewell Co. 
Microtran Co., Inc. 
Reeves Instrument Corp. 
Taurus Corp. 
Telectro Industries Corp. 
U.S. Gear Corp. 
Dupar (Canada) Ltd., 140 Bioasion 
St., Kitchener, Ont. SH 3-0271. 
Dewhurst & Partner Ltd. 
Dycon Ltd., 25 Carson St., To- 
ronto 14, Ont. CL 9-8276. 
Atkomatic Valve Co., Inc. 
Atlas Valve Co. (Ont.) 
Auto-Ponents, Inc. (Ont.) 
The Bruning Co. (Ont.) 
Dynex, Inc. (Ont.) 
Andrew Fraser & Co. Ltd. (Ont.) 
Gresen Mfg. Co. (Ont.) 
Lenz Co. (Ont.) 
Marvel Engrg. Co. (Ont.) 
Pneu-Trol, Inc. (Ont.) 
Sinclair-Collins Valve Co. (Ont.) 
Skinner Electric Valve Div. 
(Ont.) 


(Ont.) 


E 


E.C.C. Canada Ltd., 66 Colville 
Rd., Toronto 15, Ont. CH 4-6455-6. 
Rep: Domac Technical Sales Ltd., 
1950 Bank St., Ottawa, Ont. RE 
3-3390. 

George Ellison Ltd. 

Galbraith & Grant Ltd. 

M. S. Gibb Ltd. 

Nalder Bros. & Thompson Ltd. 

The Electric Construction Co. 

Transformers & Rectifiers Ltd. 

Tufnol Ltd. 


E.M.1.—Cossor Electronics  Ltd., 
301-303 Windsor St., Halifax, N.S. 
4-6487; 72 Grenville St., Toronto, 
Ont. WA 3-7611; 8230 Mayrand 
St., Montreal, Que. RE 3-6502. 
Best Products Ltd. 
British Thompson-Houston Ltd. 
Cossor Instruments Ltd. 
Dawe Instruments Ltd 
E.M.I. Electronics Ltd 
Ericsson Telephone Sales of 
Canada Ltd. 
Evans Electroselenium Ltd. 
General Radiological Ltd. 
Lustraphone Ltd. 
Rank Cintel Instruments Ltd. 
S.K.L. Instruments 
Whiteley Electrical Radio Co 
Ltd 


E-T-A Products of Canada Ltd., 
265 Craig St. W., Montreal 1, Que. 
UN _ 1-5998. 

Ellenberger & Poensgen GmbH 


Edo (Canada) Ltd., Box 97, 
wall, Ont. WE 2-6774-5 

Edo Corp. 

Electro-Ceramics, Inc. 
Edwards High Vacuum (Canada) 
Ltd., P.O. Box 515, Cumberland 
Ave., Burlington, Ont. NE 4-7757 
& Toronto EM 3-9841. 

Edwards High Vacuum Ltd. 


Elcom Marketing Ltd., 123 Man- 
ville Rd., Scarborough, Ont. OX 
8-3691. Sales to jobbers, non- 
electronic mfrs., urondenst stns., 
civic depts,. and utilities. For list 
of principals see under Lake Engrg. 
Ce. Ltd. 


Corn- 
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Elder Electronics, 3220 Robert St., 
Burlington, Ont. NE 4-0511. 
Amco Engrg. Co. 
Electronic Prods. Div., 
Machinery Co. 
Instron Engrg. Corp. 
Marion Electrical instrament 
Co. 
Radio Frequency Co., 
Rust Industrial Co., 


Electro Sonic Supply Co., Ltd., 
543 Yonge St., Toronto, Ont. WA 
4-9301. Distributor of a wide 
range of electronic and allied 
components and equipment. 

Atlas E-E Corp. (Ont.) 


Electrodata Div. of Burroughs 
Adding Machine of Canada Ltd., 
1313 Wellington St., Ottawa, Ont. 
PA 8-3539; 752 Bay St., Toronto, 
Ont. EM 3-3000; 5757 Decelles 
Ave., Suite 404-05, Montreal, Que. 
RE 3-0468. 
Electrodata Div., 
Corp. (East) 


Electrodesign, 736 Notre Dame St. 
W., Montreal, Que. UN 6-7367; 
376 London Terrace, Ottawa 2, 
Ont. SH 9-6837; 35 Mulholland St., 
Toronto, Ont. RU 7-0991. 

Addison Electric Co. Ltd. 

(Ont. & Que.) 

Alford Mfg. Co. (Ont. & Que.) 

Allison Labs. (Ont. & Que.) 

American Rectifier Corp. 

Arnold Magnetics Corp. (Ont. 


Post 


Inc. 
Inc. 


Burroughs 





From the AMCI Catalogue 





AUTOMATIC IMPEDANCE PLOTTERS 


® Continuous impedance display with frequency 
® Available in portable and rack-mounted units 





Type 


Frequency Range (mc) 


Line Size 





12 2.5-250 
11-Q 30-400 
11-PS 180-1100 





® Residual swr under 1.010 


® Rated error in detected signal under 1.005 
® Available with a wide variety of tapered reducers 





Type 


Frequency Range (mc) 


impedance (ohms) 





50-3000 
75-3000 
100-3000 
150-3000 


1026-13 


50 or 75 
50 or 75 
50 or 75 
50 or 75 


& Que.) 
Atlas-Werke A.G. 
Baldwin Instrument Co. Ltd. 
Beam-Echo Ltd. 
Branson Instruments, Inc. 
Branson Ultrasonic Corp. (Ont. 
& Que.) 
Bytrex Corp. (Ont. & Que.) 
California Technical Industries 
(Ont. & Que. 
A. E. Cawkell & Co. Ltd. 
nent i as ~~ mes on) 
rescent Engrg esearc 
Co. (Ont. & Que.) ___Type _ Frequency Range (m (me) — 
Croyden Instruments ~ 1038 0-450 
Cubic Corp. (Ont. & Que.) ___1136 0-500 


a ee sr (Ont. & Que.) Fi __ Very h high peak power models for radar ‘applications 
cc o 


—— 
= 


300-3000 50 or 75 





COAXIAL SWITCHES 


© High power ratings; swr under 1.06 
© Pressurized 
@ Moftor-driven and manually operated models 








Line Size 
—6%" 
By \% ” 


1038-HV 0-450 
TYPE 1038 1136-HV a 0-500 aa 





INSTRUMENT LOADS 


© High stability; very low swr 
® Nearly all transmission line sizes 








BOOK 
YOUR 
BOOTH a 


. Line Size Max SWR 


. Type N 
oe 


__ Frequency Range (me) 


0-1100 

0-1000 ‘8 
0-1000 1%,” 
31%” 





HYBRIDS 


@ Very low residual unbalance 
—-_- <_< . 


Frequency Range (mc) Unbalance (db) 


60-120 
120-240 
240-480 
480-960 
960-1600 

1600-2400 
2400-3600 

60-120 
120-240 
240-480 
480-960 
800-960 
975-1175 

TV Channels 2-13 


Type 


~ 1027-K 
1027-L 
1027-M 
1027-N 


Max. SWR 


NOW 
FOR 
THE 


CANADIAN 
CONVENTION 


Oct. 7, 8, 9 
1959 





WUD nwa es! 








eed bedded tek 
CONN OWS 


on 





OTHER PRODUCTS 


TAPERED REDUCERS TV BROADCASTING ANTENNAS — 
LINE STRETCHERS directional and omnidirectional 


DIPLEXING FILTERS ADJUSTABLE MATCHING NETWORKS 
VOR ANTENNAS IMPEDANCE STANDARD LINES 


ANTENNA SYSTEMS — COMPONENTS — AIR NAVIGATION AIDS — INSTRUMENTS 


wy ALFORD : 


For further information mark No. 64 on our Readers’ Service Card 
1959 
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Canadian Representatives 


Electro-Flex Heat, Inc. (Ont. & 
ce. 
— Electronics Inc. (Ont. 


ic.) 
Godart-Mijnhardt N.V. 
The Infra Red Development 
Co. Ltd. 
Instruments for Industry (Ont. 


& ie. 
Jorden Electronics Co. (Ont. & 


Que.) 
Sogce, Loebel & Co. Ltd. (Ont. 


ue. 
Manson Labs., Inc. 
Metrawatt A.G. 
M-F Electronics Co. (Ont. & 


Que.) 

Nagard Ltd. (Ont. & Que.) 

J. Neuberger Fabrik. 
Messinstrument 

North Atlantic Industries, Inc. 
(Ont. & Que: 

Nucleonic Corp. of America 
(Ont. & Que.) 

Optica Corp. 

Oregon ye Mfg. Co. 
(Ont. e.) 

Rutherford Siectronics Co. 
(Ont. & Que.) 

Sherman Industrial Electronics 
(Ont. & Que.) 

Siemens & Halske A.G. (Small 

rectifiers only) 

Southern Electronics Corp. 

(Ont. & Que.) 

Systron Corp. (Ont. & Que.) 

Van Norman Industries, Inc. 

Vector Labs. Inc. 

The Waters Corp. (Ont. & Que.) 

Waveforms, Inc. (Ont. & Que.) 

Whitso, Inc. (Ont. & Que.) 

Zell Prods Corp. (Ont. & Que.) 
Electrolabs, 7385 St. Lawrence 
Bivd., Montreal 16, Que. CR 6- 
6076. 

Accurate Electronics Corp. 

Acoustica Associates, Inc. (East) 

Aerolite Electronics Corp. 

Berkshire Electric Cable Co. 

(East) 
S. G. Brown Ltd. (East) 
Chicago Industrial Instrument 


0. 
Clive Courtney & Co. Ltd. 
(East) 
Kellogg Switchboard & Supply 
Co. (Que.) 
Onondaga Pottery Co., Elec- 
tronics Div. 
Photovolt Corp. (East) 
Statham Development Corp. 
Venner Electronics Ltd. (East) 
W. M. Welch Mfg. Co. (East) 


Electroline Television Equipment, 
Inc., Suite 114, 5757 Decelles Ave., 
Montreal 24, Que. RE 8-9095. 

Ad-Yu Electronics Lab., Inc. 

Applied Research, Inc. 

Del Electronics Corp. 

Entron, Inc. 

Giantview Closed Circuit 

vision Network 

Ribet-Desjardins 

Television Utilities Corp. 

Underwood-Canoga 
Electromechanical Prods., Mark- 
ham Rd., Agincourt, Ont. AX 3- 
7011 and 11819 Michel Sarraezin, 
Montreal 9, Que. RI 4-1932. 

17 Electronics Mfg. 


Tele- 


orp. 
Atlantic Instruments, Inc. 
B Instruments, Inc. 
Behlman Engrg. 
Burr Brown Corp. 
Computer Measurements Corp. 
Electro Instruments, Inc. 
Electro Mechanical Research, 


nc. 
Electronic Tube Corp. 
General Communications Co. 
Holt Instrument Co. 
Kistler Instruments Co., Inc. 
Laboratory for Electronics, Inc. 
Levinthal Electronic Prods., 


Inc. 
G. T. Meillon 
Metronix, Inc. 
Nems Clarke, Inc. 
Northeast Scientific Corp. 
Perkin Engrg. Corp. 
Photron Instrument Co. 
Radiation Counter Labs., Inc. 
Arthur C. Ruge, Inc 
Sage Electronics Corp. 
Schaevitz Engrg. 
J. Langham Thompson Ltd. 


Electronic Associates Ltd., 4616 
Yonge St., Willowdale, Ont. BA 
1-1126. Rep: Pacific Communica- 
tions Services Ltd., Marine 
y, N. Vancouver, B.C. YU 7- 
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Engineered Electronics Co. 
Ultra-Violet Prods., Inc. 


Electronic Enterprises Ltd., 270 
Vitre St. W., Montreal, Que. UN 
1-1838. Reps: George H. Giles 
Sales, 16 Centre St., Thornhill, 
Ont. AV 5-2241; National Sales 
Co., 72 Princess St., Winnipeg, 
Man. WH 3-8707; A. L. White- 
head, P.O. Box 2345, Vancouver, 
B.C. WA 2-2210. 
Nesor Alloy Prods. Co. 


Electronic Service Supply Co., Div. 
of Electronic Res. & Dev. Co. 
Ltd., 210-9th Ave. S.E., Calgary, 
Alta. AM 6-6048; 2810 Dewdney 
Ave., Regina, Sask. JO 9-2992; 
9828 Jasper Ave., Edmonton, Alta. 
28831. Reps: Eyers Electronics 
Yl 752 E. Hastings, Vancouver, 
B.C. MU 1-0267; Tele-Radio Sys- 
tems Ltd., 3534 Dundas St. "9 
Toronto 9, Ont. RO 2-8224; West- 
ern Sound Services Ltd., 613 Port- 
age Ave., Winnipeg, Man. SP 4- 
5547. 
Allen B. Du Mont Labs., 
International Div. 
wey A Research & Develop- 
ment Co. Ltd 
Kellogg Switchboard & Supply 
Co. (West) 
Lake Mfg. Co., Inc. 


Electronic Tube Co., 464 McGill 
St., Montreal, Que. AV 8-6218. 
Distributor of a wide range of 
electronic and allied components 
and equipment. Bi-monthly cata- 
logues available on request. 
Electrovert Ltd., 265 Craig St. 
Montreal, Que. UN _  1-1872 pa 
P.O. Box 23, Station N, Toronto, 
Ont. CL 5-4436. 
Akustische u. Kino-Gerate 
GmbH 
Fry’s Metal Foundries Ltd. 
Insuloid Mfg. Co. Ltd. 
Londex Ltd. 
>» Micanite & Insulators Co. 
Ltd 
Zoomar Marketing Corp. 
The J. W. Ellis Industries, 80 Rich- 
mond St. E., Toronto, Ont. EM 6- 
1434, 
Camille Bauer Ltd. 
Theo Benning 
The British Rototherm Co. Ltd. 
A/S Danbridge 
Danochemo A/S 
Drello, Eng. P. Drewell 
Elima GmbH 
— Numbering Machines 
td. 
Favag, Fabrique D’appareils 
Electriques S.A. 
Hartmann & Braun A.G. 
Jaquet Ltd. 
Dipl. Ing. Ulrich Knick 
i. C. Kroeplin GmbH 
Dr. B. Lange 
Mess & Wiegetechnik GmbH 
Saia S.A. 
Smith Hobson Ltd. 
Sodeco, Societe des Compteurs 
de Geneve. 
Unifact Ltd. 
Hermann Wetzer 
Zwick & Co. K.G. 
EO Sales Ltd., 154 Alexander 
Vancouver 4, B.C. MU 1-6418. 
“Ad: ams-Pelouze Co. 
Amalgamated Wireless 
Argos Prods. Co. 
Mark Simpson Mfg. Co., In 
(West) 
Minifon (West) 
Recoton Corp. 
Empire Engineering Co., 738 Dun- 
das St. E., Toronto, Ont. EM 4- 
2928. 
A.A. Tools 
Bacon Felt Co. 
Dominion Rubber Co 
David Dowling Ltd. 
Dremel Mfg. Co. 
Foredom Electric Co. 
Lake Chemical Co. 
The Lewis Machine Co. 
Mouldmakers & Engravers Ltd. 
— Preis Engraving Machine 
0. 
Tom Senior 
Taylor, Taylor & Hobson Ltd. 


Engineered Sound Systems Ltd., 
169 Kipling Ave. S., Toronto 18, 
Ont. BE 3-2155. 

Etelco Telephones (Ont.) 

Hasler Telephones (Ont.) 

W. L. Maxson Co. 

Reeves Equipment Corp. 

Tandberg (East) 


Inc., 


Enterprise Agencies Ltd., 5301 
Western Ave., Montreal 28, Que. 
HU 4-3551 and 6 Church St., 
Toronto, Ont. EM 4-9081. 

Eastern Industries Inc. 
Ericsson Telephone Sales of Can- 
ada Ltd., 130 Bates Rd., Montreal 


‘8, Que. RE 1-6428 and 34 Advance 


BE 1-1811. 
Electronics 
Hali- 


Rd., Toronto 18, Ont. 
Reps: E.M.I.-Cossor 
Ltd., 301-303 Windsor St., 
fax, N.S. 4-6487; Maclvor Elec- 
tronics Ltd., 248 Main St., Winni- 
peg 1, Man. WH 2-3026; Canadian 
Electronics Ltd., 109 St. at 107 
Ave., Edmonton, Alta. 4-6451; L. 
A. Varah Ltd. (Westronic Engrg. 
Sales), 1451 ‘Hornby St., Vancou- 
ver i, . MU 1-0104; Pacific 
Communications Services Ltd., 1181 
Marine Dr., N. Vancouver, B.C. 
YP 7-3914. 

North Electric Co. 
Erie Resistor of Canada Ltd., 7 
Fraser Ave., Trenton, Ont. EX 
2-6524 and Toronto EM 2-3315: 
Sales Office: 4972 Dundas St. W., 
Islington, Ont. BE 1-1712. 

Corning Glass Works 
Evershed & Vignoles (Canada) 
Ltd., P.O. Box 100, 4554 Dufferin 
St.. Toronto 19, Ont. ME 3-5937 
and P.O. Box 632, Calgary, Alta. 
CH 4-8606. 

Evershed & Vignoles Ltd. 

The Record Electrical Co. Ltd. 


F 


Les Farey, 337 Barmond Ave., 
Richmond, B.C. 

Benco Television Associates Ltd. 

(B.C. & Alta.) 

The Feron o Kempt Rd., Hali- 
fax, N.S. 4-64 

Midget yc Co. 
Ferro Enamels (Canada) Ltd., 
ae 37, Oakville, Ont. VI 


5-4 
Hawkesbury Wire Co. Ltd. 
(Resistance Wire) (Ottawa 
Valley & Montreal) 


Fiberglass & Chemical 
Inc., 1220 W. Nickerson, 
99, Wash. AL 1995. 
Hysol (Canada) Ltd. (B.C.) 
Filer Smith Co. Ltd., 503 Con- 
federation Life Bldg., Winnipeg > 
an. WH 2-3875. 
The States Co. (Sask. & Man.) 
Continental-Diamond Fibre of 
Canada Ltd 
Len Finkler Ltd., 1794 Avenue 
Rd., Toronto, Ont. RU _ 1-5232; 
Sybell Sales Co., 276 wy 
St., Winnipeg, Man. SU / 
L. Whitehead Ltd., P.O. — 234s, 
Vancouver, B.C. WA 2-2210; Mr. 
Irving Waxman, 5050 MacKenzie 
St.. Montreal, Que. 
Arco-Elmenco 
Cosmocord Ltd. 
Eze-Hook Test Prods. Co. 
Fourjay Industries 
Gernsbach Publications, Inc. 
Hunter Tools 
Illumitronic Engrg. 
7 2 Electronics Industries 
Ad. 
Labtronics, Inc. 
K. Miller Tool & Mfg. Co. 
Moody Machine Prods. 
Newcastle Fabrics Corp. (Ont.) 
Oryx Electrical Labs. Ltd. 
Telegraph Condenser Co. 
Tenatronics Ltd. (Ont. & Que.) 
Triplett Electrical Instrument 
Co. (Ont. & East) 
Workman TV, Inc. (Ont. & 
West) 
The Foxboro Co., 707 
Ave., LaSalle, Montreal, Que. DO 
6-4210, also at Toronto, Saint 
John, Sudbury, Port Arthur, Ed- 
monton, Calgary & Vancouver. 
The Foxboro Co. 
George M. Fraser Ltd., 
Yonge St., Toronto 7, Ont. 
4-9492 
The Autocall Co. 
Castell Locks Ltd. 
w. Dillon & Co. Inc. 
Electro Switch Corp. 
Esterline-. ~+ or Co., Inc. 
(Ww. t.) 
The Fisher- Pierce Co, Inc. 
(Ont. & Que.) 
Magnetics, Inc. 
— Electroplating Process, 
nc. 


Services, 
Seattle 


Dollard 


1554 
WA 
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L. H. Frest (Canada) Ltd., 1078 
Service Rd., PO Box 425, Oak- 
ville, Ont. VI 4-6681. 

Detroit Controls Corp. 

L. H. Frost & Co, Inc. 

The Lux Clock Mfg Corp. 


G 


The Garrett Mfg. Corp. of Can- 
ada Ltd., 4 Racine Rd., Rexdale, 
Ont. CH 4-5655 and 1255 Laird 
Blvd., Montreal, Que. RE 8-7605. 

Aero Supply Co. 

Century Electronics & Instru- 

ments 

Eckel Valve Co. 

Electrofilm, Inc. 

Pacific Scientific Co. 

Phillips Electronics, Inc. 

Rosemount Engrg. Co. 

The Wood Electric Co. 


Gas Accumulator Co. (Canada) 
Ltd., 12 Gower St., Toronto 16, 
Ont. PL 5-5297. Reps: Mackay 
Morton (Western) Ltd., 3610 Mac- 
leod Trail, Calgary, Alta. and 
11015-102nd St., Edmonton, Alta.; 
Walter McHugh Industries Ltd., 
1817 West 4th Ave., Vancouver, 
B.C.; George L. Luck, 5684 Pare 
St., Montreal 9, Que. RI 7-8282. 
A’G’A Division of Esna 
Buchanan Electrical Prods. 
Corp. 


Geerz & Holm Canada Ltd., 629 
Denman, Vancouver 5, B.C. ML 
MU 3-7844; and 113 Ster- 
Toronto 3, Ont. LE 3- 


Dual, Gebr. Steidinger 

Max Egon.Becker, 
Autoradiowerk 

Isophon-Werke GmbH 

Norddeutsche Mende Rundfunk 
GmbH (West) 


General Communications Ltd., 980 
O’Connor Dr., Toronto 16, Ont. 
PL 5-0771. 
Analytical Measurements, Inc. 
Branson Corp. 
Eastern Specialty Co. 
Hallam, Sleigh & Cheston Ltd. 
Instrument Labs. 
Standard Instrument Corp. 
Techniflex Mfg. Co. 


General Electric X-Ray Corp. Ltd., 
1553 Eglinton Ave. W., Toronto 
10, Ont. RU 3-6106, also at Hali- 
fax, Montreal, Winnipeg, Edmon- 
ton & Vancouver. 
General Electric Co., X-Ray 
Dept. 


General Instrument-F. W. Sickles 
of Canada Ltd., 151 Weber St. S., 
P.O. Box 408, Waterloo, Ont. 
SH 4-8101. Reps: Adams Engrg. 
Ltd., 1500 St. Catherine St. °° 
Montreal, Que., 77 Metcalfe St., 
Ottawa, Ont., and 1999a Avenue 
Rd., Toronto, Ont.; C. W. Poin- 
ton, Torom6; Canadian Line Ma- 
terials, Toronto. 
Automatic Mfg. Div., 
Instrument Corp. 
General Instrument Corp. 
Micamold Electronics Mfg. 
Corp. 
Radio Receptor Co., Inc. 
F. W. Sickles Div., General 
Instrument Corp. 


Radio Co., 
Toronto 15, Ont. 


General 


$9 Floral 


General 
CH 6 


coe 2 
71. 
_ Radio Co. 


General Sound & Theatre Equip- 
ment Ltd., 861 Bay St., Toronto 5, 
Ont. EM 4-2438; 117 Howe Ave. 
Rear, Halifax, N.S. 5-1533; 86 
Charlotte St., Saint John, N.B. OX 
3-2819; 160 Bates Rd., Town of 
Mount Royal, Montreal, Que. RE 
9-2437; 271 Edmonton St., Winni- 
peg, Man. WH 2-5795; 1553 Albert 
St., Regina, Sask. JO 9-5454; 10330 
104th St., Edmonton, Alta. GA 4- 
2511; 731 10th Ave. S.W., Calgary, 
Alta. AM 2-9947; 916 Davie St., 
Vancouver, B.C. MU 5-7933. 

Altec Lansing Corp. 

Compagnie Francaise Hortson 

DuKane Corp. 

Hallamore Electronics Co. 

Minnesota Mining & Mfg. of 

Canada Ltd. 

National Theatre Supply Co. 

Northern Electric Co. Ltd. 

Spencer Kennedy Labs., Inc. 

Webster Electric Co. 
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BUTTON sitver-mica 
CAPACITORS BY 


NOW MADE IN CANADA 


The ERIE BUTTON SILVER-MICA* capacitor has been and 
still is known to be the world’s finest high-frequency capacitor. 
Since 1941, when Erie originally developed the Button capaci- 
tor, this compact, efficient unit has been the backbone capacitor 
of most military and communications equipments. 


The ERIE BUTTON SILVER-MICA capacitor is com- 
posed of a stack of silvered mica sheets encased in a silver 
plated brass housing with the high potential terminal connected 
through the center of the stack. This compact design permits 
current to fan out in a 360° pattern from the center terminal. 
ERIE uses short-heavy terminals resulting in minimum circuit 
inductance. These design features make ERIE BUTTON 
SILVER-MICA capacitors the best for VHF and UHF appli- 
cations. They are available in a wide capacity range, a variety 
of styles and sizes, and have many mounting arrangements. 


ERIE BUTTON-MICAS are available which comply with 
or exceed all requirements of Mil C-10950-A. 


Also available at ERIE are the BUTTON 
CERAMICONS which have the same 
mounting and terminal arrangements as the 
Silver-Mica capacitor. These units have a 
ceramic dielectric rather than the stacked 
sheets of silvered mica and may be used 
in applications where extreme temperature 
stability is not essential. 


Write for complete description and specification. 


ERIE RESISTOR 
era OF CANADA LID. 


Head Office: Trenton, Ont. EXeter 2-6524, EMpire 2-3315 
Sales Office: 4972 Dundas St. W., Islington, Ont. BElmont 1-1712 
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Narda SonBlasters... 


for lowest-cost, mass-produced 
ultrasonic cleaners! 


The most complete line of ultrasonic cleaners 
at lowest prices in the industry, available off- 
the-shelf for immediate delivery. And with a full 
two-year warranty besides! 


No matter what you want to clean —“hot” lab 
apparatus, medical instruments, electronic com- 
ponents, automotive, missile and avionic parts 
and assemblies, optical and technical glassware, 
timing mechanisms — Narda SonBlaster ultra- 
sonic cleaners will do the job faster, better and 
cheaper! Write for more details now and we'll 
include a free questionnaire to help determine 
the precise model you need. Dept. CEE-32 


Generator G-202, 35 watts; 
Transducerized Tank NT-202, 
Capacity: % gallon. $220 


Generator G-601, 60 watts; Transducerized Tank NT-602, 
Capacity: 1 gallon. $350. 


e 


Transducerized Tank NT-1505, Capacity: 5 gallons; 
Generator G-1501, 300 watts. $695. 


Nd 


Transducerized Tank NT-5001, Capacity: 10 gallons; 
Generator G-5001, 500 watts $1325 


ye 


Transducerized Tank 
NT-25001, 

Capacity: 75 gallons; 
Generator G-25001, 


2500 watts. $4360. 


LEA PRODUCTS CO 
Montreal, Quebec 


MEASUREMENT ENGINEERING LTD 
Toronto and Arnprior, Ontario; Montreal, Quebec 


CONWAY ELECTRONICS REGD 
Toronto, Ontario 


WESTERN SOUND SERVICES LTD 
Winnipeg, Manitobc 


RUDEL MACHINERY CO. LTD 
Vancouver, 8.C., and Edmonton, Alberta 


a on 
-narda °: 


MAIN STREET, WESTBURY, L.! 
) Wilshire Boulevard, Los Angeles 5 
1s ee Le en le ee 


For further information mark No. 66 





Canadian Representatives 


German-Canadian Import Co., 3490 
Olivar Asselin St., Montreal 9, 
Que. RI 4-6627 & RI 4-6529. Reps: 
Pro Musica Ltd., 152-4 Pearl St., 
Toronto 1, Ont. EM 8-9633. 
Badische Anilin & Soda Fabrik 
Feho Lautsprecherfabrik 
Perpetuum-Ebner 


Andrew Gilchrist Ltd., 155 Decarie 
Bivd., P.O. Box 322, St. Laurent, 
Que. RI 4-5596. 
W. H. Brady Co. 
John C. Dolph Co. 
Electro-Technical Prods. 
Fibreglas Canada Ltd. 
Hall & Pickles Ltd. 
Suflex Corp. 
George H. Giles Sales, — Box 70, 
Thornhill, Ont. AV 5-224 
Electronic Enterprises Lid. 
Lindsay Antenna & Specialty 
Prods. Ltd. 
Ronnie Leather Goods Ltd. 


The Glendon Co. Ltd., 44 Wel- 
lington St. E., Toronto, Ont. EM 
6-5673. 

Arber Mfg. Co. Inc. (Ont. & 


Que. 

Berkshire Peete Cable Co. 
Ont. & 

— Reteeties, Inc. (Ont. & 


Clevite Transistor Prods. (Ont. & 


e. 

Cosmocord Ltd. 
Danbury Knudsen Co. 
Fusite Corp. (Ont. & Que.) 
Gomard Electronics Ltd. 
a wy Hall Resistor Corp. 

(Ont. & Que.) 
— Prods Co. (Ont. & 


Lesa Construzzioni Elettro- 
meccaniche 
Lundey Associates, Inc. (Ont. & 


e. 
Mullard Overseas Ltd. 
Neosid (Canada) Ltd. 
Permonite Mfg. Co. 

Phelps Dodge Copper Prods. 


Corp. 
D. M. Stewart Mfg. Co. 
Taylor Electric, Inc. (Ont. & 


ue. 
Taylor Spring & Mfg. Co., Inc. 
Watliff Co. Ltd. 


The Glendon Co. Ltd., Instrument 
Div., 44 Wellington St. E., To- 
ronto, Ont. EM 6-5673. 

Croydon Precision Instrument 

Co. 

Electronic Instruments Ltd. 

John Fluke Mfg. Co., Inc. 

Wayne Kerr Labs. Ltd. 


E. S. Gould Sales Co., 353 St. 

Nicholas St., Montreal, Que. AV 

8-5225; F. Morgan, 4 Little Rock 

Dr., Toronto 13, Ont. AM 1-4796; 

49-2130 Portage Ave., Winnipeg, 

Man. TU 8-2413. Also at London, 

Ont. and Vancouver, B.C. 
Blonder-Tongue Labs. (East) 
Crown Controls Co., Inc. (East) 
Dalyn Industries 
Delevan Electronics Corp. 
Dow-Key Co., Inc. (East) 

Dyna, Inc. 

Ferrodynamics Corp. 

Globe Electronics, Inc. 

Holyoke Fabrics, Inc. 

HY-Gain Antenna Prods. 

Isophon Speakers (East) 

Hiram outs Electronics 

Kemod . Co. 

McCurdy Radio Industries Co. 
Ltd. (East) 

McIntosh Lab., Inc. (East) 

Mica Corp. 

Microtran Co., Inc. (East) 

Ram Electronics Corp. (East) 

Robins Industries ay 

o— ee Electric Mfg. Co. 
| = hn he 0. of erica 

re ment Mfg. Co. Ltd. 


Worknan TY, Inc. (East) 


H. Roy Gray Co. Léd., 
forth Rd., Toronto 13, Ont. 
1-1131. Branch: B. D. Coyne, 4130 
Molson Ave., R.R. 2, Box 21, Ste. 
Genevieve de Pierrefonds, Que. 
NA 6-5412. 

Canada Cabinets & Furniture 

Co. Ltd 

Conrac, Inc. 

to Recording Equipment 

Dpeeuromants Div., McGraw- 
James Millen Mfg. Co. 
Sherwood Electronic Labs., Inc. 
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W. D. Gray & Co., Main & Sec- 
ond Ave., Vancouver, B.C. EX 
1545. 
Midget Louver Co. 
Great Lakes Electrical Specialties 
Ltd., Algie Ave., Toronto 14, Ont. 
CL 1-6581. 
Bussmann Mfg. Div., McGraw- 
dison Co. 
The B. Greening Wire Co. Ltd., 
55 Queen St. N., Hamilton, Ont. 
JA 8-5971 and Toronto Zenith 
CL 1-6581. 
77500; also 180 St. Paul St. W.. 
Montreal, Que. VI 9-2407. 
Driver-Harris Co. 
James Grogan, 50 Yarmouth Rd., 
Toronto, Ont. 
Conant Labs. 


H 


Hackbusch Electronics Ltd., 23 
Primrose Ave., Toronto 4, Ont. 
LE 1-2453. 
Caledonia Electronic & Trans- 
former Corp. 
Canadian Puregas Equipment 
Ltd. 
Clough-Brengle Co. 
Electronic Specialities Mfg. Corp. 
Hackbusch Electronics Ltd. 
(Stromberg-Carlson) 
Lorain Prods. 
National Carbon Co. 
Sylvania Electric Prods. 
Electronic Div. 
Technical Appliance Corp. 
Telematics, Inc., Carillon Bell 
Div. 
Fred H. Haight Co., 3212 Eastlake 
Ave., Seattle 2, Wash. EA 1818. 
Pomona Electronics Co., Inc. 
(B.C.) 


Inc., 


Norman L. Haney Agency Ltd., 
975 Wall St. ,Winnipeg 10, Man. 
SP 2-1219. 

Burndy Canada Ltd. 

Electronic Components Ltd. 
Hart Battery Co. Ltd., Box rt 
St. Johns, Que. 7-2325-6- 
Branches in principal cities a 
Canada. 

Chloride Electrical Storage Co. 

Ltd. 
Hart Electronics Ltd., 19642 Os- 
borne St., Winnipeg, Man. 

Pye Canada Ltd. 

Hawkesbury Wire Co. Ltd., Box 
507, Hawkesbury, Ont. Reps: 
Lake Engrg. Co. Ltd., 123 Man- 
i Rd., Scarborough, Ont. PL 
; Elcom Marketing Ltd., 123 
Manville Rd., Scarborough, Ont. 
OX 8-3691. 
Bridgeport Insulated Wire Co. 
Ferro Enamels (Canada) Ltd. 
(Resistance Wire) (Ottawa 
Valley & Montreal). 
Hawthorne Electronics, 101 Ad- 
ministration Bldg., Boeing Field, 
Seattle, Wash. BE 4-1375. 
Tektronix Inc, (Sask., Alta., & 
B.C.) 


669 Bayview 
1-2291. 


P. J. Heenan Ltd., 
Ave., Toronto 17, Ont. HU 
Centralab (East) 
Heppner Mfg. Co. (East) 
Methode Mfg. (East) 
Sangamo Elec. Co. (East) 
R. Henderson, 72 Princess St., 
Winnipeg, Man. WH 3-8707. 
Automatic Coil Mfg. Ltd. 
John Herring & Co. Ltd., 3468 
Dundas St. W., Toronto 9, Ont. 
RO 2-9824. 
Aemco, Inc. 
Allied Circuit Techniques Ltd. 
Audio Development Co. 
Barber-Colman Co. 
Constanta Co. of Canada Ltd. 
(Ont.) 
Fortiphone Ltd. 
Hardwick, Hindle, Inc. 
H-B Instrument Co. 
Hi-G, Inc. 
Industrial Tectonics, Inc. 
Landis & Gyr, Inc. 
Mucon Corp. 
George Rattray, Inc. 
Ripley Co., Inc. 
Shallcross Mfg. Co. 
Statham Instruments, Inc. 
Stevens-Arnold, Inc. 
Superite Instrument 
Uniform Tubes, Inc. 


F. S. B. Heward & Co. Ltd., 661 
Birks Bldg., 620 Cathcart St., 
Montreal 2, Que UN 6-6781; Rm. 


Corp. 


201, 1835 Yonge St., Toronto 12, 
Ont. HU 5-8403; Rm. 619, 837 W 
Hastings St., Vancouver 1, B.C. 
MU 1-7044. 


Diamond Specialty Ltd. 
Hit-Ray Electronics, 1044 Bathurst 
St., Toronto 4, Ont. LE 4-1802. 

Hitachi Ltd. 

W. Hobson & Associates, 1024 
Notre Dame St., Lachine, Que. ME 
7-1231. 

Decker Engrg. Corp. 

Electro Switch Corp. (East Ont. 

& Que.) 

Esterline-Angus Co., Inc. (East 
Ont. & Que.) 
Honeywell Controls Ltd., Vander- 
hoof Ave., Toronto 17, Ont. HU 

9-2151. 
a “eee date Regulator 
0. 


Samuel C. Hooker (Canada) Ltd., 
2425 Grand Blvd., Montreal, Que. 
HU 8-8321 and 4126 Bathurst St., 
Downsview, Ont. ME 5-1470. 
Aero Instrument Co. 
Barry Controls, Inc. 
— Thermonic of Canada 
td. 
Cinema 
Corp. 
CWS Waveguide Corp. 
Edgerton, Germeshausen & 
Grier, Inc. 
Electra Mfg. Corp. 
Epsco, Inc. (Components Div.) 
Hoffman Semiconductor Div., 
Hoffman Electronics Corp. 
Jeffers Electronics Div., Speer 
Carbon Co. 
King’s Electronics (Canada) Ltd 
Mitronics, Inc. 
New England Transformer Co. 
Roanwell Corp. 
Speer Resistor Div., 
Carbon Co. 
The Hoover Co. Ltd., Gage Ave. 
& Barton St., Hamilton, Ont. LI 
5-1151. 
Eicor, Inc. 
oe Research Associates, 
nc. 
Hoover erates Co. 
Rotron Mfg. C 
Hope ~ g Co., 200 Dal- 
housie St., Toronto 2, Ont. EM 
3-8579. 
Atlantic Metal Hose 
Bradford Metalmaster 
Danly Machine Specialties 
Flexaust Co. 
Harvey Mfg. 
Mark-Tex Corp. 
H. P. Preis Eng. Machine Co. 
Wallace Mfg. Supplies Co. 
Wiedemann Machine Co. (Ont.) 
M. J. Howard & Co. Ltd., 1206 
Bank St., Ottawa, Ont. CE 5-9931. 
Aerovox Canada Ltd. (E. Ont.) 
Burnell & Co. Inc. (Ont. & Que.) 
Cannon Electric Ltd. (E. Ont.) 
Emerson & Cuming, Inc. (Ont. 


Engrg., Div. Aerovox 


Speer 


& Que. 
Induction Motors Corp. (Ont. & 


Que.) 

Waters Mfg., Inc. (Ont. & Que.) 
William M. Hummel, 150 Pine- 
wood Trail, P.O. Box 190, Port 
Credit, Ont. CR 8-7666. 

Connector Corp. 

Ferrotran Electronics Co., Inc. 

Leetronics, Inc. 

Niagara Electric Sales Co., Inc. 

Palmer Associates 

Solar Mfg. Corp. 

Thermax Wire Corp. 

Wellesley Engineers 
Hysol (Canada) Ltd., P.O. Box 53, 
Postal Stn. “R,” 44 Beechwood Dr., 
Toronto 17, Ont. HO 1-0708. 

Houghton Labs. 


I 
Imperial Oxygen Ltd., 565 Trethe- 
wey Dr., Toronto, Ont. CH 1-1124 
and all branches. 

Johnson Matthey & Mallory Ltd. 
The Indiana Steel Prods. of Can- 
ada Ltd., 135 a anes St., Kit- 
chener, Ont. SH 3-0244 

The Indiana Steel Prods. Co. 
Industrial Electronics of Canada, 
Div. of C. C. Meredith & Co. Ltd., 
80 Thomas St., a Ont. 
Toronto AT 9-9 

Leland Electric (Canada) Ltd. 

Vickers, Inc. 

Industrial & Institutional Com- 
munications Lid., 29 McNaughton 
Ave., Wallaceburg, Ont. MA 7- 
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Ger — Joh 


2132. Rep: E. N. Woolley & 
Associates, 48 Algie Ave., Toronto 
18, Ont. CL 9-6261. 

Canadian Marconi Co. (Sound, 

signalling & intercom. equpt.) 

Lustraphone Ltd. 

Majestic Winding Co. 

Talk-A-Phone Co. 

Tape-Athon 

Tape-Athon Music, Inc. 
Industron Corp., 297 Carton St., 
Toronto, Ont. WA 1-203 

Beckman Instruments, Se Pro- 

cess Instruments 

Coulter Industrial Sales Co. 

Daystrom Ltd. (Industrial 

Gauges) 

Electric Eye Equipment Co. 

Hallikainen Instruments 

Sigma Instrument Co. Ltd. 

Viking Instruments, Inc. 
Ingraham Canadian Clock Co. Ltd., 
Grand Ave., Toronto 18, Ont. CL 
5-0178. 

Thompson Clock Co. 
Inman Industries Ltd., 
Ave., Vancouver 9, 
and 5507-Ist St. SE. 
Alta. C 

Branson Instruments, Inc. (Alta. 

.C.) 


Fg W. 10th 
RE 6-0144 
Calgary, 


Crest Instrument Co. 
Instantaneous Recording Service (A 
Div. of E. J. Piggott Enterprises 
Ltd.), 42 Lombard St., Toronto 1, 
Ont. EM 3-5767. 

Magnetronics, Inc. 

Mohawk Business Machines 

Corp. 

Morrison Recording Labs. 

Presto Recording Corp. 

Thomas J. Valentino, Inc. 
Instronics Ltd., P.O. Box 100, 
Stittsville, Ont. Hazeldean 156 and 
21 Benleigh Dr., Scarborough, Ont. 
AX 3-7806. 

Adler Electronics, Inc., Military 

Electronics Div. 
Allegany Instrument Co., Inc. 
BJ Electronics, Borg-Warner 


‘orp. a 
Divco-Wayne Electronics 
Donner Scientific Co. 

Empire ryt ~eae Corp. 

Lavoie Labs., 

Millivac festraments, Div. of 
Cohu Electronics. 

Potter Instrument Co. 

Racal Engrg. Ltd. 

Radio Frequency Labs., 

Schomandl K.G. 

Stelma, Inc. 

Texas Instruments Incorporated 

Telerad Mfg. Corp. 

Instrument Service Labs. Ltd., 29 
W. Broadway, Vancouver 10, B.C. 
Barber-Colman of Canada Ltd. 

Syntron (Canada) Ltd. 


J 


Eric Jeanes, 266 Aubrey St., 
nipeg 10, Man. SU 3-544 
Interlake Steel Prods. (West) 
Lindsay Antenna & Specialty 
Prods (West) 

Rohn Mfg. Co. (West) 

Jerrold Electronics (Canada) Ltd., 
50 Wingold Ave., Toronto 19, Ont. 
RU 1-6174. 

Jerrold Electronics Corp. 

Scala Radio Co. 

Times Wire & Cable Co., Inc. 
Jervis Agency, 380 Edgewood St., 
Norwood, Man. CH _ 7-8389. 

Y.W. Small Parts Ltd. 

Johnson Matthey & Mallory Ltd., 
110 Industry St., Toronto 15, Ont. 
Ont. RO 2-7201' and 606 Cathcart 
7. Montreal, Que. UN 6-6901. 
Mallory & Co., Inc. 
eo prods. only) 

Johnson Matthey & Co. 

Sealtron Corp. 

Ray Johnston Co., 1101 E. 69th St., 
Seattle 15, Wash. LA 4-5170. 

Aero Electronics Corp. (B.C.) 

Burnell & Co., Inc. (B.C.) 

Electronic Fabricators, Inc. 

(B.C. 

Emerson & Cuming, Inc. (B.C.) 

Hardwick, Hindle, Inc. (B.C.) 

Mepco, Inc. (B.C.) 

Radiation Instrument Dev. Labs. 

H. H. Scott, Inc. (B.C.) 

Technical Devices Co. (B.C.) 

Trimm, Inc. (B.C.) 

Vitramon, Inc. (B.C.) 

Narda Ultrasonics Corp. (B.C.) 


(Continued on page 136) 
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gs Producers of 
MARINE ELECTRONICS Nets . Guidance Slip Rings 

Es for 
MICROWAVE 
COMMUNICATIONS 
Studio 


transmitter — 


POLARIS 


i 


Community # | ‘ 
antenna links Experience on Projects such as: 


| ATLAS © NIKE 

|  REDSTONE © CORPORAL 

| JUPITER © NAVAHOE 

| JUPITER “C” © AND OTHERS 
| 
J 


Low-cost depth sounders 
Common 


Direction finders carrier systems 


Gas detectors 





‘rite for illustrated brochure 


VOLTAGE STABILIZERS CONTROL KNOBS : 
SS 

SLIP RING COMPANY OF AMERICA 

| Canadian Representative 


_ 
me WwW 
'E. $.Gould Sales Company 


ss | 353 St.Nicholas Street, Suite 315 
= | Montreal, Quebec 
ne ‘ ES | 
; | 74 
= 
| k 
! | 


Ranges—15 to 2,000 watts a ae 
Seven styles in six sizes 


Regulation—+ 1% with 3 i wee : * 60-RING 
fs erat for high quality applications s BOMARC 
+ 15% input variation & SLIP RING 








SPECIAL PURPOSE SEMICONDUCTORS 
TUBES 


NEW KILOLINE 
STORAGE TUBE 


Transistors Diodes Rectifiers 


Transistors, signal, and 
power diodes in 
germanium or silicon 


Microwave and power tubes 
and other specialized tubes 
for industrial applications 








For further details on these 
and other products write to: 


RAYTHEON CANADA LIMITED 


COMMERCIAL SALES DIVISION 


61 LAUREL ST. EAST, WATERLOO, ONTARIO 
Phone SHerwood 5-6831 
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CaMBION® miniaturized, completely shielded coil forms pro- 
vide the shock resistance needed for top performance in any 
“tight spot” applications — IF strips, RF strips, oscillator 
circuits, etc. Mechanically enclosed for maximum efficiency 
preventing circuit inter-action in closely packed spaces, they’re 
available with coil forms of three different materials — paper 
phenolic, Polypenco or Kel-F — and in styles including flange 
mounted “top hat” with traverse tuning and the new half-inch 
cubical unit for printed circuits and difficult IF strip work. 

Also, custom winding of CAMBION coil forms to meet speci- 
fications is a CAMBION engineering specialty that can cut your 
production costs and eliminate rejects completely. For further 
details write Cambridge Thermionic of Canada, Ltd., 2425 
Grand Boulevard, Montreal 28, P. Q. 
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HIGH-POWER 
| PULSE 

OSCILLATOR 
. PG-650-C 


The successful introduction of the PG-650 pulsed oscillator 
to many test applications has led to an improved model of 
interest to workers in ultrasonics, r.f. transient analysis, 
nuclear magnetic resonance, etc. The following character- 
istics and features are available only with the PG-650-C. 


Frequency Coverage ... 5-85 MC in 7 ranges* 
R.F. output Voltage (Min.) into 93 ohms wou . 0-300 p. to-p. 
Pulse length continuously variable ... cvececescens SHEE Gane 
Rise and Fall times (Max.) 0.3 usec 
Pulse Droop ... eds ... 5% Max. 
Noise Output between Pulses a ase “Thermal Noise from Termination 
Harmonic Content (Max.) anaty ae 10% 


R. F. Leakage . pPe'edas 
Trigger to Pulse ‘Jitter coheen 
P. R. F. External 
P. R. F. Internal . 
Pulse to Pulse Jitter (Mox. ) 


SPECIAL FEATURES 

Internal Delay Ranges available from calibrated Helipot .. . 
200, 1100, 11,000 usec. Gate Pulse output available for 
intensifying and blanking purposes. External modulation of r.f. 
oscillator using varying pulse lengths and p.r.f's for Carr Purcell 
Method. Fine controls of P.R.F., Pulse length, and delay times. 
*Use of special coils will extend the coverage from 0.5 to 150 MC 


’ Negligible 

.005 usec 

0-3000 cps 

50-2500 > locking on 60 
. 039° 


Please write for our bulletins on other test equipment: 
Wide Band Amplifiers, Preamplifiers, and Precision Attenuators. 


ARENBERG ULTRASONIC LABORATORY, INC. 


94 Green Street, Jamaica Plain 30, Mass. 
Phone — JAmaica 2-8640 








FOR Be A a 7 SHIPMENT 


OF DELICATE EQUIPMENT 


TRANSIT CASE — TYPE TC-4 


® Dural Body @ Weather-Proof 

@ Dust-Tight @ Foam Padding 

@ No fatigue or low-temperature problems. 

@ Made to order for sure fit by specialists in transit 
cases for electronic devices 





PYLON ELECTRONIC DEVELOPMENT company, ltd. 


Communications Systems and Equipment 


161 CLEMENT ST., LASALLE, MONTREAL 32, QUE. 
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better performance 
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relays. 


Avoid excessive relay costs... reduce 
needless relay space requirements... 
simplify installation and get better 
performance with relays by Comar, 
custom-made to your specifications. 
All types are available with any combi- 
nation of switches, contact materials, 
coils, leads and mountings required. 
Write for complete information today. 


‘ 


{ 
; 
5 


Write for new free Comar catalog 





ELECTRIC COMPANY 
3349 ADDISON ST., CHICAGO 18, ILL. 
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i get For Mobile Communications 


shortest 


etching 


time 


with 
HUNT 
ETCHANTS} = “3: 


12.6 volt 
Lg 
ve i 


25.2 volt 


HAMMOND 


(TRANSISTORIZED) 


DC to DC POWER SUPPLY 
HUNT R.C.E. for PRINTED CIRCUIT BOARDS 


(Rapid Circuit Etch) 
Hunt R. C. E. is a proprietary etchant, formulated to etch ib . 
printed circuits fast and to speed up production. It offers 
printed cirenits fast aa ... compact... vibrationless 
. - 
° iP teas in etching . aay removed by <4 th no movi ng parts 
spee washing 
’ Taek eaten over entire © Sabstential increase in The exclusively designed transistorized circuit, heat- 
oe capacity sink, chassis, rectifiers and transformers in HAMMOND 
¢ Uniformly smooth a Power Supply units provide an extremely high level 
etching @ Freedom from fumes > . : 
of operational efficiency. 
HUNT S.C.E. for SOLDER-PLATED CIRCUIT BOARDS Compact and vibrationless, these units are instant 
wear, wanted tn deat  dihied ahated starting, with no starting surges, and capable of con- 
‘his ready-prepared product is designed to etc ag yn ane tinuous duty in ambient temperatures up to 65°C 
circuit boards more easily, more effectively than it has ever at ia ‘ “ 
been done before. You'll find that Hunt S. C. E. (approx. 150 F). Ler seamen purpose and “‘rugged- 
e Etches rapidly at room temperatures “am _— I prewicony e. Two or more may be paralleled 
e Has a high capacity for copper or increased current output. 
@ Never attacks the circuit Write for Bulletin. . . 5131 
@ Has guaranteed uniformity, and is of the highest 
quality because of rigid laboratory control 
Hunt S. C. E. is essentially an oxidizing solution with the 
capacity to keep the oxidized copper permanently in solution. 
Although many acids will etch copper, S. C. E. solution has 
the peculiar property of not attacking the solder .. . but giving 
fast, odorless etching of the copper. 
WRITE TO NEAREST HUNT BRANCH FOR: 


TECHNICAL BULLETIN NO. 1— “The Etching of Copper by Hunt 
R. C. E. Solution.” 512 


TECHNICAL BULLETIN NO. 3— “The Etching of Solder Plate Cir- SERIES 
cuit Boards by Hunt S. C. E. Solution” eS 

... designed to 

FOR SUPERIOR RESULTS AROUND THE CLOCK USE HUNT GRAPHIC ARTS CHEMICALS 1a replace existing 

: equipment and 

PHILIP A. HUNT COMPANY j/ : | as a special 

(CANADA) LTD. aw application for 

“ : ‘ confined spaces, 


77 LESLIE STREET al ¥ - as 
TORONTO 8, ONTARIO . ask for bulletin 
TELEPHONE HO 5-1145 5132. 


TELEPHONE WE 2-3607 HAMMOND MANUFACTURING COMPANY LIMITED 
GUELPH * ONTARIO * CANADA Hs 


For further information mark No. 74 on our Readers’ Service Cord 
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Canadian Representatives 


Lloyd B. Jones, 77 Humbercrest 
Bivd., Toronto 9, Ont. RO 9-4445. 
Metals & Controls Corp. 


K 


R. C. Kahnert Sales Co. Ltd., 73 
Crockford Blvd., Scarborough, Ont. 
PL 7-5171 and Box 885, Montreal 
Que. CR 1-9858. 
Alto Fonic Music systems, Inc. 
Alto Fonic Tape Service, Inc. 
American Television & Radio 
(East) 
Barker & Williamson, Inc. 
(East) 
Dollard Recording Ltd. 
EV of Canada Ltd. 
Electrical Chemical Specialty Co. 
Electrocraft, Inc. 
Electro Voice, Inc. (East) 
Hurst Tool & Mfg. Co., Inc. 
J.B.T. Instruments (East) 
Lumite Div., Chicopee Mills, Inc. 
Mechron Engineering Prods. Ltd. 
Metal Works, Inc. 
Petersen Radio Co., Inc. 
Resistor Wholesalers Corp. 
Rhein Sound one (East) 
Sargent-Rayment Co. 
Sangamo Electric Co. (East) 
Shurite Meters (East) 
Soundolier, Inc. (East) 
Telectrosonic Corp. (Tape-decks 
only) 
Triad Transformer Corp. 


Kelvin & Hughes (Canada) ae, 
401 McGill St., Montreal, Que. 
5-1243; 21 Upper Water St., Hal 
fax, N.S. 3-6130; 72 Germain St.. 
Saint John, N.B. OX 3-2377; 529 
Sussex St., Ottawa, Ont. CE 3- 
3515. 


Kelvin & Hughes (Aviation) Ltd. 
Kelvin & Hughes (Industrial) 


Ltd. 

Kelvin & Hughes (Marine) Ltd. 
H. C. Kennedy & Sons Ltd., 636-W. 
6th Ave., Vancouver, B. 

Rawiplug Prods. (C anada) Ltd. - 
Kent Engrg. Co., 4033 Decarie 
Bivd.. Montreal 28, Que. HL 
1-0213 

Electro-Air Cleaner Co. (East) 
King’s Electronics (Canada) Ltd., 
2425 Grand Blvd., Montreal, Que. 
HU 8-8321 & 8744. 

Kings Electronics Co. 

S. Koroby, 421 Williams Rd., Rich- 
mond, Vancouver, B. 
The Wallace Barnes Co. Ltd. 


L 


Lake Engrg. Co. Ltd., 123 Man- 
ville Rd., Scarborough, Ont. PI 
7-3253-4. Sales to OEM’s, Govt. 
depts. and universities. 

Aladdin Electronics, Inc. 

Arcolectric Switches Ltd 

Capacitors of Canada Ltd. 

Chicago Miniature Lamp Works 

Churchill Lighting Corp. 

Consolidated Electronic 
ment Co. Ltd. 

Continental Carbon, Inc. 

Custom Components, Inc. 

Dialight Corp. 

Dialtron Corp 

Elna Ferrite Labs., Inc. 

Fuze-On Prods. 

Grayhill, Inc. 

The Grigsby Co., Inc. 

Hawkesbury Wire Co. Ltd. 

International Telephone & Tele- 
graph Corp. 

Kearfott Co., Inc. 

Kemtron Electron Prods., Inc. 

James Knights Co. 

Kuthe Labs., Inc. 

Leecraft Mfg. Co., Inc. 

Litton Industries, Inc. 

Microdot, Inc. 

New York Coil Co., Inc. 

Patterson, Moos Research Div., 
Universal Winding Co., Inc. 

Plas-Kem Electronics Corp. 

Plastic Capacitors, Inc. 

Radio Corp. of America, 
Cores Div. 

Rogers Electronic Tubes & Com- 
ponents, Div. of Philips Elec- 
tronics Industries Ltd. 

Standard Telephones & Cables 
Mfg. Co. (Canada) Ltd. 

Stanwyck Coil Prods. Ltd. 

Stegg Electric Ltd. 

Transistor Electronics Corp. 


Equip- 


Memory 
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WwW. W. Langley, King Edward 

Sheraton Hotel, 37 King St. E., 

Toronto, Ont. EM 8-7474. 
Automatic Telephone & Electric 

Co. Ltd. 

T. A. Lawrence, (Air Vice Mar- 

shal), 106 The Sandringham Range 

Rd., Ottawa, Ont. 

I.T.T. Electronics Service Co. of 
Canada Ltd. 
Dave M. Lee Co., 
Ave., i 1, Wash. 
3527. N.E. Union Ave., 
Oregon. AT 8-5796. 
I.D.E.A., Inc. (Regency 

B.C.) 
E. F. Johnson Co. 
Littlefuse, Inc. 
The Radiart Corp. 
Howard W. Sams & Co. 
Tobe Deutschmann Corp. 
United Catalog Publishers, Inc. 
Leonard Electric Ltd., 346 Bering 
Ave., Toronto 18, Ont. BE 1-2731. 
Airpax Electronics, Inc. 
Couch Ordnance, Inc. 
Globe Industries, Inc. 
G-V Controls, Inc. 
Hetherington, Inc. 
Inertia Switch, Inc. 
Lisle Instrument Systems, 577 Eg- 
— Ave. W., Toronto, Ont. HU 
8-2782 
The Adams & Westlake Co. 
(Ont. & East) 
Automatic» Timing & Controls, 
Inc. (Ont. & West) 
Genisco, Inc. 
The Hewson Co., Inc. 
Industrial Instruments, Inc. (Ont.) 
Standard Instruments, Inc. (Ont.) 
J. H. Locke & Sons, 874 Clyde 
Ave., Ottawa 3, Ont. and 150 Perth 
Ave., Toronto 9, Ont. 
Tenney Engrg., Inc. 
E. G. Lomas, 227 Laurier Ave. 
W., Ottawa, Ont. CE 2-8504. 
Allied Industries, Inc. 
Coil Winders, ‘Inc. 
Co-operative Industries, Inc 
Eastern Precision Resistor Corp. 
Film Capacitors, Inc. 
B. F. Goodrich 
Lel Inc. 
Microwave Associates, Inc. 
Nugent Electronics Co. (Canada 
except B.C.) 

Pacific Semiconductors, Inc 
Power Sources, Inc. 
Cc. M. Lovsted & Co. 
Ltd., 1726 W. 5th, Vancouver, B.C 

Polypenco, Inc. (West) 
Lyman Tube & Bearings Ltd., 5420 
Pare St., Montreal 16, Que. RI 
8-6953; 72 Perth Ave., Toronto, 
Ont. LE 4-1115; 370 Notre Dame 
Ave... Winnipeg, Man.; 1340 Com- 
mercial Dr., Vancouver, B.C 
Hartford Steel Ball Co., Inc 
Johnson Bronze 
Miniature Precision Bearings, Inc 
Motor Gear & Engineering 
Norma-Hoffman Bearings 
Super Oil Seals & Gaskets 


M 


Electronics 
Winnipeg 1, 


2517 Second 
MA 5512 
Portland, 


Div.— 


(Ont.) 


(Canada) 


Corp. 


Maclvor 
Main St., 
2-3026. 
Ericsson Telephone Sales of 
Canada Ltd. (Man.) 
Cdn. Marconi Co. (Mobile Com- 
munications) (Man.) 

Barvic Engrg. Ltd. (Man.) 
Photo Switch Div., Electronics 
Corp. of America (Man.) 

Muzak Corp. (Tech. Rep.) 
(Man.) 
RCA Victor Co. Ltd. (ITV) 


R. Mack & Co. Ltd., 7966 Gran- 
ville St., Vancouver 14, B.C. AM 
6-9747. 

Jackson Bros. (London) Ltd. 

R. Mack & Co. Ltd 

Primo Sound Research Ltd. 

Sanwa Electric Instrument 

Works Ltd. 

Siemens Edison Swan Ltd. 
MacKay Morton Ltd., 183 
Ave. E., Winnipeg, Man 

H. B. Etlin Co. Ltd. 

J. J. MacQuarrie Sales, 46 St. 
George St., Toronto 5, Ont. WA 
3-2455. Rep: Eric Jeanes, 266 Au- 
brey St., Winnipeg 10, Man. SU 
3-5442. 

Amatom Electronic Hardware 

Co., Inc. 
Boulevard Electronics, Inc. 


Ltd., 248 
Man. WH 


James 


Charles Engrg., 

Hartley Prods. do: (East) 
Injectorall Co. 

Jan Hardware Mfg. Co., Inc. 
Jersey Specialty Co., Inc. 
Kupfrian Mfg. Corp. 

Line Electric Co. 

Ortho Filter Corp. 

Precision Mechanisms Corp. 
Rohn Manufacturing Co. 
U.S. Components, Inc. 
Wendell Plastic Fabrics Corp. 
Woodcraft Service Co. 


Magnecord Canada Ltd., 3745 

Bloor St. W., Toronto 18, Ont. 

BE 1-3303. 
Magnecord Div., Mid-Western 

Instruments. 

Ben Manis Associates Reg’d., 5317 
Prince of Wales Ave., Montreal 
29, Que. HU 6-1475. 
Croven Ltd. 
Mechanical Steel Tubing, Inc. 
Radio Merchandising Sales, Inc. 
Saxton Products, Inc. 
Stark Electronic Sales Co. 
Tech-Master Corp. 
Waltham Horological Corp. 
Y.W. Small Parts Ltd. 

(All rep’d. in Ottawa & Que.) 
Marsland Engrg. Ltd., 154 Vic- 
toria St. S., Kitchener, Ont. SH 
5-9486. 

Filtors, Inc. 

G. H. Leland, Inc. 
Eric Marsland & Co., 824 Victoria 
St. N., Kitchener, Ont. SH 5-8310. 

Malco Tool & Mfg. Co. 

Mandex Mfg. Co., Inc. 
Martin Engrg. Inc., 1846 Dorches- 
ter St. V Montreal, Que. and 
1977 Avenue Rd., 
HU 9-1545 

Electronics Corp. of America 
Martin Industrial Sales Ltd., P.O. 
Box 463, Hamilton, Ont. JA 2- 
1716. 

International Research & Devel- 

opment Corp. 

Manheim Mic. & Belting Co. 

J. C. Matheson, 830 Montgomery 
Riverview, N.B. Moncton 


Toronto, Ont. 


7 386, Components Ltd. 
Mr. D. McCormick, 875 - 54th 
Ave., Lachine, Que. ME 7-2306. 
Automatic Coil Mfg. Ltd. 
McIntyre Agencies, 7365 
tain Sights, Montreal, Que 
7672 


Moun- 
RE 7- 


Aerovox Canada Ltd. (East) 
Canadian Astatic Ltd. (East) 

S. G. Smallwood & Co. (East) 
Mark Simpson Mfg. Co. (East) 
H. J. G. McLean Ltd., 45 Albion 
St., P.O. Box 231, Brantford, Ont. 

PL 3-4221. 
H. P. Preis 
Co. 
D. Eldon McLennan, 1624 W. 3rd 
Ave., Vancouver 9, B.C. BA 2898. 
Centralab Div, Globe-Union, 


Engraving Machine 


Inc. 
EV of Canada Ltd 
G-C Electronics Mfg. Co. 
General Cement Mfg. Co. 
J.R.G. McVity & Co., 51 Dale- 
wood Rd., Toronto 12, Ont. HU 
8-9457. 
Fansteel Metallurgical 
Rectifier-Capacitor Div. 
& Que.) 
Radio Materials Co. (Ont. & 


Corp., 
(Ont. 


Que.) 
Slug Bit Supply Co. (Ont. & 
Que.) 


Mechron Engrg. Prods. Ltd., 2437 
Kaladar Ave., Ottawa 1, Ont. RE 
3-3855; 2279 Yonge St., Toronto, 
Ont. HU 1-5639; 4206 St. Cath- 
= ee W., Montreal 6, Que. 
N.T.E.X. Ltd. 
pore of Exeter Ltd. 
Amplivox Exports Ltd. 
Educational Productions Ltd. 
Fleming Radio (Developments) 
Ltd. 
Dr.-Ing. Frank Fruengel GmbH 
Henry & Thomas Ltd 
Laboratorium Dr. Justus 
Rosenhagen 
Lintronic Ltd. 
M.T.E. Control Gear Ltd. 
Savage & Parsons Ltd. 
Sifam Electrical Instrument 
Co. Ltd 
A. Sprenger 
Telcon Magnetic Cores Ltd. 
Wandleside Cable Works Ltd. 
Winston Electronics Ltd. 


CANADIAN 


ELECTRONICS ENGINEERING 


Jon — Min 


Sales Ltd., Arnprior, Ont. 
400; P.O. Box 1352, Postal Sta- 
i “O”, Montreal, Que. NA 7- 
313; 1969 Avenue Rd., Toronto 
2, Ont. HU 1-0231. 
Arizona Telemetering Corp. 
Boonton Electronics Corp. 
Communication Measurements 
Lab., Inc. 
The Digitran Co. 
Endevco Corp. 
Frequency Standards Ltd. 
Alfred Imhof L 
—— aia Labs., 
nc. 
International Radiant Corp. 
Kay Electric Co. 
Krohn-Hite Export Corp. 
Ling Electronics Corp. 
Measurement Engrg. Ltd. 
Narda Microwave Corp. 
Narda Ultrasonics Corp. 
Polarad Electronics Corp. 
Reflectone Corp. 
“Sanders Associates, Inc. 
Sensitive Research Instrument 
Corp. 
Servo — of America 
Technology Instrument Corp. 
Trad Electronics Corp. 
Weldmatic, Div. of Unitek Corp. 
Jack Meloff Organization, 1066 
Arlington St., Winnipeg 3, Man. 
Electronic Components Ltd. 


Keith Mercer Co. Ltd., 5165 Sher- 
brooke St. W. ontreal, Que. 
DE 8411 and P.O. Box Station K, 
876 Eglinton E., Toronto, Ont. HU 
8-5831. 
Brooks Rotameter Co. (Ont. & 
ast) 
Hasting Raydist Inc. (Ont. & 
East) 
Robertshaw-Fulton Controls Co., 
Instrument Div. (Ont. & East) 


Cc. C. Meredith & Co. Ltd., 80 
Thomas St., Streetsville, Ont. TA 
6-1141 and Toronto AT 9-4491. 
Reps.: Chas. L. Thompson Ltd., 
3093 Woodbine Dr., N. Vancouver, 
B.C. YU 8-2597 and 87 King St., 
Winnipeg 2, Man. WH. 3-8237. 
Chicago Telephone Supply Corp. 
Pelapon Engines Ltd. 
Ron Merritt Co., Room G.7, Ma- 
rine Bldg., 355 Burrard St., Van- 
couver 1, B.C. MU 1-3367. 
Acousti-Craft 
American Geloso (West) 
Celestial Tapes (West) 
Electronic Importers, Inc. 
Electronic Instruments, Inc 
(West) 
Electro-Sonic Labs., Inc. 
Entron, Inc. 
Kraeuter & Co. 
Mosley Electronics, Inc 
Plastoid Corp 
Quick Mount Mfg. Co., Inc 
Reeves Soundcraft Corp. (West) 
Seco Mfg. Co. 
Sherwood Electronic Labs., Inc. 
Standard Coil Prods. (West) 
Stephens Trusonic, Inc. 
Thordarson Meissner (West) 
Tru-Ohm Prods. (West) 
Metal & Wood Fastening Devices 
Co., 60 Lakeshore Rd., Valois, 
Montreal 33, Que. OX 5-4582. 
Groov-Pin Corp. 
South Chester Corp., Southco 
Div. (East) 
Mica Co. of Canada, 
Hull, Que. PR 7-4361. 
Varflex Corp. 
Micarta Fabricators Ltd., 
St., Toronto, Ont. 


Inc. (West) 
. (West) 


Lois St., 


18 To- 
EM 8- 


“Sprague International Ltd. 
Microwave Systems, 42 Crockford 
Bivd., Scarborough, Ont. PL 5- 
0763. 

Cascade 

Monogram 

Inc. 

Communications Div., 

* Frequency Labs., Inc 

Technicraft Labs., Inc. 


Roger M. Minthorne Co., 0673 S.W. 
Taylors Ferry Rd., Portland 19, 
Oregon. CH 6-4556. 
Akro-Mils, Inc. 
ae 7 Wire & Cable Co. 
( 


Research, Div. of 
Precision Industries, 


Radio 


) 
Continental Carbon, Inc. (B.C.) 
Eby Sales Co. (B.C.) 

Vokar Corp. (B.C.) 

Waldom Electronics (B.C.) 


(Continued on page 140) 
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wbrodcing, the JACKSON 
PREM: 6- RAK VARIABLE 


CONSOLE CABINETS CONDENSERS 


the ultimate in 


MODULAR CONSOLE SYSTEMS 




















C804 


NOW AVAILABLE TO SUIT YOUR INDIVIDUAL REQUIREMENTS BRASS VANES 
SILVER PLATED 


STANDARD, FLEXIBLE UNITS WITH CUSTOM FEATURES 
DESIGNED FOR FUNCTION AND BEAUTY a 


DESIGNED FOR UNLIMITED VARIETY OF ARRANGEMENTS STAINLESS STEEL 


FINISHED IN ATTRACTIVE TWO-TONE GRAY AND BROWN SHAFT 
HAMMERTONE 


The C804 is just one of our 30 dif- 
ferent types of quality condensers 
and ceramic stand-offs carried in 
stock in Canada for immediate de- 
livery to jobbers and manufacturers 
at competitive prices. 


Manufactured in England 
by Jackson Bros. (London) Lid. 
and represented in Canada 


by 


R. MACK & CO. LTD. 
7966 Granville Street 
Vancouver 14, B.C. 





For further information mark No. 76 


Standard 
Signal Generator... 


i] 


These 
individual 
components are 


\ 
J 


designed to be Price - $640.00 
assembled into oe | 

an unlimited NY 
SLOPING CONSOLE 
WORK TOP CABINET 


=i 1 INX ED 


i> 


CQ © 
| 
) 


u 


variety of 
functional PEDESTAL FRAME 


eeeeeeeeeooeeeee 


communications .. « 


Frequency ranges 25-54, 140-175, 400-470, 
890-960 Mc. 


Fine tuning control shifts carrier +8 Ke. 


* 
Seeeeeeeeeeeeeseeeeeeeeeeeeeeeeeeee 


and beautiful eecccececeseeeees 


arrangements. 


SEND FOR 
CATALOG 


Peok deviation to +16 Ke. read directly 
on meter. 


Residual FM less than 100 cycles at 460 Me. 


Cutost 0.1 to 100,000 microvolts accurate 
10% across 50 ohm termination. 


SLIDING DRAWER TURRET WRITING SHELF 


SSSSSSSSSSSSSSEESSSSEESSEOCESESEE 


lusive Canadian Representative 


SSSSSSSSHSESSSSSESSSESESSESESSESESSESESEEEEEEEOOOE 


Excellent stability. 


MUSIMART OF CANADA LIMITED Modulation by 1000 cycle internal or by 


\\ 901 BLEURY STREET, MONTREAL - UNIVERSITY 1-2856 externol source. 


PREMIER METAL PRODUCTS CO. 
337 MANIDA ST., NEW YORK 59, N. Y. MEASUREMENTS 


WESTERN SALES OFFICE: 1485 Bayshore Blvd eg are 6 Cal A McGraw-Edisen Division 
EXPORT DEPARTMENT: EMEC, 127 Groce Street, Plainview, N. Y BOONTON, NEW JERSEY 





WRITE FOR 
BULLETIN 


For further information mark No. 77 


For further information mark No. 75 on our Readers’ Service Card 
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ANNOUNCING 


the appointment of 


ALPHA ARACON 


RADIO COMPANY LIMITED 
as a 


HEATHKIT 


DEALER 
ALPHA ARACON RADIO CO. LTD. 


555 WILSON AVE., DOWNSVIEW, ONT. 
ST. 8-6181 
AND 
29 ADELAIDE ST. W., TORONTO 
EM. 6-1591 


CABINETS 
CONSOLES 
TELESCOPIC SLIDES 


‘THE WIDNEY-DORLEC | 
CABINET SYSTEM 








Hallam Sleigh & Cheston 
Ltd. 


Widney Works 
Bagot Street, Birmingham 4, England 





For further information mark No. 78 on our Readers’ Service Card 


For further information mark No. 79 on our Readers’ Service Cara 





ELECTRICAL MEASURING 
INSTRUMENTS of PRECISION 


Basten. | 





i 





The world-famous Gossen rugged- 
ized high accuracy meter in panel, 
switchboard and portable models. 
STOCKED AND SERVICED IN CANADA 
Write for illustrated price list 


CANADIAN RESEARCH INSTITUTE 


46 ST. GEORGE ST. * TORONTO 5, CANADA 








UNFALTERING D.C. POWER 


Pylon static converters. Model CX-48, connected 
as main and automatic standby generators, pro- . 
vide a dependable source of 24V and 130V 
battery power at locations equipped with 48V 
battery. 


Write for information on Pylon static converters 
and 60 c/s inverters for communications service. 


yi 
"ae 
PYLON ELECTRONIC DEVELOPMENT company, Itd. 


ms Systems and Equipment 


161 CLEMENT ST., LASALLE, MONTREAL 32, QUE. 





For further information mark No. 80 on our Readers’ Service Card 
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‘Let Technicraft Be Your Guide’”’ 


f. 


VERTEBRA FLEXIBLE WAVEGUIDE CUSTOM BUILT WAVEGUIDE ASSEMBLIES 


Unpressurizable jacketted type shown. Also available pressur- Complete microwave packages, in brass or aluminum. Dip- 
izable with flexible armor. brazed assembly, or precision castings. 


—~ &T 


INTERLOCKED AND SEAMLESS FLEXGUIDE COMBINATION RIGID — FLEXIBLE WAVEGUIDE ASSEMBLIES 


+ 


interlocked type is bendable and twistable, can be any length. interlocked or seamless flexible, bled to comp or 
Seamless corrugated is r.f. leak free. rigid guide. All guide sizes. 





A COMPLETE line of rigid and flexible guide and assemblies, fittings, 
couplers, mixers, duplexers, hybrids, attenuators, loads, crystal 
holders, etc. 


Every length of guide, and assembly, is given a complete electrical test 
before — Technicraft guarantees your satisfaction! 


For Further Information Contact 


Canadian Representatives: 
IECHNICRAFI|AE ene Microwave Systems 


42 Crockford Blvud., Scarborough, Ont. 
THOMASTON, mn INCORPORATED Tel. Toronto PL 5-0763 


For further information mark No. 82 on our Readers’ Service Card 


HERMETIC SEALS 





A complete and diversified line 





Crystal Transistor Condenser Multi-Terminal Individual Special 
Holders Holders Seats Headers and Plugs Terminals’ Applications 


Made in Canada 
GLASS-TO-METAL by VACUUM-TITE 
Canada’s only manufacturer of hermetic seals PRESSURE-TITE 


QUALITY HERMETICS, LTD. 


45 Hollinger Road Toronto 16, Ont. ¢ PL. 7-2869 
Associates: Hermetic Seal Corp., Newark, N.J. « Hermetic Pacific Corp., Pasadena, Calif. 











For further information mark No. 83 on our Readers’ Service Card 


CANADIAN ELECTRONICS ENGINEERING JUNE 1959 





Canadian Representatives 


Moore Bros. Machinery Co. Ltd., 
953 St. James St. W., Montreal, 
Que. 
H. P. Preis Engraving Machine 
Co. (East Ont. & Que.) 
Kwikheat Mfg. Co. 


Muirhead Instruments Ltd., 677 
poe St., Stratford, Ont. 3717 & 


1 
aT Muirhead & Co. Ltd. 


Multitone of Canada Ltd., 24 Mer- 
St., Toronto 7, Ont. HU. 1- 
0731. 
Multitone Electric Co. Ltd. 


Mumford Mediand Ltd., Albert St. 
and Sth Ave., Regina, Sask. JO 9- 
9650; 402-Ist Ave. N., Saskatoon, 
Sask.; 576 Wall St., Winnipeg, 
Man. SU 3-7187. 

Electro-Vox Intercom, Inc. 


Peter Munk Associates Ltd., 118 
— Rd., Weston, Ont. CH 6- 


21 
Duode Ltd. 


Musimart of Canada, 901 Bleury 
St., Montreal, Que. UN 1-2856. 
Birmingham _— Reproducers 
Comar Mfg. 
Fred Goat Co. “Ltd. 
Goldring Mfg. Co. 
Permanoid Wire Corp. 
Premier Metal Prods. Co. 


N 


National Sales Co., 72 Princess 
St., Winnipeg, Man. WH 3-8707. 
and 10611 - 102nd Ave., Edmonton, 
Alta. GA 4-2025. 

Electronic Enterprises Ltd. 
National Sound Services  Ltd., 
1785 Bois Franc Rd., Montreal 9, 
Que. RI 7-6515. 

Audio Equipment Co., Inc. 

R. W. Neill Co., Inc. 
Navigation Equipment 
3716 West 15th Ave., 


B.C. 

S. G. Brown Ltd. (West) 

H. A. Ness & Co., 48 Lavinia Ave.., 
Toronto 3, Ont. RO 2-2892. 

C.E.M. ‘Co. 

Industrial Retaining Ring Co. 
R. H. Nichols Ltd., 4544 Dufferin 
St., .O. 500, Downsview, 

and Box 113, 
Ont. CE 6-5767; 624 Van- 
Block, 736 Grenville St., 
B.C. MU 3-0019. 


Services, 
Vancouver, 


Ottawa, 
couver 
Vancouver, 

Avo Ltd. 

Cambridge Instrument Co. Ltd. 

Control 

Electric Regulator Corp. 

Evershed & Vignoles Ltd. 

Record Electrical Co. Ltd. 

Ernest Turner Electric Instru- 

ments Ltd. 

Westinghouse Brake & Signal 

Co. Ltd. 
Nortel Engrg. Service Co., 353 St. 
Nicholas St., Montreal 1, Que. 

Penta Labs., Inc. 

Northern Columbia Process Equip- 
ment Ltd., 1234 Marine Dr., N. 
Vancouver, B.C. 

Thermo Electric (Canada) Ltd. 
Northern Electric Co. Ltd., 1600 
Dorchester St. W., Montreal, Que. 
WE 7-6071. Branches in principal 
cities across Canada. 

H. Brady Co. 

Continental Electronics Mfg. Co. 

General Precision Lab., Inc. 

Lynch Carrier Systems, Inc. 

ey ah Electronics, Div. of 


Teletype Corp. 
Northern Industrial 
41 Crockford Blvd., 
Ont. PL 9-1179. 

Westline Prods. Div., 

Lithograph Co. 
Northern Radio Mfg. Co. Ltd., 
1950 Bank St., Ottawa, Ont. RE 
3-4440. 


McLean Engrg. Labs. 
Northern Radio Co., Inc. 


Northwestern Agencies, Inc., 4130 
First Ave. S., Seattle 4, Wash., 
MA 4-8882. 
Carter Motor Co. (B.C.) 
Cornell-Dubilier Elec. 
(B.C.) 
United Transformer Corp. (B.C.) 
Weller Electric Co. (B.C.) 


Prods. Ltd., 
Toronto 13, 


Western 


Corp. 
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Oki & Willadsen Ltd., 47 Crock- 
ford Blvd., Toronto 16, Ont. PL 
7-4195. 
Alcon Metal Prods., Inc. 
Weckesser Co. 


P 


Pacific Communications Services 
Ltd., 1181 Marine Dr., N. Van- 
couver, B.C. YU 7-3914. 

Canadian Motorola Electronics 


Electronic Associates Ltd. 
Ericsson Telephone Sales of 
Canada Ltd. 
Thompson Products Ltd. 
Pacific Controls Ltd., 1042 Davie 
St., Vancouver, B.C. and 618 
Queens Ave., Victoria, B.C. 
Electronics Corp. of America 
(Canada) Ltd. 


Pacific Electronics Ltd., 1641 W. 
2nd Ave., Vancouver, B.C. 
Canadian Marconi Co., Electron- 
ic Tube & Components Div. 
Croven Ltd. (B.C.) 


Pacific Monitor, 1138 Poplar Place, 
Seattle 44, Wash. 
Serdex, Inc. (B.C.) 


Paisley Prods. of Canada Ltd., 
36 Upton Rd., Scarborough, Ont. 
PL. 5-2216; 11767 Pelletier Ave., 
Montreal, Que. DA 2-4756; 2285 
St. Patrick St., Montreal, Que. 
WE 5-8595. 

Advanced Vacuum Prods. 

American Molded Prods. 

Canadian Ribbon Tape Ltd. 

The Cleveland Container Co. 

Columbia Tape Mills 

Cosmo Plastics 

Thomas De La Rue & Co. Ltd. 

Dixon Corp. 

East London Mica Works 

Electro Technical Prods. 

Empire Aluminum Ltd. 

Fibre Mfg 

General Ceramics Corp. 

Johns Manville Co. (Ont. & 

West) 

London Chemical 

Molded Fiberglass Sheet Co. 

Murex Ltd. 

Papetries Bolore 

Pennsylvania Fluorocarbon 

Plymouth Rubber 

Resin Industries Div., 

Chemicals 

Schenectady Varnish 

H. D. Symons & Co. Ltd. 

Veb Vulcanfibre 


Paramount Agencies, 31 Western 

Ave., Seattle 1, Wash. AT 4-1840. 

ey: Tool & Mfg. Co. (Alta. 
Cc 


Borden 


& B.C.) 
Quan-Tech Labs. 


L. Parker Agencies, 113 Selby St., 
Montreal 6, Que. WE 3-5549. 
Antrex Corp. 


S. H. Parker Co., 1044 Bathurst 
St., Toronto, Ont. LE 4-1802. Rep: 
William Cohen Ltd., 8900 Tanguay 
St., Montreal, Que. DU 8-9201. 
Japan Piezo Electric Co. 
Nagaoka Mfg. Co. 
Sakura Electric Co. Ltd. 
J. S. Parkes & Co. Ltd., 220 St. 
Paul St. W., Montreal, Que. 
American Sealants Co. 


ee Radio Ltd., 730 St. James 
St. W., Montreal, Que. UN 6-6681. 
Distributor of a wide range of 
electronic and allied components 
and equipment. 
A.P.T. Electronics Ltd. 
Robert Allen Ltd. (East) 
Servisol Ltd. 
Spectrol Electronics Corp. 
Wirepots Ltd. 


Peckover’s Ltd., 115 McCormack 
St., Toronto 9, Ont. RO 2-8272 
and 2052 St. Catherine St. ° 
Montreal, Que. WE 3-6717. 
The Beryllium Corp. (Ont. & 
Que.) 


(East) 


Polypenco, Inc. 


Peffer Sound Systems Ltd., 40 
Maurice St., Kitchener, Ont. SH 
3-2628. Distributor of a wide 
range of electronic and allied 
components and equipment. 
Autophone Ltd. (Ont.) 


Petro-Automation Industries Ltd., 
P.O. Box 72, Edmonton, Alta. GL 
5-3673; also Calgary, Alta. CH 4- 
4468 and Regina, Sask. JO 8-3426. 
Automation Prods., Inc. (West) 
Control Panel Corp. 
oore Associates, Inc. (West) 
Skinner Electric, Valve Div. 
(Alta.) 
Pfeiffer Electronic Labs., Box 316, 
Trenton, Ont. EX 2-3498. 
=" Electrical Heater Co. 
d 


td. 

A. F. Bulgin & Co. Ltd. 
Insulators Ltd. 
McMurdo Instruments Ltd. 
Oxley Developments Co. Ltd. 
Painton & Co. Ltd. 
Societe Ohmic 
Vitality Bulbs Ltd. 
Waterbury Pressed Metal Co. 

(Ont.) 


Philco Corp. of Canada Ltd., Don 
Mills Rd., Don Mills, Ont. HI 
4-2541. 
Philco Corp., Gov. & Ind. Div. 
Philco Corp., Lansdale Tube 
Div. 
Philco Corp., Tech. Rep. Div. 
Sarkes Tarzian, Inc. 


Philips Electronics Industries Ltd., 
Industrial & Medical Equipment 
Div., 116 Vanderhoof Ave., To- 
ronto 17, Ont. HU 5-8621. Reps.: 
Van Waters & Rogers Co. Ltd., 
Scientific Supplies Div., 2625 
Skeena St., Vancouver, B.C. HE 3- 
0521; Canadian Electronics Ltd., 
109 St. at 107 Ave., Edmonton, 
Alta. AM 6-3228. 

Analogue Controls, Inc. 

Babcock Relays, Inc. 

Ebert Electronics Corp. 

The A. W. Haydon Co. 

Haydon Switch, Inc. 

Julie Research Labs., Inc. 

Mullard Overseas Ltd. 

Servonics, Inc. 


Controls Ltd., 1lith & 


Ave., P.O. Box 550, 
91451. Reps: 


Pioneer 
Richmond 
Brandon, 
Supreme Power Supplies 
Toronto, Ont.; C. M. Robinson 
Co., Winnipeg, Edmonton, Calgary, 
Vancouver; Brews & Son 
Ltd., Calgary and Edmonton; 
Pioneer Electric (Sask.) Ltd., 
Regina, Sask. 

Electro-Devices, Inc. 


Pitt Distributing Co. 
George St., Toronto 2, 


Ltd., 80 
Ont. EM 


4-8268. Reps: William Cohen Ltd.,’ 


8900 Tanguay St., Montreal, Que.; 
F. G. Prest, 261 Fort St., Winnipeg 
1, Man.; O’Connor Parts & Equip- 
ment Services Ltd., Vancouver 5, 
B.C. 


Electro Prods., Inc. 

Engelhard Industries of Canada 
Ltd. 

Littelfuse, Inc. 

Schauer Mfg. Corp. 


E. W. Piayford Co., 5851 Western 
Ave., P.O. Box E, Montreal, Que. 
HU 9-5383. 
Canadian Chromalox Co. Ltd. 
Natvar Corp. 
United Electric Comes Co. 
(East Ont., Que. N.S.) 


John S. Plewes Co., 52 Humber- 

crest Blvd., Toronto 9, Ont. RO 

9-2051 
Douglas Microwave Co., Inc. 
Mayfair Molded Prods. Corp. 
National Moldite Co. 
Roller-Smith Instruments, Inc. 
Stever-Locke Specialties, Inc. 
Syntron (Canada) Ltd. (East) 
Daniel Woodhead Co. 


Chas. W. Pointon Ltd., 66 Racine 

Rd., Rexdale, Ont. 
Astron Corp. 
Cardwell Condenser Corp. 
Carter Motor Co, (Canada 

except .) 

“, Chapman (Reproducers) 
Ad. 

Dale Prods., Inc. 

Don Bosco Electronics Co 

Duotone Co., Inc. 

G-C Electronics Mfg. Co., Inc 
(East) 

Garrard Engrg. & Mfg. Co. Ltd. 

General Cement Mfg. Co. (East) 

General Industries Co. 

Multicore Solders Ltd. 

Pickering & Co., Inc. 

R-J Audio Prods., Inc. 

Radiart Corp. 
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Radio Receptor Co., Inc. 
John F. Rider Publisher, Inc. 
Rola-Celestion Ltd. 
Thordarson Meissner 

Trimm, Inc. 

Voltron Prods. 

Xcelite, Inc. 


Burt C. Porter Co., 1209 Poplar 
Pl., Seattle 44, Wash. EA 3-8330. 
Aero Research Instrument Co., 

Inc. (B.C.) 
Audio Devices, Inc. (B.C.) 
Dialight Corp. (B.C.) 
Grayhill, Inc. (B.C.) 
Non-Linear Systems (B.C.) 
Phaostron Instrument & Elec- 

tronic Co. (B.C.) 
Transitron Electronic Corp. 

(B.C.) 


Power & Mine Supply Co. Ltd., 

123 Princess St., Winnipeg, Man. 
Etelco Ltd. (Man. & Sask. 
Rauland Borg Corp. 


Powerlite Devices Ltd., 54 Atomic 
Ave., Toronto 18, Ont. CL 9-8201 
233 Dunbar Ave., Montreal 16, 
Que. RE 3-5331; 882 E. Cordova 
St., Vancouver 4, B.C. MU 3-5344. 

Felten & Guilleaume Carlswerk 


The Hewson Co. 


Prairie Agencies, 222 Portage Ave., 
Winnipeg, Man. WH 2-5940. 
Humble Mfg. Co. Ltd. 
Prairie Power & Electronic Sup- 
plies Co., 2810 Dewdney Ave., Re- 
gina, Sask. JO 9-9488. 
Syntron (Canada) Ltd 


Precision Electronic Components 
(1956) Ltd., 50 Wingold Ave., To- 
ronto 19, Ont. RU 1-6174. 

Reon Resistor Corp. 


Prince & Roberts, 61 Charles St. 
W., Toronto, Ont. WA 1-5871. 
Auth Electric Co., Inc. 
~ Sanders (Electronics) 


J. B. Pritchard, 11 Franklin Ave., 
Willowdale, Ont. BA 1-9311-2. 
Du Pont Co. of Canada (1956) 


td. 
Keleket X-Ray Corp. (Ont.) 
Machlett Labs. Inc. (Ont.) 
Nuclear Measureme: ts Corp. 
Standard X-Ray Co. (Ont.) 


Process Instrument Systems Ltd., 
1918 Avenue Rd., Toronto 12, Ont. 
RU 17-4218. 

United Electric Controls Co. 


Q 


Quality Hermetics Ltd., 45 Hol- 
linger Rd., Toronto 16, Ont. PL 
7-2869. 

Hermetic Seal Corp. 
W. E. Quinlan, 8 Waringstown Dr., 
Scarborough, Ont. HI 4-4835. 

Canadian Astatic Ltd. (OEM) 
James P. Quinn, 3131 Western 
Ave., ay attle, Wash. 4-1840. (Alta. 
& BC 

Malco Mfg. Co. 


R 


RCA Victor Co. Ltd., 1001 Lenoir 
St., Montreal 30, Que. WE 3-7551. 
Radio Corp. of America 
Radio Specialty Mfg. Co. 


R-O-R Associates Ltd., 1470 Don 
Mills Rd., Don Mills, Ont. HI 
4-4429 and 3333 Cavendish Rd., 
Montreal N.D.G., Que. HU 1-0700. 
Ballantine Labs., Inc. 
Beckman Instruments, Inc., 
Berkeley Div. (East) 
Bomac Labs., Inc. 
A/S Bruel & Kjaer 
Helipot Div., Beckman 
ments, Inc. 
Hughes Aircraft Co. 
International Electronic Re- 
search Corp. 
George Kelk Ltd. 
F. L. Moseley Co. (East) 
Precision Instrument Co. 
Sanborn Co. (East) 
Technical Products Co. 
Wandel & Goltermann 


Instru- 


(Continued on page 144) 
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It’s not easy these days to find 

a relay as ideally suited to fast, 
one-way, non-stop journeys as 
Morton P. Rodentia is. Morton’s 
now-famous travels have proved 
conclusively that he can stand 30g 
vibration to 5000 cycles while 
functioning, and shocks as high as 
100 g do not even disturb his derby. 
The triumphant expression springs 
from his latest discovery —the Sigma 
Series 33 relay with vibration and 
shock ratings as good as his own, and a sensitivity of 200 mw to boot. 
As a matter of fact, this is the only switch with these specs 

Morton could find that also would fit into his 0.8"x 0.4x 0.9" attache 
case. When last heard from, Dr. Rodentia (hon. Ph. D., Solid State U.) 
was dickering over delivery schedules with the supplier. 


available 
astronauts 


(30g TO S000 CYCLES—200 mw 
—TO SCALE) 





With its prime customer 
taken care of, Sigmaisnow 
ready to do business with 
anyone interested in these 
Series 33 relays. Similar in 
appearance to the perhaps 
better-known Series 32 
magnetic latching relay, 
the "33” is a non-latching 
DPDT relay. Switching is 
accomplished by a signal 
of the correct polarity and 
magnitude(SigmaFormY). 
Specs of major interest 
are as follows and are 
further discussed in a pre- 
liminary bulletin available 
on request. 


SERIES 33 RELAY 


VIBRATION 30g to 5000 cps with no contact 
opening (energized or de-energized) 


SHOCK, CONSTANT ACCEL. 100g does not cause damage or 
open contacts (energized or de- 
energized) 


SENSITIVITY Operate 200 mw, release 2 mw. 


CONTACT RATING 2 amperes at 28 VDC/120VAC, re- 
sistive load, for 100,000 operations 
min. at 125°C max. 


SPEED Operate time 2 to 20 ms, depending 
on overdrive; 
Release time 2.5 ms, max. 


OPERATING TEMP. RANGE —65°C. to +125°C. 
CONNECTIONS Plug-in, hook terminals or 3" leads 
MOUNTING Flange or stud 
ENCLOSURE Hermetically sealed 











uD ee ad , < 
Series 33 ‘hie { *] { i¥ 
Actual Size “2 ~\ i fy / \ 


JIN V E/-\ 
SIGMA INSTRUMENTS, INC. 
34 Pearl St., So. Braintree 85, Mass. 


AN AFFILIATE OF THE FIGHER-PIERCE CO. (ence 1998) 


For further information mark No. 84 on our Readers’ Service Card 
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COMPANY, MARENGO, ILLINOIS 


Phone: Empire 2-3741 (Toronto Exchange) 


ARNOLD 


MAGNETIC MATERIALS 


The most complete line 
in the industry 


AL 


ae 
ta wo”, 


TAPE WOUND CORES 
of high-permeability materials 


SILECTRON C, E & O CORES 


MO-PERMALLOY POWDER 
CORES 


IRON POWDER CORES 
BOBBIN CORES 
SENDUST CORES 


ALNICO MAGNETS, 
CAST or SINTERED 


SPECIAL MAGNETIC 
MATERIALS 


THE ARNOLD ENGINEERING 


SPECIALISTS IN MAGNETIC MATERIALS 
x* 
Canadian Representative: 


BAYLY ENGINEERING LIMITED 


First Street, Ajax, Ontario 








The 
are 


For further information mark No. 85 
SIEMENS 
EDISON 
SWAN 


_DISWAN 


VENTILATED 

‘HEAT ABSORBING 

* TUBE SHIELDS. 
BRASS WITH BLACK 
MATTE FINISH. FITS 
MOST TUBE SOCKETS. 


following quality components 
available for immediate delivery 


from Canadian stocks at competi- 


tive 
o 


prices. 


Nylon tube sockets 
Fluon (like Teflon) tube sockets 
Tube sockets with beryllium cop- 
per 
Many types of tube shields 
Improved phono plugs and jacks 
Crystal sockets 
Heat dissipating sockets and 
shields 
Solderless CLIX plugs 
Solderless CLIX lugs 

Manufactured in England b) 


Siemens Edison Swan Lid, 
and represented in Canada 6) 


R. MACK & CO. LTD. 
7966 Granville Street 
Vancouver 14, B.C. 

For further information mark No. 86 
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_ J ARROW-HART 


of Electronic Switch Controls (No. Z-10) 


for electronic, radio, appliance, 
motor and military applications. 


SEND FOR YOUR FREE COPY NOW! 





ARROW-HART & HEGEMAN (cANADA) LIMITED 


Industry Street, Toronto 15, Ontario. Phone RO. 2-1101 
7365 Mountain Sights, Montreal, Quebec. 

Representatives: Cochrane Stephenson (Western) Ltd., Winnipeg, Caigary, 
Edmonton, Vancouver « George C. Robinson, Saint John, N.B. 


QUALITY MOTOR CONTROLS * WIRING DEVICES © APPLIANCE ee 
9 
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OHMITE 


THE QUALITY LINE OF INDUSTRY-PREFERRED 
COMPONENTS 


Riteohm® 
Metal Film Resistors 


A New Kind of Precision Resistor 
Features wattage ratings at 125°C 
and 150°C ambient; excellent high 
frequency characteristics; low tem- 
perature coefficient of resistance. 
Long-term load and shelf stability. 
Styles to meet MIL-R-10509C and 
MIL-R-19074B (Ships). Write for 
Bulletin 155. 

OHMITE Manufacturing Co. 


3623 Howard Street 
Skokie, Illinois 


RELAYS TAP SWITCHES 
TANTALUM CAPACITORS 
DIODES 


RESISTORS 
RHEOSTATS 
R.F CHOKES VARIABLE TRANSFORMERS 


C. M. Robinson & Co. 
1550 Erin Street, Winnipeg 3, Man. 


A. C. Simmonds & Sons Ltd. 
100 Morton Street, Toronto 12, Ont. 


For further information mark No. 89 on our Readers’ Service Card 


142 





SOUND PERFORMANCE by 


FOR ALL APPLICATIONS 
LOW COST, HIGH QUALITY 


CHALLENGER spells economy plus exceptional 
performance in a range of amplifiers from 10 to 
75 watts including mobile models. Versatility of 
controls and negative feedback circuitry, provide 
better response, lower distortion and superb regula- 
tion. 

CHALLENGER model CHA20 gives 20 watts of 
power and has outstanding styling. Individual con- 
trols for base, treble, microphone and phono. I mic 
and 1 phono imputs. Good frequency response. 
Also available with phono top with 3-speed motor 
and turnover cartridge at extra cost. For mobile 
use there is the 6 watt or 12 watt and the 20 watt 
Universal Mobile amplifier for operation on 110 
watt AC. 6 or 12 volt DC. Write for information 
on the models you are interested in. 


FREE! Challenger Complete Catalogue on Request 


wholesale distributors 


CANADIAN ELECTRICAL SUPPLY 


MONTREAL: 275 Craig St. W., Tel: UN 1-2411 
MONTREAL: 1534 Jarry St. E., Tel: RA 9-5251 
QUEBEC: 128 Rue St. Vallier W., Tel.: LA 4-3518 
OTTAWA: 838 Somerset St. W., Tel: CE 2-2696 
TORONTO: 877 Yonge St., Tel: WA 1-5111 
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PLASTIC MOLDED KNOBS 


FOR INSTRUMENTS, CONTROL PANELS, ETC. 
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From Stock Molds © No Tool Charge « Fast Delivery 


colors available from 
fast delivery. Markings 
Save time, save money, 
Send for free catalog. 


shapes, sizes and 
Rogan's stock molds. No tool charge, 
can be branded to your specifications. 
use Rogan's stock molded plastic knobs. 


ROGAN BROTHERS 


8021 N. Monticello Ave., Skokie, Illinois 


Huge selection of 


‘ 
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GIVES YOU... 


@ Automatic cutout protection 

@ 20,000 ohms per volt movement 

@ 4 ac current ranges to 10 amps. 

@ 7 dc current ranges to 10 amps. 

@ 14 ac-de voltage ranges to 2500 v. 

@3 resistance ranges zero to 20 
megohms 

@ 4 easy-to-read scales 

@ polarity reversing button 

@ anti-parallax mirror 


® external accessories for increased 
ranges. 


ACCURATE + PORTABLE + LIGHTWEIGHT 


4544 DUFFERIN STREET, TORONTO 
TORONTO MAIL: OTTAWA VANCOUVER 
P.O. Box 500 P.O. Box 113 624 Vancouver Block 
DOWNSVIEW, Ontario 736 Granville Street 
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Completely 
Assembled 
ELECTRONIC PACKAGES 


PRODUCED TO CUSTOMER SPECIFICATION 


% PRINTED WIRING BOARDS % COMPLETELY ASSEMBLED UNITS 


e single or double sided e dip or hand soldered 


e solder or precious metal 
finish 

e plated-through holes or 
eyeletted 


® moisture proofing to mil- 
itary specifications 


completely tested 


United-Carr produces reliable Printed Wiring Boards 
and Complete Assemblies for commercial and military 
applications. Assembled units such as the 400 evcle 


amplifier above are produced to customer specification. 


These newer services are a development ol many 
years’ experience in the manufacture of tube sockets, 
connectors, terminal strips, dial light sockets, wired 


assemblies and specialty electronic components. 


)) UNITED-CARR 


FOR DETAILED INFORMATION CONTACT OUR TECHNICAL REPRESENTATIVE 


UNITED-CARR FASTENER COMPANY OF CANADA LIMITED 
231 Gage Avenue North, Hamilton, Ontario 


Sales Offices: Hamilton, Toronto, Montreal 
For further information mark No. 92 on our Readers’ Service Card 
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Canadian Representatives 


Radelin Ltd., 106 Lakeshore Rd. E., 
Port Credit, Ont. CR 8-5301. 
United States Radium Corp. 


Radio Communications Equipment 
& Engrg. Ltd., 850 Fifth Ave., 
Oa Montreal 32, Que. ME 
Airmec Ltd. 

British Communication Corp. 
Hasler, S. A. 


Radio Components Ltd., 50 Win- 
gold Ave., Toronto 19, Ont. OX 
9-7747. 

Oak Mfg. Co. 


Radio Condenser Co. Ltd., 6 Ber- 
mondsey Rd., Toronto, Ont. PL 
5-2235. 

Price Electric Corp. 


Radio Trade Supply Ltd., 595 
Yonge St., Toronto, Ont. WA 
1-1143 and 120 Queenston St., St. 
Catherines, Ont MU 2-9297. Dis- 
tributor of a wide range of elec- 
tronic and allied components and 
equipment including Knight Kits; 
Ward Leonard resistors, rheostats 
and relays; Sprague capacitors; 
Rogers tubes; Videotron rebuilt 
picture tubes. 


Radio Valve Co. Ltd., 189 Dufferin 

St., Toronto 3, Ont. LE 4-6311. 
Cascade Research, Div. of Mono- 
gram Precision Ind., Inc. (Tube 
prods. except BWO). 


Radionics Ltd., 8230 Mayrand St., 
Montreal 9, Que. RE 3-3937. 
Adage, Inc. (East) 
Airborne Instruments Lab., Inc 
Atomic Accessories, Inc. 
Baird-Atomic, Inc. (East) 
Designers for Industry, Inc. 
Di/An Controls, Inc. 
FXR, Inc. 
Huggins Labs. Inc. 
Julie Research Labs., Inc. 
Menlo Park Engrg. 
NJE Corp 
New England Nuclear Corp. 
Radiation, Inc. 
Solid State Electronics Co. 
Southwestern Industrial 
tronics Co. 
Veeco Vacuum Corp. 
Victoreen Instrument Co. (East) 
Westronics, Inc. (East) 


Radiovision Sales Ltd., 325 Tenth 

Ave. W., Calgary, Alta. AM 2-3294. 
Airtron Canada Ltd. 
Amphenol Canada Ltd. 
McCurdy Radio Industries 
Renfrew Electric Co. Ltd. 


Elec- 


Ltd 


Railway & Power Engrg. Co 
Ltd., 3745 St. James St. wv. 
Montreal 30, Que. WE 3-6741; 197 
Eastern Ave., Toronto, Ont. EM 
2-4771; and principal cities across 
Canada 

Adel Precision Prods. 

Anti-Corrosive Metal Prods. 
Canadian Controllers Ltd. 

Dzus Fasteners Co., Inc. 

Humphrey, Inc. 

Lear, Inc. 

Lord Mfg. Co. 

Olympic Screw & Rivet Corp. 

Reading Batteries, Div. of Elec- 

tric Auto-Lite Co. 

Rigidized Metals Corp. 
Shur-Lake Corp. 

Waveguide, Inc. 

West Coast Electrical Mfg. Corp. 
Winchester Electronics, Inc. 


Redifon Canada, 6301 Park Ave., 
Montreal 8, Que..CR 1-6163. 
Redifon (England) Ltd. 


Renfrew Electric Co. Ltd., 349 
Carlaw Ave., Toronto 8, Ont. HO 
1-3511; 5890 Monkland Ave., Mont- 
real, Que. HU 8-0806; 492 Somerset 
St. W., Ottawa, Ont. C E 6-9703. 
Reps: Radiovision Sales Ltd., 325 
Tenth Ave. W., Calgary, Alta. AM 
2-3294. 

Gordos Corp. 

Scaico Controls, Inc. 

Teleradio Corp. 

Virginia Electronics Co., Inc. 
Renfrew Electric Co. Ltd., Jensen 
Speakers Div., 349 Carlaw Ave., 
Toronto 8, Ont. HO 1-3511. See 
above for branches and reps. 

Jensen Mfg. Co. 


P. L. Robertson Mfg. Co., Milton, 
Ont. TR 8-2318 and 100 River St., 
Montreal, Que. PO 8-6604. 

The Palnut Co. 
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C. M. Robinson Co., 1550 Erin 
St., Winnipeg 3, Man. SP 4-1855-6 
325 - 10th Ave. S.W Calgary, 
Alta. AM 6-5482; 10301 - 109 St. 
Edmonton, Alta. 26171; 550 Beatty 
St., Vancouver, B.C. MU 1-9311. 

Bliley Electric Co. 

J-B-T Instruments Inc. 

— Solder Co. of Canada 

td. 

Merit Coil & pee Corp. 

Ohmite Mfg. C 

Rawlplug ang (Canada) Ltd. 

Shure Bros., Inc 

es & Stone Ltd. (Except 


) 

Sprague Int’l. Ltd. 

Triplett Electrical Instrument Co. 
Above all represented in terri- 
tory Lakehead & West, ex- 
cept as noted. 

Charles T. Rodgers, 
Rd., Toronto 12, Ont. 

Popper & Sons, Inc. 

Rogers Electronic Tubes & Com- 
ponents, 11-19 Brentcliffe Rd., Lea- 
side, Toronto 17, Ont. HU 5-8621. 

Amperex Electronic Corp. 


Frank T. Ross & Sons Ltd., 4384 
Ross Cres., Cypress Park, B.C. 
Burton-Rogers Co. 
Hoyt Electrical Instrument 
Works 
A. F. Rothon, 
Town of Mt. 
7-1530. 
Croname 


1134 Avenue 
HU 1-1725. 


360 Sloane Ave., 
Royal, Que. RE 


(Canada) Ltd. 


Rousseau Controls Ltd., 640 De- 
courcelle St., Montreal 30, Que. 
WE 17-3521 and 2149 Yonge St., 
Toronto 7, Ont. HU 3-2776. 
Barber-Colman Co 
Barksdale Valves 
Denison Engrg. Div., 
Brake Shoe Co. 
Fenwal Electronics, Inc. 
Seely Instrument Co., Inc 


Rutherford Agencies, P.O. Box 
3, St. Laurent, Montreal 9, 
>. RI 7-5073. Rep: White Radio 
. 41 West Ave. N., P.O. Box 

463, Hamilton, Ont. JA 2-1716. 
Argos Prods. Co., Inc. 
Cornell-Dubilier Elec. Corp. 
Darling Technical Labs. 

White Radio Ltd. (East) 


American 


S 


S & T Sales Ltd., 120 E. Cordova 
St., Vancouver 4, B.C. MU 4-4131; 
620 Golden Ave., Ottawa, Ont. 
PA 2-9486; 6511 Capilano Cres., 
Edmonton, Alta. HO 6-0945 
Raytheon Mfg. Co. 
Spilsbury & Tindall Ltd. 


Sears Ltd., 253 ver a 
ronto 4, Ont. WA 4-070 
Dr. Ing. Rudolf Hell 
Arthur O. Secord, 54 Baby Point 
Rd., Toronto 9, Ont. RO 2-1078 
Co-Operative Industries, Inc. 


Harold Sharkey, 4252 Braille Ave., 
Montre’l, Que. RE 3-0749. 
Benco Television Associates Ltd 
(East) 


D. T. Shaw, 2340 at sen Rd., 
Montreal 16, Que. 8-7010 
Heinemann Picctrie Co. (East) 
Lapp Insulator Co., Inc. 
Sigma Instruments, "Inc 


. D. B. Sheppard, 2036 Prince 
Charles Rd., Ottawa 3, Ont. PA 
2-7152. 
Eitel-McCullough, Inc. 
Fairchild Controls Corp., Com- 
ponents Div. 
Fairchild Semiconductor Corp 


R. J. Showalter, 1028-39th Ave. 
N.W., Calgary, Alta 
Ward Leonard of Canada 


Sidam Ltd., 16 Racine Rd., 
dale, Ont. CH 6-5921. 
Drello, Ing. Paul Drewell. 


A. C. Simmonds & Sons Ltd., 100 
Merton St., Toronto 7, Ont. HU 
5-9111. 
Collaro Ltd. 
Curtis Development & Mfg. Co. 
Goodmans Industries Ltd. 
Guardian Electric Mfg. Co. 
Holub Industries, Inc. 
Industrial Timer Corp. 
E. F. Johnson Co. 


To- 


Ltd. 
Rex- 


Johnson, Matthey & Mallory 
Ltd. 


P. R. Mallory & Co., Inc. 
a od Battery Co. of Canada 


t 

Ohmite Mfg. Co. 

Howard W. Sams & Co., In 

Shure Bros., Inc. 

Sterling Mfg. Co. 

Weller Mfg. Co. 
Simmonds Aerocessories of Canada 
Ltd., 637 Parkdale Ave. N., Ham- 
ilton, Ont. 

Dage Electric Co., Inc. 
Simmonds Aerocessories Inc. 
The Sloan Co., Room 318, 18 To- 

ronto St., Toronto, Ont. 
Micarta Fabricators Ltd. 
G. G. Simms, Suite 564, 5th Floor, 
orn Bay St., Toronto 2, Ont. EM 
i+ Te Colloids Co. 
Smith-Corona (Canada) Ltd., 30 
Berstrand Ave., Scarborough, Ont. 
PL 9-4181; 27 Carlton St., Toronto, 
Ont. EM 6-7766; 433 Notre Dame 
St. W., Montreal, Que. VI 9-1295. 
Kleinschmidt Labs. 
Don Smith Sales Co., 2204 N. 
45th St., Seattle 3, Wash. EV 3160. 
Int. Electronic Research Corp. 
(B.C.) 


Irving Smith Ltd., 2095 Madison 
Ave., Montreal 28, Que. HU 
4-1153. 

Canadian Cinch Aachedns 
Systems Ltd. 
Crown Industrial Prods. Co 

Ideal Industries Ltd. 

Lovejoy Flexible Coupling Co 

The States Co. (Ont. & Que.) 

Trico Fuse Mfg. Co. 
T. H. Smith Associates, 
St., Montreal, Que. 

H. B. Etlin Co, Ltd. 
W. M. Smith & Co. Ltd., 892 Long 
Dr., Burlington, Ont. NE 4-5333 

Strippit Tool & Machine Co. (S. 

Ont.) 


Smyth Electronic a Ltd., 
380 Craig St. W., Montreal, Que. 
AV 8-6281. 
Acoustical Manufacturing Co. 
Ltd. 


107 Murray 


Advance Components Ltd. 
Electro Sonic Laboratories, Inc. 
Koa Denki 

Luxor Radio A/B. 

Nucleonic Prods. 

Phalo Plastics Corp. 

Reslo Sound Ltd. 

Sony Radio Corp. 

Stability Radio Components Ltd. 
Suflex Ltd. 

Suzuki Denki 

Verdik Sales Ltd. 

Wharfedale Wireless Works Ltd. 
Zeva Elektrizitats A.G. 


P. N. Soden & Co. Ltd., 

Patrick St., Montreal 22, Que. WE 

5-4602 and 41 Advance Rd., To- 

ronto 18, Ont. BE 3-6289. 
General Abrasive Co 
Hooker Chemical Corp 
Richmond Mica Corp 
C. K. Williams & Co. 
Witco Chemicals Co 

Ltd. 


The Sound Studio, 11767 Pelletier, 
Montreal, Que. DA 2-4756 (Que.) 
Capacitors of Canada Ltd 


Willard Spenser Co., 3238 Curry 
Ave., Windsor, Ont. YO 9-1332 
and 20144 Livernois, Detroit 21, 
Mich. UN 3-5189. 
Accurate Threaded Fasteners, 
Inc. (Ont. & Que.) 

American Designed Components, 
Inc. (Ont. & Que.) 
Churchill Chemical Corp 

& ue.) 
Grand Transformers, Inc. (Ont. 


2143 St. 


Canada 


(Ont 


& Que.) 
Haveg Industries, Int. (Ont. & 
ue. 
Industrial Devices, Inc. (Ont. & 


ec. 

Jenny Industries (Ont. & Que.) 

Metallics, Inc. (Ont. & Que.) 

Miller Harris Instrument Co. 

(Ont. & Que.) 

The Walkirt Co. (Ont. & Que.) 
Sperry Gyroscope Co. of Canada 
Ltd., P.O. Box 710, Montreal, 
Que. RI 7-5561; 3 Hamilton Ave., 
Ottawa, Ont. PA 8-4681; 1505 W. 
} ul St., Vancouver 5, B.C. TA 

167. 
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Dobbie McInnis Ltd. 

— McCann Telephone Co., 

nc. 

Kolisman Instrument Corp. 

M. H. Rhodes, Inc. 

A. K. St. James, 51 Hallowell Ave., 
Westmount, Que. WE 5-4067. 

Waterloo Metal Stampings Ltd. 
Standard Electric Time Co. of 
Canada Ltd., 726 St. Felix St., 
Montreal, Que. UN 6-2811 and 
4866 Yonge St., Willowdale, Ont. 
BA 5-8881. Reps: Eric Ackland & 
Associates Ltd., Edmonton & Ca al- 
gary, Alta. & Vancouver, 
Norman L. Haney Agency 
Winnipeg, Man.; The Marlite Co. 
Ltd., Halifax, N.S. 

Standard Electric Time Co. 

R. W. Stark, P.O. Box 185, 32 
Plaunt St., Renfrew, Ont. HE 
2-4358. 

Marsco Mfg. Co. 

McQuay-Norris Mfg. Co. 

Proctor Electric Co. 

Stevens Mfg. Co. (Ont. & Que.) 
Stark Electronic Sales Co., Ajax, 
Ont. 125. Rep: Ben Manis Asso- 
ciates, 5317 Prince of Wales Ave., 
Montreal 29, Que. EL 1475. 

Anton Electronics 

Hickok Electrical Instrument Co. 

New London Instrument Co., 

Inc. 

North Hills Electric Co., Inc 

Peschel Electronics 

Science Electronic 

Shielding, Inc. 

Stark Electronic Instruments 

d. 


Thorens Co. 

Waltham Horological Corp. 
Sybell Sales Co., 276 a St., 
Winnipeg, Man. SU 

Telequipment Mfg. = 

(Prairies) 
Syntron (Canada) 
Stoney Creek, Ont. NO 2-8314. 
Reps: Wilson Equipment Supply 
Co., Box 121, Station “C”, Win- 
nipeg, Man. 424808; Prairie Power 
& Electronic Supplies Co., 2810 
Dewdney Ave., Regina, Sask. JO 
9-9488; Instrument Service Labs. 
Ltd., 29 West Broadway, Vancou- 
ver, B.C. EM 3361; John S. Plewes 
Co., 52 Humbercrest Blvd., To- 
ronto 9, Ont. RO 9-2051 (East). 

Syntron Co. 


Ltd., Box 910, 


T 


TMC (Canada) Ltd., P.O. Box 
1006, Billings Bridge, Ottawa, Ont. 
CE 6-3674. 
Great Northern Telegraph Co. 
The Technical Material Corp. 
Tru-Connector Corp. 
Emille Tasso Agencies, 
brooke St. W Montreal, 
WE 3-8098. 
E. Fisher & Co 
Legpa 
Nash and Thompson Ltd. 
Taylor, Pearson & Carson Ltd., 308 
nh Ave. W., Calgary, Alta. AM 9- 
10215-103rd St., P.O. Box 
Edmonton, Alta.; 1107-2nd 
S., P.O. Box 1149, Lethbridge, 
FA 7-3155; 1006 Richards 
, Vancouver 2, B.C. MU 4-9331. 
Electro-Vox Intercom Inc 
Tecneek Associates, 1405 Bishop 
St., Montreal 25, Que. VI 4-7874. 
Advance Electronics Lab., Inc. 
Barnes Development Co. 
R. & J. Beck Ltd. 
Diamond Antenna & Microwave 
Corp. 
Dyna- asks, Inc. 
Gorrell & Gorrell 
Hanovia Lamps 
Hitachi Ltd. 
Industrial Control Co. 
Megatron Ltd. 
Milman Engrg. Co. 
Moore Associates, Inc. 
Photovolt Corp. 
PIC Design Corp. 
E. H. Sargent & Co. 
H. H. Scott, Inc. 
Trio Labs., ‘Inc 
Whitey’s Tool “e Die Shop 
Tektronix, Inc., 3 Finch aoe. E., 
Willowdale, Ont. BA 5-113 
Tektronix Inc. (Ont. & East) 
Tele-Radio Systems Ltd., 3534 
Dundas St. W., Toronto 9, Ont. 
RO 2-8224. 


(Continued on page 148) 
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COILS 


S$. G. SMALLWOOD LIMITED 


100% CANADIAN FINANCED AND CONTROLLED 


Twelve years business experience in supplying Radio, Television and Electronic 
manufacturers, A modern equipped laboratory and staff with years of engineering 
know-how. 

A full line of Television Coils, Loop Antennas, R. F. Coils, I. F. Coils, Oscillators, 
Solenoids, Flyback Transformers, Special Coils and applications for the Electronic 
Industry in general. 


For your present and future security: 
BUY CANADIAN — BUY QUALITY — BUY SMALLWOOD 


S. G. SMALLWOOD LIMITED 391-397 King Street East, Kitchener 
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NEW 
MOVING? MINIATURE 


LIGHTED 
Push Button Switch 


Please notify us immediately With independent lamp cveut. 


? Normally open, momentary Gra hill 
when moving from your present ~~ y 
5 - contact. NE2B neon lamp circuit Series 


independent of switch for 40-1 





address. : 
maximum flexibility. Rated 


1 amp. 115 V. AC. 

Life expectancy 500,000 operations. 

K, dia. — 1%" behind panel. %-32 threaded 
bushing. Nut and housing anodized 


receive your copy of CANADIAN Genin — susie, Hae eivee, 


ELECTRONICS ENGINEERING 


aN yA T/A 


LA GRANGE, ILLINU:S 


By so doing you will continue to 


Write For Complete Details 


Represented in Canada by Lake Engineering Co. Ltd. 
123 Manville Road, Scarborough, Ont., Canada 
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THE NEW 


Yo" diam., Y2 Watt 
Variable Composition Resistor 


with moulded-in solder lugs 
built to the severest military 


and industrial requirements 


Made entirely in Canada 
PRECISION ELECTRONIC COMPONENTS 
(1956) LTD. 


RU 1-6174 
HU 9-8495 


50 Wingold Ave., Toronto 19, Ont. 
3333 Cavendish Ave., Montreal 
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SPECTROL 


PRECISION 
POTENTIOMETERS 


This new 3-turn precision potentiometer, conceived as a 
general-purpose instrument . . . offers SPECTROL quality 
and reliability at a competitive price. 

Designed for consistent performance under rugged condi- 
tions . . . the “830” has front and rear bearings; clean smooth 
outline; one thousand ounce-inch stops; precise linearity 
and resistance tolerance Economy with a precision 
instrument. 


Series “500”—10 turn model 
” “830”"°—3 turn model 
” “$10”"—10 turn model 
”  “130”"—-single turn model 


AVAILABLE FROM STOCK 


PAYETTE RADIO LIMITED 


730 St. James West, Montreal, Que., UN. 6-6681 
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NEED ANTENNAS? 


COMMERCIAL 
INDUSTRIAL 
AMATEUR 

TV 


also Aluminum Tubing ALL SIZES 


Lindsay Antenna & Speciaity Products Ltd. 


LINDSAY, ONT. 


We supply 

















efficient, dependable, low cost a-c to d-c conversion 


SYNTRON provides engineers with the advantages of either silicon 
or selenium semi-conductor materials. 

Selenium High Voltage Cartridge Rectifiers with direct current ratings 
up to 10 ma and 13,200 volts. Hermetically sealed and phenolic 
tube type. 

Rectifiers—high efficiency, low forward 
Plate sizes 


Selenium Industrial Power 
drop, high reverse voltages—wvupward to 52 volts R.M.S. 
range from | inch square to 12” x 16”. 

for intermediate power level applications. 
Exceptional thermal efficiency— 
Stud mounted units 


Silicon Power Rectifiers 
Diodes are all-welded construction. 
less than 2° C per ampere of forward current. 
with rigid positive leads. 

The illustration suggests SYNTRON's complete line of rectifiers avail- 
able, write for literature and specifications. 


SYNTRON (CANADA) LIMITED 


14-16 Main Street Stoney Creek, Ont. 
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Get Your FREE 
ELECTROLUBE SAMPLE 


The New, Highly Efficient Lubricant for all Electrical Contacts 


@ It is a highly efficient lubricant with water repellant 
properties. 
It has the lowest electrical 
non-aqueous lubricant. 
It has the property of CLEANING and PROTECTING many 
metals from corrosion. 
It is chemically inert to most plastics. 
It quenches arcing. 


JOHN R. TILTON LIMITED 


51 McCormack Ave., Toronto 9, Ontario 
5004 Dornal Ave., Montreal, Que. 


resistance of any known 
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Now! FAST, ACCURATE 


CABLE STRAPPING 


PVC OR NYLON 
CABLE 
STRAPPING 


NO MORE TYING 


SEND FOR 
FREE SAMPLES AND CATALOGUES 





WHEN WRITING TO 
ADVERTISERS 
TELL THEM 
YOU SAW IT IN 


CANADIAN 
ELECTRONICS 
ENGINEERING 








IF YOU USE PRINTED CIRCUITS 


—LET US HELP YOU WITH YOUR PROBLEMS! 


® DESIGN AND DEVELOPMENT. 

@ LONG AND SHORT PRODUCTION RUNS. 

® RELIABILITY IN “THROUGH-HOLE" PLATING. 

@ SOLDER PLATE AND OTHER FINISHES. 

@ PROTOTYPES PRODUCED WITHIN HOURS 
IF URGENTLY REQUIRED. 

@ DIP SOLDERED ASSEMBLIES. 


WE ALSO MAKE PRESSURE SENSITIVE LABELS 
AND OTHER TYPES OF NAMEPLATES. 


ALLIED CIRCUIT TECHNIQUES rp. 


1 ROBINSON ST., OAKVILLE, ONT. . TEL. VI-9411 
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| CABLE MARKING 


MARKS 

BINDS 

COLOR CODES 
INSULATES 


HELLERMANN CANADA wo. 


44 DANFORTH RD. TORONTO 71-1131 


© tun 
mark any wire — 


faster, at lower cost! 


BRADY PERMA-CODE WIRE MARKERS 


Self-sticking — go on fast to any type wire. Tell 


7, 





which wire goes where. Cost less than Y%¢ per 
lead. All-vinyl, polyester film, glass cloth, alumi- 
num foil, vinyl-cloth. Color coded to meet NEMA 


specifications. 
Write for free working samples — and Bulletin 130. 


win, DGILIOG co. 


Manufacturers of Quality Self-Sticking Industrial Products. 
Dept. WM-3 
1893 Davenport Road e¢ West Toronto, Ont. 


For further information mark No, 102 on our Readers’ Service Card 
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Canadian Representatives 


Airtronics International Corp. 

Budelman Electronics Corp 

Communications Prods Co., Inc. 

Allen B. Du Mont Labs., Inc. 
(Ont. & East) 

Electronic Research & Develop- 

ment Co. Ltd. (Ont. & East) 

Hallamore Electronics Co. 

Industrial Radio Corp. 

Kaar Engrg. Corp. (Ont. & 

East) 

Ling Systems, Inc. 

Maury & Associates, Inc. 

Moore Associates, Inc. 

Morrow Radio Mfg. Co. 

Murphy Radio Ltd. 

Northern Radio Co. 

Radio Specialists Co. 

Railway Communications, Inc. 

Secode Corp. 

Universal Controls Corp. 
Telecom Ltd., 163%2 Church St., 
Toronto 2, Ont. EM 4-9794 and 
9007, and 1222 University St., 
Montreal 2, Que. UN 1-2121. Reps: 
Canadian Communication Systems, 
Barry Blidg., 223 - 10th St. N.W., 
Calgary, Alta. AT 3-2548; Ed- 
wards Sudbury Ltd., 69 Elm St. 
W., Sudbury, Ont. OS 3-9521; 
Hart Electronics Ltd., 132 Osborne 
St., Winnipeg 13, Man. GL 3-7033. 

Autophone Ltd. (Canada except 

Alta. and B.C.) 

Transelectric Mfg. Co. 

Telegraph Condenser Co. (Canada) 
Ltd., 50 Bertal Rd., Toronto 15, 
Ont. RO 6-6123. 

Telegraph Condenser Co. Ltd. 
Telephone Mfg. Co. Ltd., 26 
Duncan St., Toronto 2B, Ont. EM 
6-5314. 

Telephone Mfg. Co. Ltd. 

(England) 

Phoenix Telephone 

Works 
Telephone Supply Co. (Alberta) 
Ltd., 10235 -103rd St., Edmonton, 
Alta., 47116; Branch: Telephone & 
Electronic Supply Co., 1919 Pine 
St., Vancouver, B.C. (Alta. & B.C.) 

Etelco Ltd. (Alta. & B. C.) 
Telequipment Mfg. Co. Ltd., P.O. 
Box 844, London, Ont. GE 9-8871; 
Reps: E. S. Gould Sales Co., 523 
St Nicholas St., Montreal, Que. 
AV 8-5225; A. L. Whitehead Ltd., 
Box 2345, Vancouver, B.C. WA 
2-2210; Sybell Sales Co., 276 Ar- 
lington St., Winnipeg, Man. SL 

235 


& Electric 


(Canada except 


Acro Prods. Co. 
B.C.) 


Beaver Labs., Inc. 

Blonder-Tongue Labs., Inc. 

Dero Electronics 

James Vibrapower Co. 

Ram Electronic Sales Co. 

Radio Kits, Inc. 
Tenatronics Ltd., P.O. Box 659, 
Davis Dr. E Newmarket, Ont 
TW 5-4583. Reps: Len Finkler & 
Co., 1794 Avenue Rd., Toronto, 
Ont. RU 1-5232 (East); Chas. L. 
Thompson Ltd., 3093 he er 
Dr., N. Vancouver, B.C. YL 
2597 (West). 

Bud Radio, Inc. 

The Finney Co. 

Heddo Tape Co. Ltd. 

Mastra Mfg. 

Moran Prods. Co. 
Texas Instruments Incorporated, 
Semiconductor - Components Div., 
aan Queen St., Ottawa 4, Ont. CE 
6-3430 

Texas Instruments Incorporated, 

Semiconductor-Components 
Div. 

J. J. Theobald, Inc.., 
St., Skaneateles, N.Y 
The C. O. Jelliff Mfg. Corp. 
Thermovolt Instruments Ltd., P.O. 
Box 43, Toronto 18, Ont. BE 1- 

7134. 
AEG 
Ewald Instrument Co. 
Haenni and Co. A.G. 
Ruhstradt 
Technique Associates, Inc. 
Trimount Instrument Co. (Ont.) 


K. M. Thomas Co., 410 Bloor St. 
E., Toronto 5, Ont. WA 4-4000. 
Grant Pulley & Hardware Corp. 
Chas. L. Thompson Ltd., 3093 
Woodbine Dr., N. Vancouver, B.C. 
YU 8-2597 and 87 King St., Win- 
nipeg 2, Man. WH 3-8231. 
Acme Electric Corp. Ltd. 
Aerovox Canada Ltd. 
Affiliated TV Labs., Inc. 


9 E. Genessee 
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American Television & Radio 
Co., Inc. 

Balfour-Guthrie Canada Ltd. 

David Bogen Co., Inc. 

Canadian Astatic Ltd. 

Canadian Electric Resistors Ltd. 

Daiwa Tape Recorders 

Hurst Tool & Mfg. Co. 

Kato Engrg. Co. 

ne Corp 

c. Meredith ‘& Co. Ltd. 
ad & Brumfield (Canada) 
Ltd. 

Presto Recording Corp. 

Raytheon Canada Ltd. 

Research Industries Ltd. 

Tenatronics Ltd. 

Tri-Ex Tower Corp. 

University Loudspeakers, Inc. 

White Radio Ltd. 

Thompson Prods. Ltd., Electronics 
Div., 97 Scarsdale Rd., Don Mills, 
Ont. HI 4-8443. 

Thompson Prods., Inc., Elec- 

tronics Div. 
John R. Tilton Ltd., 51 McCor- 
mack St., Toronto 9, Ont. RO 
9-1129 and 4927 Jean Brilliant Ave., 
Montreal, Que. RE 1-0725. 
Alpine Electronic Components 
Automatic Metal Prods. Corp. 
(East) 

David Bogen Co., Inc. (East) 

Canadian Astatic Ltd. 

The Capitol Machine Co. 

Carling Electric, Inc. (Ont.) 

Carter Parts Co. (East) 

Dominion Auto Accessories Lid 

Electronic Instrument Co., Inc. 

(East) 

Greibach Instruments Corp. 

J F D Electronics, Inc. (East) 

Johnson Electronics, Inc. (East) 

Mosley Electronics, Inc. (East) 

Phaostron Instrument & Elec- 

tronic Co. (East) 

Raytheon Canada Ltd. 

Sightmaster Corp. 

Sprague International Ltd. 

University Loudspeakers, Inc. 

(East) 

York Woodcraft Ltd. (East) 
Tim-Com Engrg. Ltd., Montreal 
Asport, Montreal 33, 1- 
5353. 

McMillan Industrial ¢ orp 
Tinsley Instruments (Canada) Ltd., 
P.O. Box 99, Churchill Cres., 
Smiths Falls, Ont. 2539. 

Colvern Ltd. 

E. A. Tipping Sales Ltd., 957 Notre 
Dame Ave., Winnipeg, Man 

The Wallace Barnes Co. Ltd 
Titania Electric Corp. of Canada 
Ltd., Herbert & Brock Sts., P.O 
Box 672, Gananoque, Ont. Gan- 
nanoque 81. 

C.G. Electronics Corp 

Compagnie Generale 

Ceramique 

Gulton Industries, Inc. 
Toronto Type Foundry Co. Ltd., 
120 Wellington St. W., Toronto 
1, Ont. EM 6-7991. 

Photocon Research Prods. 


U 


U.S. Supply Co., 54 patneeen, 
Winnipeg, Man. WH 3-340. 

W. H. Brady Co. 

United Aircraft Prods. (Canada) 
Ltd., 147 Hymus Blvd., Pointe 
Claire, Montreal 33, Que. OX. 7- 
0811. 

United Aircraft Prods., Inc. 
United Aviation Electronics Ltd., 
205 Yonge St., Toronto, Ont. EM 
4-9886. 

Continental Electric Co. 

Dayton Aircraft Prods., Inc 

Sonotone Corp. 

Taylor Tubes, Inc. 

United-Carr Fastener Co. of Can- 
ada Ltd., 231 Gage Ave. N., Ham- 
ilton, Ont. ; 93 York- 
ville, Toronto, Ont. WA 4-2157; 
Room 1034, Shell Tower Bidg., 
Montreal, Que. UN 6-7465. 

Cinch Mfg. Co. 

Ucinite Co. 

United-Carr Fastener Corp. 
Upton Bradeen & James Ltd., 890 
Yonge St., Toronto 5, Ont. WA 
4-5751; 8760 Verville St., Mont- 
real, Que. DU 9-8231; Suite 702, 
Commonwealth Bidg., 77 Metcalfe 
St., Ottawa, Ont. CE 2-3775-6; 
624 Chilver Rd., Windsor, Ont. 
CL 4-8623; 612 Broadway Ave., 
Winnipeg, Man. SP 5-2579; 215 


Que. 


d’Electro- 


Vancouver 10, B.C. 
S., Hamil- 


2nd Ave., 
EM 4191; 152 James St. 
ton, Ont. JA 7-3238. 
M B Mfg. Co. 
Optron Corp. 
Precision Welder & Flexopress 
(Canada) Ltd. 
— Olsen Testing Machine 


Wilson Mechanical Instrument 
Div., American Chain 
Cable Co. 


Vv 


Vactric (Canada) Ltd., 1835 St. 
Catherine St. W., Montreal 25, 
Que. WE 5-8501. 
— (Control Equipment) 
td. 


Van Water & Rogers Co. Ltd., 
Scientific Supplies Div., 2625 
Skeena St., Vancouver 12, B.C. 
HE 3-0521 
. Still & Demineralizer, 
ne. 
Beckman Instruments, Inc. 
Coleman Instruments, Inc. 
Industrial Instruments, Inc. 
Philips Electronics Industries 


Ltd. 

Schlumberger Well 
Corp., Ridgefield 
tation Div. 

(All rep’d. in B.C. & Alta.) 

.. A. Varah Ltd. (Westronic Engrg 
Sales), 1451 Hornby St., Vancouver 
. B.C. MU 1-0104. 

Electrons, Inc. (Westy 

Ericsson ee rot 
Canada Ltd. (B.C 

McCurdy Radio industries Ltd. 
(Broadcast Prod.—B.C.) 

The Rex Corp. (B.C.) 

Secode Corp. (B.C.) 
Veeder-Root of Camada Ltd., 955 
St. James St. West, Montreal, 
Que. UN 6-9546. 

Veeder-Root, Inc. 

Viditon Corp. Ltd., 384 Bank St., 
Ottawa, Ont. CE 6-9441. 

Elektromesstechnik Wilhelm 
Franz 

Siemens & Halske A.G. 

Zeiss Aerotopograph GmbH. 


Ww 


Wainbee Tools Ltd., 64 Racine 
Rd., Rexdale, Ont. CH 1-3301. 

Durant Mfg. Co. 

Walcan Ltd., 140 Wellington St., 
Ottawa, Ont. CE 6-2042. 
Stainless, Inc. 
Ward Leonard of Canada Ltd,, 
1070 Birchmount Rd., Box 70, 
O’Connor P.O., Toronto 16, Ont. 
PL 7-4131. 
American Crucible Prods. Co., 
Kenco Pump Div. 

Barkelew Electric Mfg. Co. 

Kepco Labs., Inc. 

S.A.F.T. Accumulateurs 

Ward Leonard Electric Co 
Ronald Warwick, 110 Patricia Ave., 
Willowdale, Ont. BA 5-8282. 

Waterloo Metal Stampings Ltd. 
W. R. Watkins Co. Ltd., 41 Kip- 
ling Ave. S., Toronto 18, Ont. 
BE 3-2161; Suite 4-5582 Decarie 
Bivd., Montreal, Que. BE 1-5902; 
996 East 26th Ave., Vancouver, 
B.C. DI-6934; 203 Morley Ave.., 
Winnipeg, Man. GL 3-5005. 

Automatic Nut Co. 

General Tire & Chemical 

Harvey Hubbell, Inc. 

Heli-Coil Corp. 

Kirel, Inc. 

Parker Seal Co. (Ont 

Penn Engirieering Co. 

Rocol Ltd. 

Fred Welsh Antenna Systems, 733 
Beatty St., Vancouver, B.C. 

Jerrold Electronics (Canada) Ltd. 
Welwyn Canada Ltd., 1255 Brydges 
St., London, Ont. GL 1-9490. 

Welwyn Electrical Labs. 

W. J. Westaway Cd. Ltd., 8415 
Mountain Sights Ave., Montreal 
16, Que. and Main & McNhb Sts., 
Hamilton, Ont. 

Universal Winding Co. 

Western Sound Services Ltd., 613 
or Ave., Winnipeg, Man. SP 
4-554 

Electronic Service Supply Co. 
White Radio Ltd., P.O. Box 463, 
Hamilton, Ont. JA 2-1716. Reps: 
Chas. Thompson Ltd., 3 
Woodbine Dr., . Vancouver, 


Surveying 
Instrumen- 


Sales of 


& West) 
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Tel — X-Ray 


B.C. YU 8-2597 and 87 King St., 
Winnipeg 2, Man. WH 3-8231 
(Wes)t; Rutherford Agencies, P.O. 
Box 1013, St. Laurent, Montreal 9, 
Que. RI 7-5073 (East). 


The Hammarlund Mfg. Co., Inc. 
Teletest Instrument Corp. 


A. L. emnars 3 7. ‘Box 2345, 
Vancouver, B.C. 2-2210. 

Electronic Gaierates Ltd. 

Telequipment Mfg. Co. Ltd. 

(B.C.) 

E. E. Whittaker, 2137 Niagara Dr., 
Ottawa, Ont CE 4-4686 and 12 
Glenmorris Dr., Dundas, Ont. MA 
8-8460. 

Consolidated Resistance Co. of 

America, Inc. 

Dressen-Barnes Corp. 

Dynamic Gear Co., Inc. 

Gudebrod Bros. Silk Co., Inc. 

International Instruments, Inc. 

Itemco, Inc. 

Jonathan Mfg. Co 

Kurman Electric Co. 

Rotating Components, Inc. 

Specific Products Co. 

Spectrol Electronics Corp. 

U. S. Semiconductor Products, 

Inc 

Mrs. B. Whittaker 

Winchester Electronics, Inc. 
Wholesale Radio & Electronics 
Ltd., 66 Orfus Rd., Toronto 19, 
Ont. RU 7-1271; 86 Dunedin St., 
Orillia, Ont. FA 4-2611 

Bradley Semi-Conductor, Inc. 

National Electronics, Inc. 

A. C. Wickman Ltd., 1425 Queens- 
way, Toronto 14, Ont. CL 9-2311; 
1462 Bishop St., Montreal 25, 
Que. VI 2-6839; 605 James St. N., 
Hamilton, Ont. JA 8-6213; Rm. 
604, Canada Blidg., Windsor, Ont. 
CL 3-1841; Ford ~~ Vancou- 
ver, B.C. MA 5641. <6 = 
Engrg. Sales Ltd., Halifax, 

‘Ee Taylor Machinery, 
Portage Ave., Winnipeg, 
Stevenart Tool & Supply, 
Third Ave. W., Calgary, Alta. 

Brush Instruments, Div. of : 

Clevite Corp. 

Daytronic Corp. 

Dynamic Instrument Co., Inc. 

Edin Co., Inc. 

Institut Dr. Foerster 

Losenhausenwerk. 

Micro Test, Inc. 

Riehle Testing Machines, Div. 

American Machine & Metals 

Sheffield Corp. 

Silvercel of Canada Ltd. 

Telco 
Wilkinson Co. Ltd., 888 S 
Marine Dr., Vancouver 15, 

FA 1-1231; 7025-103rd St., 
monton Alta., GE 3-5834; 630 - 
Ave. W., Calgary, Alta. AM 9-1427. 

Aluminum Co. of Canada Ltd. 

Driver-Harris Co 

Int'l. Nickel Co. of Canada Ltd 
Williams & Wilson Ltd., 71 Front 
St. E., Toronto, Ont. EM 3-8731; 
also at Windsor, Ottawa, Mont- 
real, Quebec City. 

The Carborundum Co 
Wilson Equipment Supply Co., 
121, Stn. >,” Winnipeg, 
424808 

Syntron (Canada) Ltd. 
Winnett Boyd, Ltd., 745 Mt. 
Pleasant Rd., Toronto 7, Ont. HU 
1-3722 

Aero 

Inc. 

Gorn Electric Co., Inc., 

Controls Co. Div. 
NRC Equipment Corp. 


Box 
Man. 


Research Instrument Co., 


Aircraft 


X-Ray & Radium Industries Ltd., 
261 Davenport Rd., Toronto, Ont. 
WA 3-0908. Branches in principal 
cities across Canada. 
Acoustica Associates 
Disa Electronik 
Falk 
Machlett Labs. 
Medical Electronics Develop- 
ment Co. 
———. Electric Co. Ltd. 
(Ont. & Que). 
Nuclear Corp. of America, 
Instrument Div 
Offner Electronics 
Sanborn 
Westinghouse Electric Interna- 
tional Corp. 
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CURTIS TERMINAL BLOCKS 


Types available for all applications including 250 amps, 750 volts 


Write for Catalogue and samples 





WATERS MINIATURE PRECISION 
POTENTIOMETERS for nearly all 
linear and non-linear applications. Out- 
side diameters from %" to 1%". Rigidly 
tested by an independent laboratory 
to take the speculation out of specs. 
Write for catalog PF1258. Rated—15 Amps. 300 V. 1-24 Terminals. 
Type M—No Tags. Type “C.D.M.” Block Rated—30 Amps. 
Type MT—with Individual Marking Tags. 760 V. 1-50 terminals. 
Complete with White Marker Strips 
(Also available in kit form) 


® 
Wwe 
< 


RIBBED CERAMIC COIL FORMS, 

through unique design, eliminate loose 

leads, loose lugs, loose parts. Diam- * 

— available: .205”, .250”, a. and l'ype H—75 Amperes, 750 Volts, 1 through 

: "in a variety of lengths. Standard SO Dascsinaks. BOE Be. 6 & Ma. 24 whee es 25 

or retractable bushings for single or or Dat tat alias —_ Bang Rad a ‘ype , amy Volts, Ne. 

double tuning. Write for bulletin. 6 te 4 ” Wire, AWG. 5 - 250 MCM wire. 
One through six ter- AWG. Onc through 
minals. four terminals. 


MADE IN CANADA BY 


A. C. SIMMONDS & SONS 


'Treo 


100 MERTON STREET HU. 5-9111 TORONTO 7, ON1 





For further information mark No. 104 on our Readers’ Service Card 


C’'TROL CONTACT METER/CON- pt 2 EE AS ED SD Se a SE 9 OES EE SP Oe 
TROLLER for accurate control of sys- , 

tems or equipment. Continuously con- 
trols or limits any electrical variable. 
Self-contained. Transistorized. No lock- 
ing coils or magnetic contacts. Reset is 
automatic, but manual reset can be 
provided if signal locking action is 
necessary. Allows use of infinitesimal 
signal current. Write for bulletin. 


~~ 


WELWYN\ 


TORQUE WATCH® GAUGE. Hand tool 
with Jacobs-style chuck for quick, visi- 
ble, precise measurements of ex- 
tremely low starting and moving 
torques. Accuracy +5% of full scale 
standard. 48 ranges available from 
.005 to .6 oz. in. up to 2 to 40 oz. in. 
Clockwise, counterclockwise, or bi- 
directional. Write for bulletin. 


DEPOSITED CARBON RESISTOR 


Welwyn Series N molded resistors employ a thermoplastic 
insulating material, combining economy with endurance and 
long term stability. 

They meet the requirements specified by MIL-R-10509B and 
show negligible changes in resistance when subject to several! 
one hour cycles of immersion in boiling water, along with D.C. 
polarization. Continuous operation at 150°C causes no damage. 

The transparent molded insulation has an effective resistance 
in the order of 10'? ohms, and with a thermal conductivity 10 
times that of air, vastly improves the load life under conditions 
of excessive dissipation. 

Available in 4 physical sizes and in values of 10 ohms to 
10 megohms. 


WAYLAND, MASS 


OTHER WATERS PRODUCTS: Cath- 
ode ray oscilloscopes, epoxy encap- 
sulated and impedance tested R.F. 
chokes, Pot Hook® panel mounts, 
precision toroids, instruments. 


For complete data and specifications write 


WELWYN CANADA LIMITED 


1255 BRYDGES STREET LONDON, CANADA 
For further information mark No. 103 Sf ae a ee ey ee _t68eo “a 


~~ = eee ee ee ee ee ee ee ee ee ee ee ee ee ee ee ee ee 


en as as a a= as ae 
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s 


\ 


For further information mark No. 105 on our Readers’ Service Card 
CANADIAN ELECTRONICS ENGINEERING JUNE 1959 











PHOTOCONDUCTIVE CELLS 


capable of dissipating especially high power up to ONE WATT 
—economical—rugged—adaptable with several types avail- 


able. 


For AUTOMATICALLY controlling street lights, domestic illu- 
mination, opening of doors, safety interlocks; and for use in 
photographic instruments, toys, obstacle markers, etc. 


NATIONAL SEMICONDUCTORS LTD. 


146 Bates Rd., Montreal 26, P.Q. 
Tel. No. REgent 7-4031 
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American Beauty electric soldering 
irons are the highest quality made. 
, The finest engineering, best materials 
and on-the-job experience since 1894 
is yours with every American Beauty. 
There is a right model, correct tip size 
and proper watt input to do any 
soldering job easier, faster and better. 


TEMPERATURE REGULATING STANDS 


Automatic devices for controlling tip 
temperatures while iron is at rest— 
prevents overheating of iron, elimi- 
nates frequent retinning of tip, while 
maintaining any desired tempera- 
ture. Available with perforated steel 
guard to protect user’s hand. 


Soldering is pasieR gsi ER jal if fay 


with flmerican Beauty Soldering Tools 


NO. 3125 
yy” TIP 
60 WATTS 


a“ 


%" Te 


—— 
100 WATTS 


NO. 3158 
%" TIP 
200 WATTS 


NO. 3178 4 
hy" TP 7 
300 WATTS 


NO. 3198 
1%" TIP 
550 WATTS 


WRITE FOR 20-PAGE ILLUSTRATED CATALOG CONTAINING FULL INFORMATION ON OUR 
COMPLETE LINE OF ELECTRIC SOLDERING IRONS—INCLUDING THEIR USE AND CARE. 


AMERICAN ELECTRICAL HEATER COMPANY 
2, MICHIGAN ” 


DETROIT 


American Beayty 
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Sell your 
best prospects 
across Canada 
through 


CANADIAN 
ELECTRONICS 
ENGINEERING 


Quality editorial 
material every 
month including 


these departments: 


NEWS HIGHLIGHTS 


PEOPLE IN THE INDUSTRY 


REPORTS FROM THE INDUSTRY 


FOR YOUR LIBRARY 


DEFENSE CONTRACTS 


NEW PRODUCTS 


PLUS 


“NUCLEONIC NEWS” 
EVERY OTHER MONTH 
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Nucleonic news 





Canadian instru- 
ments in Europe 


Industrial measurement and control 
systems using nuclear and other de- 
vices, pioneered by Canadian engi- 
neers, are soon to be produced under 
license in Europe. 

Canadian Curtiss-Wright, Limited 
has named two European licensees for 
manufacture, installation and servicing 
of control systems developed at the 
company’s Oakville, Ontario, plant. 
They are Elliott Brothers of London, | 
England, and Giuseppe Barazzetti & | 
Company of Milan, Italy. | 

The licensees will produce all com- 
ponents of the systems except the | 
sensing heads, which will be manufac- 
tured at the Oakville plant. 





U. K. tandem accelerators 
go into operation 

“. . . I am glad to be able to ad- 
vise that both the generators described 
in my article (CEE, February, 1959, 
page 26) first produced a beam toward 
the end of March. Since then various 
minor troubles have been cleared, and 
peak voltages are now in the region 
of 9 to 11 million volts (44% to 5% 
Mv on the central electrode) and peak 
currents of 2.2 microamperes delivered 
to targets in the experimental area. A 
gas stripper is in use at AWRE, and 
a foil stripper, using carbon foils of 
thickness 5 micrograms per square 

(Continued on page 152) 


This photo taken in a test pit at the | 
Barton Works of Metropolitan-Vick- 
ers shows a partially assembled stack 
of equipotential plates for the 12 
MeV tandem electrostatic generator. 
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LOW-COST 
Van de Graatf® 


for 
RADIATION q 
PROCESSING Se Under $20,000 
- —~ per kilowatt 
» of ionizing 
~ radiation 
» delivered to 


> the product 


av 


Tw MopeL GS Van de Graaff is well suited to investi- 
gation of both the favorable and the damaging effects of radia- 
tion on electronic components, semi-conductor materials, and 
electrical insulation. 

This low-capital-cost accelerator is sturdily constructed 
for processing, but has the characteristics necessary for precise 
research with electrons or x-rays. 

Write our Technical Sales Department for descriptive 


brochure or application information. 


HIGH VOLTAGE ENGINEERING 


ote) i cel. ? Sele), he aad 
BURLINGTON MASSACHUSETTS 
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NeW 


TEST SET 


MODEL 150 
150-175 Mc 
— Simply connect any 50 Ohm Antenna and read 
VSWR directly 
No other equipment required 
Transistorized and battery operated 
Useful as a signal source for other test work. 
$467.50 


Designed and Made in Canada 
“FIRST OF ITS KIND 


Sinclair Radio Laboratories Ltd. 
70 Sheffield St., Toronto 15 
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FOREMOST IN 


SONAR 


(CANADA) Ltd. CORNWALL, ONTARIO 
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centimetre over *s-inch diameter is in 
use at AERE. Both are performing 
satisfactorily. Improvement in per- 
formance is continuous, and we look 
forward to using the machines in the 
exploitation of a new and interesting 
field of nuclear physics.” 

W. D. Allen, 

U.K. Atomic Energy Authority. 


New company will make 
ion engines 

The B. F. Goodrich Co. and High 
Voltage Engineering Corp. have estab- 
lished a new company, Goodrich-High 
Voltage Astronautics, Inc. The new 
firm will-engage in research, develop- 
ment and manufacture of ion propul- 
sion devices for space vehicles. Work 
has already started on a laboratory ion 
thrust unit at the company’s head- 
quarters in Burlington, Mass. 

President of the new firm is A. John 
Gale, vice-president of applied physics 
it High Voltage Engineering. Chair- 
man of the board is P. W. Perdriau, 
general manager of B. F. Goodrich’s 
aviation products division. 

lon propulsion is achieved by im- 
narting uni-directional velocities to the 
fuel particles, much as is done in a 
cathode ray tube. The essential parts 
of an ion motor are a prime energy 
source, an energy converter, and an 
on emitter. Nuclear or solar power 
may be used as the prime energy 
source; converters may be electro- 
tatic generators; and cesium or 
mercury are among the likely ion 


fuels. 


Americans plan huge linear 
particle accelerator 

The United States Atomic Energy 
Commission is seeking Congressional 
authorization to build a two-mile-long 
linear particle accelerator at Stanford 
University, California. The research 
machine would be capable of produc- 
ing 15 BeV energy levels initially, but 
could eventually be raised to 45 BeV. 

The accelerator is planned for con- 
struction near the Stanford campus. 
The apparatus would be enclosed in 
two parallel tunnels, each nearly two 
miles long and covered by 35 feet of 
earth. On the basis of preliminary 
estimates, the project would cost about 
$100,000,000 for construction, $18,- 
000,000 for research and develop- 
ment, and approximately $15,000,000 
a year to operate after completion. 
The Commission would finance the 
project, and Stanford would operate 
the machine. 

The Commission has_ conducted 
preliminary discussions with repre- 
sentatives of Stanford University in 
preparation of negotiation of a con- 
tract for construction and operation 
of the accelerator, subject to author- 
ization and appropriation of funds. 
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CAPITOL SWITCHES are 
adapted to many varia- 
BARRY maz tions of switching re- 
EL - quirements 2 - 
—— TUBE HQS. INDUSTRIAL al mrvene ba Eggs ne 
* Highest Quality * Top Brand Names Only co manually operated 
Boxed * Lowest Sensible Prices * Guaranteed — we | — 
* SOME TYPES GOV'T AND — SURPLUS groups of circuit combina- 
T0|6AS7G 3.25)12AV7_1.10/803 50 : tions. : 
'30|6AS8 1.15) 1 SAXAGT | 805 3.50 
CS a CAPITOL SWITCHES are 
‘$0)6AUAGT . a Saey finished product, 
6 BT f 3.0 offering maximum relia- 
1-20)6AusGT om oe 3.5 bility, with smooth me- 
95 6AU6 7! 8 ; chanical action. All parts 
dsleave ea 8 are non-corrosive. Pala- 
"95| 12BQ6GTB wa : dium contacts are rated 
90 aut 1.55|829-B : at 3 AMP 
1 03| 3.7 CAPITOL SWITCHES 
8 rel tape 1.05 INCLUDE: 
nt Illuminated single and 
55) é multiple position switch- 
40 128A7GT oslena 2 : es, interlocking push but- 
2'25 128C7_ 8 a 7 ton switches, push-lock, 
“sal 12SK76T ‘oslan 0 push-release switches and 
“00/12SL7  -75/954 telephone lever switches 
2.50 12SN7GT 95: TYPICAL 
15) 128Q7GT 5 APPLICATIONS 


9 
a 958-A 2 ~ 
1.3 5 : ? 
‘S5112SR7 ‘6 15 SWITCHES Test equipment control 
oo} 12VeGT .75/16 1.50 panels, intercommunica- 
95126 z t tion systems, computer 


35| . 

35| 12x4 q systems, TV and Radio 

a5] 19AUe 1.201 20 . Control systems, missile 
PT control systems 


1.35) 246/3024 
‘80 25AX4GT 75 
90 1.05 
-80/25BK5 1.25 5 
40/258Q6GT " |2050 1.2: 
1.¢ > 
; A 5 
a soslaste tHe CAPITOL macnine co. 
00 1.6 ‘ 
_-80|25L6GT 74 ‘ SWITCH DIVISION 
36 BALMFORTH AVE., DANBURY, CONN. 


Canadian Representative 


JOHN R. TILTON Ltd Branch 

JOHN R. TILTON Lid 
1 t 
S Cen eee 4927 Jean Brillant Ave 
Toronto 8, Ontario, Canada Montreal 29, Que., Canada 
TEL. ROdger 9-1129 TEL. REgent 1-0725 
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the 


The Silent, Dependable 
INVERTRON Features: 
POWER OUTPUT RATINGS 
from milliwatts to kilowatts 
OUTPUT FREQUENCIES 
fixed or variable — from sub- 
sonic to supersonic 
ACCURACY to .001% for fixed 
frequencies — to .1% for vari- 
able frequencies 
SINE WAVE distortion never MODEL 161-D-1 : 
greater than 2%, with .5% or PowER Output: 160 VA single 
less available phase, FREQUENCY: 350 to 450 cps 
lie . ariable, FREQUENCY ACCURACY: 
REGULATION from no load 0.5% (6.2% a 0.1% available), 
to full load ... standard 1% - INPUT: 115v 60 cps single phase, 
with .5% or better available OVERALL Size: 22” wide x 10” high 
Negligible Interaction between x 15” deep. 
output frequency, voltage and LECTROMECHANICAI 
load. ; EL R AL 
Write for Literature or 
PRODUCTS 


Free Consultation 
MARKHAM ROAD, AGINCOURT, ONTARIO 
BEAL MAW - ELEQTRONICS + MECHANICS + OPTICS 
RIN DESIGN * DEVELOPMENT * PROTOTYPE 
Uv ¢ 7 
ENGINEERING ‘oatany J 2911 WINONA AVENUE 
BURBANK, CALIFORNIA. 


ARRY ELECTRONICS 
CORP. 
$12 Brocdwoy, Dept. CEE, New re 12, nv. | | @ POWER AMPLIFIERS OSCILLATORS FREQUENCY STANDARDS CUSTOM INSTRUMENTATION 


1D tS et Tt ee 








-00/403B 
.60) 004A 
.70| 7A 
10) 108A 
OO) 417A 
5.00) 420A 
10) 134A 
.90| 446A 
90) 450- TL 
40 
65) 673 
75) 703A 
TO|7I7A 
85\728A/B 5.00|9006 
75|758-A_ —1.00/AX9903 
1.00 7 85'TR-722 90 17.50 
AND OTHERS 
4X150A Tubes—Tested yuseenteed $7.00 ea. 
Drake Model |-A SSB R’e $299.00 
W.E£. DI71584 MERCURY RELAY. SPDT, pres 
sure-sealed, 4500 ohm coil, standard octal base 
eseeee PRICE: $4.95 
REACTOR- CHOKE 0.02 Hy #8 5 Amps. D.C 
Lo- Resistance &8%"x6%"x6% Completely En 
closed. Original Cost Approximately $25.00—Brand 
new Raytheon $7.50 
RG-59U @ .04c/Foot e Glas-Line: 2.89'C Feet 
—$17.34/600 Feet 
All prices F.O.B. N.Y.C. Specify method of ship- 
ment. All merchandise insured and guaranteed 
for cost of mdse only. Receiving tubes guor- 
anteed 90 days—Special purpose & Xmtg. tubes 
guaranteed 30 days. Phone: WAlker 5-7000. 
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universal 
fransistor / 
tester 


$59.50 


MEASURES Ico, ALPHA 
MEASURES DIODE FORWARD 
AND REVERSE CURRENTS 


TESTS FOR SHORT CIRCUITS 








Battery-operated, portable model © 
TT-1 provides quick, reliable 
measurements on both PNP and 
NPN transistor types of low, me- 
dium and high power. Universal 
panel receptacle and test leads 
accommodate all standard and 
special types. Dual scale on pre- 
cision 50- microamp ammeter in- 
dicates transistor leakage and 
gain, diode forward and reverse 
currents. Ideal for laboratory, 
production or field test. Strong, 
shock-resistant case. 





For over 25 years Canada's largest manufacturer of 
Electronic Test Equipment. 

FIRST in Canada to produce... 

Tube Testers. Volt-Ohm Milliameters . Oscilloscopes 

Signal Generators Vacuum Tube Voltmeters . Kits 

Panel Meters . Portable Meters . Ruggedized Meters 

Hermetically Sealed Meters . 250 Degree Meters . and 

soon — Taut Band Suspension Meters 


9 6 020090 Oa Paattu ntae 


Senfienien Siena S——i—- @°e°oe"o se 


Write for 


complete specifications. 























STARK ELECTRONIC INSTRUMENTS LTD. 
Alax, Ontario 





REFLECTONE }- 
ee ee 


THE REFLECTONE CORP. - STAMFORD, CONN. 
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Free service 
for our readers 


For further information mark No. 


FOR COMMERCIAL 
COMMUNICATIONS 


Masts to 200 ft.—single, twin-H, and 
quadruple — designed to CSA spec- 
ifications. Hot galvanized steel, re- 
sistance welded to Canadian Welding 
Bureau standards, in accurate jigs 
that insure easy and perfect erection. 
10-feet sections completely hot gal- 
vanized after all fabrication. Galvan- 
ized hinged steel base and complete 
line of attachment fittings. 


\ BEATTY BROS. LIMITED 
\Fergus, Ont. Est. 1874 


Keep your reference shelf up 
to date this easy way. All ad- 
vertisements in this issue have 
a key number, which is listed 
in the advertiser's index. 
For more information * 
HB Circle the key number on 
one of the cards opposite. 
Hi Print your name, position, 
address and firm, then mail 
— postage is paid. 
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Exclusive! TERMINAL BLOCKS 


®@ Moulded-in Bushings for Terminals and Mounting Holes @ Removable Bus Bars 
* for More Efficient Wiring @ Solid Moulded Back @ Higher Voltage and Current 
Ratings @ Available in Military and Commercial Materials @ Interchangeable 


with Similar Types 


© Front or Rear Mountings and Other Specials @ Delivery 


from Stock @ Designed and Made in Canada. Write for NEW illustrated Brochure. 


Special designs moulded to customers’ specifications. 


Consolidated Electronic Equipment Co. Ltd. 


94 SHEPPARD AVENUE WEST, WILLOWDALE, ONTARIO 


BA. 5-6921 


Represented in Canada by: LAKE ENGINEERING CO. LTD. 
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Birmingham 
Sound Reproducers Ltd. 
manufacturers of British-made 


4 -qoced Calbchangers vuas 
aad 


Tues 
F -qoeed /umniable and Fich- uo Whede 


now present an exciting new 
addition to the family of the world’s 
most reliable record-players . . . 
revolutionary in styling . . . exciting 
in color... up to the minute in 
engineering . . . incorporating 

new advances in performance .. . 


See for yourself 
the many outstanding, 
new features of the UAI2 


Monarch UA8 and UA12 
record changers are 
STEREO-MODIFIED — 
for use either with 
Monaural or 
STEREOPHONIC 
cartridge ... 


Now Available 


%,. 


the BSR 
STEREO 
turnover 
crystal 
cartridge 


SOLE 
ae ELECTRONICS DIVISION 
901 BLEURY ST., MONTREAL, QUE. 
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